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Foreword 


T he tremendous research and development effort that went into the 
development of radar and related techniques during World War II 
resulted not only in hundreds of radar sets for military (and some for 
possible peacetime) use but also in a great body of information and new 
techniques in the electronics and high-frequency fields. Because this 
basic material may be of great value to science and engineering, it seemed 
most important to publish it as soon as security permitted. 

The Radiation Laboratory of MIT, which operated under the super¬ 
vision of the National Defense Research Committee, undertook the great 
task of preparing these volumes. The work described herein, however, is 
the collective result of work done at many laboratories. Army, Navy, 
university, and industrial, both in this country and in England, Canada, 
and other Dominions. 

The Radiation Laboratory, once its proposals were approved and 
finances provided by the Office of Scientific Research and Development, 
chose Louis N. Ridenour as Editor-in-Chief to lead and direct the entire 
project. An editorial staff was then selected of those best qualified for 
this type of task. Finally the authors for the various volumes or chapters 
or sections were chosen from among those experts who were intimately 
familiar with the various fields, and who were able and willing to write 
the summaries of them. This entire staff agreed to remain at work at 
MIT for six months or more after the work of the Radiation Laboratory 
was complete. These volumes stand as a monument to this group. 

These volumes serve as a memorial to the unnamed hundreds and 
thousands of other scientists, engineers, and others who actually carried 
on the research, development, and engineering work the results of which 
are herein described. There were so many involved in this work and they 
worked so closdy together even though often in widely separated labora¬ 
tories that it is impossible to name or even to know those who contributed 
to a particular idea or development. Only certain ones who wrote reports 
or articles have even been mentioned. But to all those who contributed 
in any way to this great cooperative development enterprise, both in this 
country and in England, these volumes are dedicated. 


L. A. DuBridgb. 





Preface 


S OON after Drs. LI. Rabi and L. A. DuBridge decided that the tech¬ 
nical knowledge of the Radiation Laboratory staff should be pre¬ 
served, it was evident that at least one complete book would be required 
on lumped-parameter circuits. The early planning for that book was 
done during a series of conferences called by L. J. Hawworth, and attended 
by B. Chance and G. E. Valley, Jr. 

It was difficult to arrange all the subject matter in a way that would be 
easy to read and economical of space. It would have been possible to 
describe the various electrical devices in order, but to describe each 
instrument completely would have involved an intolerable amount of 
repetition concerning basic circuits, such as multivibrators and ampli¬ 
fiers. It would also have required an intolerable amount of cross¬ 
indexing if the work were to be usable by those interested, not in the 
particular instruments described, but in the application of their design 
principles to completely different problems. It was apparent, too, that 
the work should not stress radar. 

The material was therefore divided into two parts: the first part to 
include the basic principles of circuit design, the second to pertain to the 
assembly of basic circuits into functional instruments such as receivers 
and data display systems. These decisions were made in the interests of 
clarity and brevity. Even so, upon completion of the consequent 
outline, it was evident that several volumes would be required. Accord¬ 
ingly new outlines were prepared for each of these and were then revised 
separately for each volume by committees composed of the editors and 
authors concerned. 

The first of these books. Components Handbook^ discusses the physical 
embodiments of the lumped-parameters themselves: resistors, cables, 
motors, vacuum tubes, etc. Next, Vacuum Tube Amplifiers and Wave¬ 
forms discuss the principles of circuit design, respectively, for circuits that 
are essentially linear (amplifiers) and for circuits that are essentially 
nonlinear (oscillators, electronic switches, and the like). The four 
following volumes concern themselves with the design of complex func¬ 
tional devices. They are Electronic Time Measurements^ Electronic 
Instruments^ Cathode Ray Tube Displays, and Microwave Receivers. 

The amplifiers discussed in this volume are designed to have extreme 

ix 




X 


PREFACE 


values in one of several of the pertinent characteristics: bandwidth, 
sensitivity, linearity, constancy of gain over long periods of time, etc. 
In most cases the design of such amplifiers, in which the ultimate per¬ 
formance is obtained from available types of components, cannot be 
carried out by simple rules of thumb. 

The volume therefore begins with a chapter on Linear Analysis and 
Transient Response’’ which lays the theoretical basis for the high-fidelity 
reproduction of transient signals, such as rectangular pulses. Although 
the chapter is rather theoretical, a summary is contained in Sec. 1*10 of 
the precise steps needed to determine the transient response of a given 
network. The practical application of these principles is examined in the 
next chapter, ‘^High-fidelity Pulse Amplifiers,” for direct, or “video,” 
pulses. The resemblance of this material to that contained in Chap. 3 
is only superficial; “Pulse Amplifiers of Large Dynamic Range” is about 
the design of amplifiers intended to deal with pulses of widely varying 
magnitude, all other characteristic's being secondary. C'hapters 4 through 
7 deal with the theoretical and practical aspects of several methods of 
amplifying, with varying degrees of fidelity, pulse-modulated carrier fre¬ 
quencies as high as 200 Mc/sec. Although the design principles are 
examined in these chapters chiefly from the standpoint of relatively high 
frequencies, they are perfectly general in their applicjation. That this is 
true is exemplified by (/hap. 10, “Low-frequency Feedback Amplifiers,” 
wherein some of the results of Chap. 4 are applied to filter amplifiers oper¬ 
ating at frequencies as low as 50 cps. 

Chapter 8 deals with the examination and adjustment of the amplifiers 
previously described, especially when they are employed as intermediate 
frequency amplifiers in superheterodyne receivers. Chapter 9 discusses 
some of the innumerable ways in which inverse feedback can be employed 
to stabilize the gain of an amplifier. The well-known principles of 
Nyquist, Bode, and others are applied particularly to circuits in which 
inductances do not appear, and use is made of this fact to simplify the 
analysis; in addition the chapter describes the successively less approxi¬ 
mate phases through which the design of such an amplifier can proceed. 
Chapter 11 recounts the experience at the Radiation Laboratory concern¬ 
ing the design of rugged and reliable direct-coupled amplifiers, no par¬ 
ticular emphasis being placed upon extreme sensitivity. 

Chapter 12, “Amplifier Sensitivity,” examines the subject of noise 
in a rigorous and very theoretical manner. The design of amplifiers for 
best signal-to-noise ratio is discussed in Chap. 13, “Minimal-noise Input 
Circuits,” and in Chap. 14 the experimental measurement of amplifier 
sensitivity is explained. 

Appendix A contains an existence theorem on the physical realizability 
of filter amplitude characteristics. 
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In addition to the material contained in this volume, information 
concerning the application of amplifiers to specific purposes wiU be found 
in other volumes. In particular the use of amplifiers in computers and 
servomechanisms is discussed in Electronic Instruments. In Cath-^ 
ode Ray Tube Displays is included a chapter devoted to amplifiers 
specifically designed to drive inductive loads (i.e., cathode-ray tube 
deflection coils). Microwave Receivers contains a good deal of infor¬ 
mation on the use in microwave receivers of the types of amplifier 
described in Chaps. 3 through 7. It also contains a discussion of the 
noise problem as it affects superheterodyne receiving systems. 

The editors wish to acknowledge the inspiration and guidance of 
the Editor-in-Chief, L. N. Ridenour, and of his editorial board. This 
book is the product of a large organization, much of the credit for whose 
successful operation goes to Charles x\ewton and his able assistants 
Dr. V. Josephson, M. Dolbeare^ and M. Phillips. Whatever uniformity 
of style and format the book may present is largely due to the Technical 
Coordination Group operating under the direction of Drs. L. B. Linford 
and A. M. Stone. To the authors, the editors extend their thanks for a 
task conscientiously performed and their congratulations upon its com¬ 
pletion. The assistance of Mr. J, H. Irving in furnishing important back¬ 
ground material for Chap. 1 is gratefully acknowledged. It is due to the 
generosity of the British Air Commission that Mr. R. Q. Twiss was able 
to work on the several important chapters that bear his name. 

The preparation of the illustrations for the volume was ably supervised 
by Martha Murrell. The timely assistance of Margot Cheney and Beka 
Hepner resulted in the volurae^s being prepared within the allotted time. 
It w'as the task of Doris Williams to type over the most illegible of the 
original manuscript. 

The publishers have agreed that ten years after the date on which 
each volume of this series is issued, the copyright thereon shall be relin¬ 
quished, and the work shall become part of the public domain. 

The Editoks. 

Cambridge, Mass., 

July , 1946. 
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CHAPTER 1 

LINEAR-CIRCUIT ANALYSIS AND TRANSIENT RESPONSE 


By Richard Q. Twiss 

1*1. Introduction.—The purpose of this chapter is to provide a sys¬ 
tematic procedure for finding the response of a linear network to an 
applied signal under arbitrary initial conditions. The mathematical 
machinery used in deriving this procedure is based upon the Laplace 
transform. ^ 

The Laplace transform analysis is not the only method that has been 
used to solve linear network problems; and because some of its present- 
day aspects have been influenced by earlier work, a short historical 
discussion will be given. 

Long before the first statement of Kirchhoff^s laws or the development 
of linear-network analysis, Laplace had used transform theory to solve 
differential equations while Cauchy had employed the Fourier transform 
as the theoretical basis for an operational calculus. However, in the 
early treatment of the linear network by Clerk Maxwell, the classic 
theory of linear-differential equations was used. This method provides 
a solution in the form of the sum of a particular integraF^ and the 
complementary function,’^ the latter containing a number of arbitrary 
constants that have to be determined, from the initial conditions, by an 
auxiliary set of equations. 

This treatment can be made entirely rigorous if the scope of applica¬ 
tion is sufficiently restricted, and it is still used in elementary textbooks. 
Unfortunately it is cumbersome in application, particularly when there 
are a large number of arbitrary constants to be determined. It was 
largely the search for a compact and simple solution that led Oliver 
Heaviside to develop the attack usually referred to as the Heaviside 
operational calculus. Heaviside himself was either ignorant of or 
indifferent to the work of his predecessors, and his system was presented 
as a set of disconnected and arbitrary rules which did, in fact, solve a 
wide range of problems with a minimum of computation but which 
totally lacked a valid theoretical basis. 

The wide application of linear-differential equations in physics and 
engineering, the fact that Heaviside^s calculus (as it stands) is applicable 

* For an excellent general reference see M. F. Gardner and J. L. Barnes, Trarmenii 
in Linear Wiley, New York, 1942^ 
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only to the case where the initial electrostatic and magnetic energy in the 
circuit is zero, and the desire to furnish a rigorous mathematical founda¬ 
tion led a whole army of workers, most of whom appeared equally 
ignorant of Cauchy^s original work, into this field; it was not until a vast 
contribution to the theory of the operational calculus had been made that 
it was realized that this calculus is intimately related to the theory of the 
Laplace transform and that a proof of all Heaviside’s results can be 
provided on the functional transform basis. 

This result naturally suggested the question as to whether or not the 
direct application of the Laplace transform theory could provide a solu¬ 
tion as simple and compact as that given by the operational calculus, but 
wider in application and completely rigorous and systematic in method. 
This question has now been answered in the affirmative; hence it can be 
expected that the Heaviside calculus will drop into desuetude and will 
be replaced by the transform analysis. 

At the same time as the operational calculus was being investigated 
and extended, other writers were using the Fourier series and Fourier 
integral to derive the response of a network to an applied signal from its 
steady-state response. This line of approach, at least in its elementary 
form, is less powerful than the Heaviside calculus and is also directly 
applicable only to the case in which the initial electrostatic and magnetic 
energy in the network is zero. When the method is extended to over¬ 
come these disadvantages, it becomes virtually equivalent to the Laplace 
transform method. It is shown in Sec. 1*9 that both these methods can 
be regarded as special cases of the general transform theory in the complex 
plane. 

It must be emphasized that in this chapter the mathematical machin¬ 
ery is regarded merely as scaffolding, as much as possible of which is to 
be dispensed with as soon as the fundamental form of the general solution 
has been found. Accordingly, only the most important results of the 
theory are proved, the auxiliary theorems being stated without justifica¬ 
tion, and no attempt is made to discuss those aspects of the Laplace 
transform theory which do not bear directly upon the linear-network 
problem. 

Instead, emphasis is placed upon the methods for setting up the 
network equations, illustrated by practical examples. In Sec- 1*2 a 
condensed account is given of the basic properties of linear networks. 
In Sec. 1*3 the integro-differential equations for several practical net¬ 
works are derived, the results extended to the general case, and the mesh 
and nodal methods of setting up those equations are compared. In 
Sec. 1*4, which contains all the fundamental mathematical theory, the 
concept of the Laplace transform is introduced, its principal properties 
derived, and its ability to transform a set of differential equations into a 
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set of algebraic equations is illustrated for the case of the nth-order 
equation in a single independent variable. The inverse Laplace trans¬ 
form is then derived and used to complete the solution of the nth-order 
equation. The section terminates with a discussion of the convolution 
theorem and its application to network analysis. The theory is then 
applied to the equations of Sec. 1*3; the general solution is derived; and its 
form discussed. 

It is at this stage that the concept of the 'transform network” is 
introduced. This concept can often be of great help in solving practical 
problems; and because its use is not widespread, it is treated very fully. 
It might be regarded as a mistake in emphasis to attach such prominence 
to what is, in essence, merely a mechanism for shortening a part of the 
analysis, but this view can be counter 'd by two powerful arguments. 
In the first place the most difficult and least standardized part of network 
analysis is the setting up of the transform equations. Once these equa¬ 
tions have been derived, a condensed procedure can be followed that is 
always the same whatever the particular problem to be solved. Secondly, 
the transform equations can be derived from the transform network 
by the conventional methods of the steady-state analysis without 
introducing the integro-differential equations at all. Thus the use of 
the transform network not only shortens the analysis but greatly sim¬ 
plifies it as well. 

The standard procedure for solving network problems is summarized 
in Sec. 1-11; and in Sec. 1-12 this procedure is applied to derive the com¬ 
plete solution of two practical examples. 

The chapter also contains a section on the Fourier transform theory, 
the merits of which are compared with those of the Laplace transform. 

1*2. The Basic Properties of Linear Networks.—Most of the concepts 
introduced in this section will already be familiar to the reader acquainted 
with the conventional steady-state network analysis. Reference can be 
made to any of the standard textbooks and in particular to Gardner and 
Barnes Transients in Linear Systems for a detailed discussion.^ 

The Class of Networks Considered .—The networks considered in this 
chapter are composed partly of lumped passive elements (inductors, 
capacitors, and resistors) and partly of active elements (voltage and 
current generators). These active elements are not physical entities but 
mathematical idealizations; in practice active networks will contain not 
pure generators but vacuum tubes. However, it is assumed that all the 
vacuum tubes treated in this analysis ^an be completely represented by a 
three-terminal network consisting of lumped-passive elements together 
with voltage and current generators. 

^ The whole of the treatment of this section follows along lines similar to those 
adopted by M. F. Gardner and J. L. Barnes, op. dt. 
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All the elements, both passive and active, are assumed to be linear 
(thus ensuring that the superposition principle can be applied) and 
invariant with time. 

The Network Elements ,—The integro-differential equations relating 
the voltage across a passive element to the current through it are set out 
in Table IT. 


Table 11, —Passive-element Representation 


Element 


Inductor 


Capacitor 


Impedance basis 


VL{i) =* L 


diUO 

dt 


where L is the self inductance 
of the element, L « r“^ 


vs{t) » vs(0+) ^ Jq dly 

where S is the elastance of the 
element, S ^ C~^ 


Admittance basis 


hit) = ir(O-f) + r VT{t) dt, 

where P is the inverse self in¬ 
ductance of the element, 
r - L-i 


ic(t) 


, dvc(t) 
dt 


where C is the capacitance of the 
element, C ^ 


6 


i 

Resistor j 


[ I « RiB(t)y 

^ where 72 is the resistance of the 
^ element, R = 


io{t) « Gvo(t)t 

where G is the conductance of the 
element, G ** R~^ 


Note 1. The values ijt(0+) and »»(04-) are the limiting values of »p(0 and i>s(0 respectively as t 
decreases toward sero. 

Note 2. The parameters L, R, r, C, O are descriptive of the clement only and are independent 
of the time or of the magnitude of the voltage across the element. 


It will be shown later in this section that there are two fundamental 
methods of deriving the basic equations: One uses the concepts voltage 
generator, impedance, and mesh; the other uses the concepts current 
generator, admittances, and node; and it is for this reason that in one 
column of Table 1-1 the voltage-current relation has been set out on an 
impedance basis and in the neighboring colunm on an admittance basis. 

In the special case in which and i{t) are exponential functions of 
the time, F(p) exp pt and I(p) exp pt respectively. 
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Vj.{t) _ 


hit) 

VB(t) _ S 
isit) p 


Lp, 


ir(t) = ^ [tr(0+) = 0], 

r 

H - c*.<0+) - 0), 


Mt) 

inil) 


R. 


i«([l _ /-r 
Mi) ^ 


and the ratios Lp, S/p, R, are called p impedances; T/p, Cp, G, are called 
p-admittances. In the particular case where p = jo? is purely imaginary, 
the ratios are simply called impedances and admittances and are the 
familiar steady-state concepts. 

The main properties of the active elements are set out in Table 1*2. 


Table 1-2.—Active-element Representation 


Element 

Symbol 

Internal impedance 

Intnrnal admittance 

Voltage source 

1 

! 

h 

Zero 

Infinite 

Current source 

1 

i ^ 

Jt 

Infinite 

Zero 






VoltagC’^urrent Source Transformation ,—In the mesh analysis it is 
desirable that all the sources be voltage generators, but in the nodal 
analysis it is desirable that all the sources be current generators. In 
many cases it will be possible to achieve this state of affairs with the aid 
of one or the other of the transformations set out in Table T3.^ 

In the steady-state case when v{t) and i{t) are exponential functions 
of the time V{p) exp pt and I{p) exp pt respectively, these transformations 
are all special cases of the general transformations of Fig. 1*1 where Z(p) 
and Y{p) are p-impedances and p-admittances respectively related by the 
equations 



F(p) = Z(p)I(p), 


^ For a proof of these transformations s^ Gardner and Barnes, op. cU, p« 23* 





Table 1-3.— ^Voltage-cubbent Equivalences 
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where V(p) and I(p) are constant-voltage and constant-current p-gen- 
erators respectively. 

This general transformation can be used when deriving the transform 
equations from the transform network, but it cannot be used directly 
when setting up the integro-differential equations. 




Fig. 1*1.—Voltage-current aoiirce oqtiivalence. 

Mutual Inductance .—Mutual inductance is not an element of a net¬ 
work in the sense discussed above; but, since the presence of magnetic 
coupling between the various inductances of the network affects the form 
of the network equations, this concept must be introduced. 

A full discussion of mutual inductance will be found in all the stand¬ 
ard textbooks on electromagnetism.^ 

Consider the simple transformer of Fig. 1-2, where the two inductances 
Li and La are coupled together by 
mutual inductance M, 

If the inductor La is open cir¬ 
cuited so that U = 0, the voltage 
across 2-2 is ±Af dii/dL Similarly 
if Li is open circuited, the voltage 
across the terminals 1-1 is ±M di%/dU 
The ambiguity of sign is resolved as 
follows: If a positive rate-of-change 
of induces in Circuit 1 a voltage 
drop in the arrow direction, the sign is positive; if a voltage rise is induced, 
the sign is negative. 

More generally if a coil L,* is coupled by mutual inductances M,* to a 
system of coils L*(i A;, A: = 1, • • • , n), then the open-circuit voltage 
across the coil L,- is 





Fig. 1-2.—Mutual-inductance coupling. 


^ M. Abraham and R. Becker, Classical Electricity and Magnetism^ Blaokie, 
Glasgow, 1932; Sir James Jeans, Mathematical Theory of Electricity and Magnetism^ 
4th ed., Cambridge, London, 1923. 
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± 




+ Mi 


din 
^ dt' 


where the signs of the various terms are determined by the rule above. 

The Network Structure, —In setting up the basic equations such con¬ 
cepts as node, branch, mesh, etc., will be used, and in comparing the 
merits of the mesh and nodal analysis, it is necessary to 
enumerate the number of independent node pairs and 
meshes. Because different writers have given these terms 

^ ^_ different meanings, it seems desirable to remove the possi- 

Universal ele- bility of ambiguity by defining them here. The notation 
ment symbol. jg similar to that of Gardner and Barnes (loc, dt), 

but a few minor changes, intended to bring out the difference between the 
steady-state and the transient analysis, have been made. 

Such terms as ^'node^' and '^mesh^' are primarily geometrical and 
do not depend upon the detailed nature of the elements making up the 
network. Accordingly the symbol of Fig. 1 *3 will be used to represent 
any of the five basic elements (three passive and two active) whenever 
this appears desirable in the interests of clarity. 

The various terms descriptive of the network structure will now be 
defined. 

1. Terminal, The end points of an element are called its terminals. 

2. Node, The junction point of two or more terminals is called a node. 

The junction point of no more than two terminals is called a simple 



node or s^-node. The junction point of more than two terminals is 
called a complex node or c-node. The network in Fig. l*4ahas 
three 5-nodes; the network in Fig. 1*46 has three 5-nodes and two c- 
nodes. 

3. Branch. The series connection of elements, none of whose internal 
nodes is a c-node, is called a closed branch if the series connection is 
closed in an 5-node or c-node and an open branch if the end points 
of the branch are both c-nodes. Examples of both closed and 
open branches are shown in Fig. 1-6. 
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4. Mesh, Any closed path via one or more branches in series forms a 
mesh. A closed branch is a special case of a mesh. 

5. Separable part A part of 
the network having only 
mutual inductive coupling 
with the rest of the network 
is called a separable part. 

Thus the network of Fig. 1 *6, 
which has four c-nodes, two 
s-nodes, six open branches, 
and one closed branch, has 
three separable parts. 

6. Reference node. One node i-5.—Network geometry ll. 

of each separable part of a network is called the reference node of 
that part. The choice of reference node is arbitrary. 

7. Independent node pair. The combination of the reference node 
with any other node of the same separable part is called an inde¬ 
pendent node pair. 


at) 


Fia. 1 -6.—Network with three separable parts. 

It is clear from the above definitions that if N is the total number of 
nodes in the network, P the number of separable parts of the network, and 
Np the number of independent node-pairs, then 

Np = N -P. 

Another most important result, which can be proved by topological 
methods,^ is that ilf, the number of independent meshes, is given by 

M ^ E - Np, 

where E is the number of elements in the network. A heuristic proof of 
this result is given in Sec. 1-3. 

It remains only to discuss the reason for dividing the nodes into s- and 
c-nodes. In the elementary steady-state analysis c-nodes are not regarded 
as nodes at all. The condition that no charge accumulate at any point of 
the network will be satisfied automatically at an c-node if it is assumed 
that the instantaneous current flowing in any element of a branch is equal 
to that flowing in any other element of the same branch. The impedance 

> See M. F. Gardner and J. L. Barnes, op, eit,, for a bibliography of papers on this 
subject. 
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or admittamiBe of a branch caarthen be written down by inspection. This 
cannot be 4one, however, when the integro-differential equations for the 
network are being set up. 

The pcrint will become clearer after the concept of the transform net¬ 
work has been introduced, when it will appear that an «-node can be 
neglected only if the initial potential of the node is zero and if the initial 
currents flowing into it from inductors are zero. ^ 

1*3. The Int^o-dilfereatbd Equations of the Linear Network, —It 
was pointed out in the introduction that the solution of practical problems 
is effected by deriving the transform equations from the transform net- 
work^ so that the integro-differential equations are not fomiulated 
directly. Nevertheless the methods of setting up these integro-dffferen- 
tial equations are discussed in some detail and illustrated with several 
examples in this section. This course of action is followed for two reasons. 
In the first place the transform network nan be employed with confidence 
only when the theory underlying it is fully understood, and this theory can 
be developed only from the integro-differential equations themselves. 
Second, the method of setting up the transform equations from the trans¬ 
form network is very similar in form, though more powerful in scope, to 
the methods of setting up the integro-differential equations from the 
ori^n^ network. 

The examples given in this section are not necessarily practical net¬ 
works; they have rather been chosen to demonstrate some particular point 
of the theory. This is not true, however, of the examples given at the 
end of this chapter, which are selected to illustrate the power of the 
method in solving practical problems. 

KircMioff^s Laws and the Mesh-nodal Analysis. —Kirchhoff's laws, 
winch are the fundamental basis for the whole of network theory, can be 
stated as follows: 

Law 1. The total voltage drop around any mesh of the circuit is Zero. 

Law 2. The total instantaneous current flowing into any node of the 
netwiirk is zero. 

The basic equations can be obtained by applying these laws to every 
branch and node of the network, but this is usually an excessively qjiimsy 
proced^. A much shorternnalysis can be obtained from the so-rcalled 
^^mesh<nodal analysis” which,will now be described. 

It be omph^zed here that Kircbhoff’s laws ai:q>ly to both Mnear 
and nonf^l^ ppl|^ts, but the mesh-nodal analysis can be applied only to 
the former. 

^ It wiH t>e shown that only under these chcuinstances Will an anode ih theorfjj^fial 
network hptto lih z-node in the trazudk>nn network. 

•Bee Sec. li, . ■ , - , 
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In the mesh method all current sources replaced by voltage 
sources,^ and the variables are the M currents flowing in the M inde¬ 
pendent meshes. This system automatically satisfies Kirchhoff ^s second 
law at every node, because as much current flows into any node as flows 
out of it. M independent equations are obtained by appl3dng Kiit^h- 
hoff ^s first law to the M independent meshes in turn, thus determining the 
system. 

In the nodal analysis all voltage tources are replaced by current 
sources. If the network has N nodes and P separable parts, the variables 
are the N — P voltage differences across the N P independent node 
pairs. N — P independent equations are obtained^ by applying Eorch- 
hoff’s second law to every node of the network in turn, thus determining 
the system. 

Before the mesh-nodal analysis is applied to a fefr typical network 
structures, a heuristic proof will be given of the formula stated in Sec. 1*2 
relating the number of independent meshes to the number of elements and 
nodes in the network. 

Let E be the number of elements, P the number of separable parts,^nd 
N the number of nodes. Then there will be E equations relating the 
currents flowing in the elements to the potentials across them, and M ^ P 
equations obtained by applying Kirchhoff^s second law to evex^ 
pendent node pair in turn. These N — P equations determine N — P of 
the currents in terms of the others; hence if the analysis is set up on the 
mesh basis, E — {N — P) equations will be needed to determibe the 
unknowns, and this is therefore the number of independent meshes. 

It may be observed that the mesh analysis will require fewer equations 
than the nodal il E < 2{N — P). 

The Mesh Analysis and Examples .—In general the mesh equations 
may be set up in a large number of ways, subject only to the tvro proviios: 

T^ere are E — N A- P mesh equations. 

Every element of the network is included in at least one me^. 

The actual choice will depend upon which voltage or currwt is to be 
calculated. Usually it is required to find the voltage across a single 
element or branch of the network when an arbitrary signal is 
applied across some part of the network. If this is the case, it will 
be best to set up the mesh analysis in such a way that this element 
or branch is contained in only one mesh. In the general thec»etical 
ease, of course, where the solution for every ctuteiit and voltage in 
the network is requiz^, one choice ci the independliil; mbiif system 
is as good as another. ^ 

\9y mke of the transformations of Table 1-8. 

* Not N equations. If Kirchhoff’s second law is satisfied at a^ 1:^ one of the 
nodes of a separable part, it will automatically, be satisfied at the remaining node. 
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Two-mesh Network ,—^As a first example, consider the network of Fig. 
1*7. Initially it will be supposed that the condensers have charges Qi, 
Qi 2 , Qif respectively, and that currents pi, pz are flowing in coils Li, L* in 
the directions indicated. It will be assumed that the inductances are 
coupled by mutual inductance M and are wound in phase. This network 
has one separable part, eight elements, and seven nodes; hence there are 
two independent meshes. The mesh system of Fig. 1*7 is the natural one 
to take if the voltage across Rz is to be determined. Had the voltage 
across Siz been of primary interest it would have been better to have 
taken the mesh system of Fig. 1*8. 




Fig. 1‘7.—Two-mesh network. 


Fig. 1*8.—Alternative two-mesh network. 


If Kirchhoff's first law is applied to the first mesh of Fig. 1*1 and the 
results given in Table 1*1 are utilized, one gets 


e(t) = Riii + Q 


iSi + Si 






u) dr) 


applying the law to the second mesh gives 


0 sss —Q12S12 — S 


12 (u 


iz) dr -f- Lz ■ 


M ~ QzSz + ^2 / ^2 dr + RzH> 


Collecting similar terms and transposing the equations gives 
c(0 - <2iSi - + Li I 

+ (Si + Sii) drj ii — ^ + SiM dr j t'l, 


— QizSiz — 




+ I 122 + •£'2 ^ + ( S2 + 5 i 2 ) 
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Two of the initial conditions (the total voltage drop around the con¬ 
densers in the two meshes) have already been included in the equations; 
the two remaining conditions are 


fl(0) — pi, ^ 2 ( 0 ) = P2. 

If the following integro-differential operators are defined, 


an = + (-S, + Sn) dr + L, 

jjr, 

222 = 122 + (^2 4 - ^ 12 } [ dr + ^2 


( 1 ) 


and if Wi(0) = QiSi + is the initial voltage drop around the first 

mesh in a clockwise direction and if uziO) = --Qi 2 ^i 2 + Q 2 S 2 is the 
initial voltage drop around the second mesh in a clockwise direction, then 
the equations can be put in the condensed form 

c(0 - Wi(0) = Znii(t) + Zi2H(t)y \ 

-^ 2 ( 0 ) = Z2lil(t) + Z22H(t)y j 

where 

^i(0) = pi and t 2 ( 0 ) == p 2 . 

It will be noted that ^12 = 221 . This is a characteristic of all passive 
networks. 

In normal network parlance ei(t) is called the driving function, and 
ii{t) and nit) are called the response functions. 

The General Mesh Equations for the Passive Network ,—The discussion 
in the first example was made as general as possible so that the develop¬ 
ment of the general case would not be too abstract when the condensed 
notation, defined below, is employed. 

Let Liiy Rjjy Sjf be the total self-inductance, resistance, and elastance, 
respectively, in mesh j. 

Let Ljky Rjkf Sjk be the total self- and mutual inductance, resistance, 
and elastance, respectively, common to meshes j and k. 

Let ej{t) be the driving voltage in mesh j. 

Let w,(0) be the total initial voltage drop around the elastances in 
mesh jy in a clockwise direction. 

Let ii(t) be the current flowing in the jth mesh in a clockwise direction. 


( 2 ) 

( 3 ) 
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Let 

Let 


2;/ * Ljj ^ + Rjj + Sjj dr, 
d 

Zjk ~ Ljk ^ Rjk ^ik J^ dt. 


Then is the total impedance in the jth mesh and — is the 
impedance common to the jth and A;th meshes. If Kirchhoff^s first law 



Fig. 1‘9.—Equivalent circuit for a tube. 

is applied to each of the n independent meshes in turn, the following 
system of equations results. 


c,(<) - U,(0) = V Zikikit) (j = 1, • • • , n), (4) 

k^l 

where Zjk — Zjk- Of the initial conditions n are already included in the 
equations. The remaining n are given by the initial values of ij{i) 
(j « 1, • • • , n). 

It will be seen that Eqs. (2) are a special case of Eqs. (4) when n =* 2 
and ei{t) = 0. 

The General Mesh Equations for the Active Network .—In this chapter 
attention will be confined to the case where the three-terminal vacuum- 
tube network of Fig. l'9a can be replaced by the equivalent network of 
Fig. 1-96. 

To demonstrate the modification produced in the network equations 
when vacuum tubes are present, let it be supposed that the grid-cathode 
circuit impedance operator 

z, -+*'+«>/.'* 
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pertains to the jth circuit and that the anode-cathode path is in the Hh 
circuit. 

Then application of Kirchhoff’s first law to the Ath circuit gives 

Zkiii + Zk2i2 + * * • + Zkiij + • • • + Zknin = ek(t) - fieg] 
and since eg = this etiuation can be written 

2*1^1 + Zk2i2 + * * * + (Zkj + iJ^Zg)ij 4- • • • -f- Zknin = ek{t); 

thus the general form of the active network equations are the same as 
those of the passive network save that it is no longer possible to assume 

Zjk = Zkj, 

The Nodal Analysis and Examples. — rhe nodal analysis is less widely 
used than the mesh analysis. However, in many cases, particularly for 

ri2 



active networks, it is much more convenient, as the succeeding examples 
show. 

Two-node Network ,—Consider the network of Fig. 1*10, where the 
condensers Ci, C 2 initially carry charges Qi, Q 2 and where initial currents 
Pit Pi 2 > P* flow in the inverse inductances Fi, ri 2 , r 2 in the directions 
shown in the figure. This network has one'separable part, three nodes, 
and nine branches; hence in the mesh analysis seven equations would be 
needed to determine the system. But th s network has only two inde¬ 
pendent node pairs, whose voltages may be taken as ei(t)i 02 ( 1 ), the 
grounded node being taken as the reference node. If Kirchhoff's second 
law is applied to these two nodes in succession and if the results given in 
Table 1-1 are utilized, one gets 

• et) dr + P12, 
ei) dr — P12; 


i(t) == ^ “I* Jo 

0 «8 C2 ^ C2 + r2 ^ 62 dr — P2 + Gtet + T12 (62 — 
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oollectiirg similar terms and* transposing the equations one gets 

i{t) + Pi ““ Pi2 ~ Jq Jo 

P2 + Pl2 — 

If the following integro-differential operators be defined 

2/11 = CX ^ + Gi + (Ti + T 12 ) dr, yi2 = Jq 

2/21 = ‘~ri 2 jf dr, 2/22 “ ^ + G ^2 + (r 2 + T 12 ) dty 

and if ji(0) = +pi — pi 2 is the initial current in the inductances flowing 
into the first node and if j2(0) = +(p 2 -h P 12 ) is the initial current in the 
inductances flowing into the second node, then the equations can be put 
in the condensed form 


{rn 


+ f?2 + (r2 + ri2) 


j^dr e,. 


where 


ti(t) + ii(0) = Viieiit) + 2/i2C2(0, I 

+^ 2 ( 0 ) == 2/21<?l(0 + 2/22^2(0> j 

ex(0) = e,(0) = I*. 


( 6 ) 


In this case ii(t) is called the driving function, and ei(0, ^ 2(0 the response 
functions. 



Zr| ? M L 2 ? M 



L^Lz-M^ 

±M 

L^Lz-M^ L L Lj Lz -Af* 

Lz*M F F Li^M 

o-4-4-o 


(«) 


(« 

Fia. 1-11.—Transformer equivalent networks. 


(«) 


Mutual Inductance in the Nodal Analysis ,—In general where mutual 
inductance is present it is better to employ the mesh analysis. In the 
case where the d-c levels of the various parts of the network are not of 
interest it is possible, however, to replace a transformer by its equivalent 
jT- or Il-network. Thus except for their d«c characteristics the three 
networks of Fig. l-lla, &, c are equivalent. The number of independent 
node pairs is not increased by this transformation because, provided the 
d-e characteristic# are not important, the reference nodes for the various 
separable parts can be taken as coincident. Thus, although the number 
of separable parts in the nodal analysis is always reduced from P to 1 by 
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thistransformation, the number of nodes is reduced from AT to-AT — P + 1, 
and hence there are still N — P independent node pairs. 

To illustrate the above discussion by a practical example, consider the 
network of Fig. 1*12. 

Since this network as it stands has two separable parts, seven ele¬ 
ments, and five nodes, there are 
no less than four independent 
meshes, and four equations would 
be needed to describe the network 
on the mesh basis. If, however, 
the voltage generator is replaced 
by the equivalent current genera¬ 
tor and the transformer is replaced 
by its equivalent ll-network, the 
network assumes the general form 
of Fig. 110, which, as has already been shown, can be described on the 
nodal basis by only two equations. 

Two-node Active Network ,—The chief importance of the nodal analysis 
lies in the fact that it is especially suitable for application to active net¬ 




works in which the vacuum tube acts not merely as a buffer between 
successive stages but is embedded in the network. The equatioi^ for the 
active network of Fig. 1*13 will illustrate this point. This network is the 
basic circuit of a negative feedback pair when stray anode-giid capacity 
is taken into account. 



Fig. 1*12. —Mutual>inductance-coupled net¬ 
work. 
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The equivalent circuit for this active network is drawn in Fig. 1-14, 
where all voltage generators have been replaced by current generators. 
It is assumed that all the initial currents in the coils and the charges on 
the condensers are zero; g is the transconductance of the tube; Ra is the 
internal resistance of the tube; G 2 equals GJ + (l/i2a); and 



This network has two independent node pairs. If ground is taken 
as the reference node and e^it) as the potentials of the independent 
node pairs, then application of Kirchhoff’s second law to the two inde¬ 
pendent nodes in turn gives 

z = Ti r dr == ^ ^ (h Ci + O^ei + C 12 ^ (^i — Cz) 

+ Oniei — € 2 ), 

fa ^2 + (72 + GzCz + (7i2 ^ (^2 — + Giziez — ^i). 

After rearrangement the equations can be put in the form 
Ti V dr (Gi + (?i 2 ) ^ + Gi + Gi 2 j 

- + (7,* c*, 

0 = — Gi 2 — C 12 ei(t) 

+ |^(G2 + (7i2) ^ + G 2 + Gi2 + Tz drj 62 . 

It may be seen that these equations are of the same general form as Eq. 
(6) save that yiz yzi. 

Because the network of Fig. 1-14 has no less than 10 branches, it is 
obvious that the mesh analysis would prove formidable indeed. 

The General Nodal Equaiions. —^When setting up the general nodal 
equations for the passive network, it will be assumed that all voltage 
sources have been replaced by current sources and all mutual-inductance- 
coupled circuits replaced by the equivalent H- or T-networks.^ The 
following notation will be used. 


1 Thus the network has only one reference node, the reference nodes of the various 
separable parts being taken as coincident. 
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r,-, Gjy Cj be the inverse inductance, conductance, and capacitance 
linking the jth node to the reference node. 

Tj-ib, Gjk, Cjk be the inverse inductance, conductance, and capacitance 
linking the jth node to the A:th node. 
ij(t) be the driving current in the ^th node. 

p/ be the initial current flowing into the jth node from the inductances. 
€j(t) be the voltage of the jth node with respect to the reference node. 


Vi = 1'; d/ + Gj + Cj 


ya 


Vi - 


l 


k9^3^ 1 


Viky 


where n is the number of independent node pairs. Then ya is the 
admittance linking the jth node to all other nodes; yjk is the admittance 
linking the jth node to the kth node. Application of KirchhofT^s second 
law to each independent node pair of the network in succession 3 delds the 
system of equations 


^*>(0 “t" Pi yik^kif) 


(j = 1, 


, n)) 


( 6 ) 


n of the initial conditions are contained in this system of equations. The 
remaining n conditions are given by the initial values of ek{t) (/: = !, 
. . . , n). 

In the active network the equations assume the same general form as 
those of Eq. (6) save that it is no longer possible to assume y^k = y*/. 

Comparison of the Mesh and Nodal Analyses ,—As developed in this 
section, there is a formal symmetry between the mesh-nodal methods of 
setting up the integro-differential equations which is summarized in 
Table 1*4. 

In any particular case the mesh analysis requires more equations if 
E > 2{N — P) and fewer equations if < 2{N — P), The mesh 
analysis is usually to be preferred where there are a considerable number 
of mutual inductances, and the nodal analysis is usually better when 
there are vacuum tubes embedded in the network. 

In general, the above comparison of the mesh and nodal analyses is 
valid for the steady-state equations of the transform network. It is no 
longer possible to choose the shorter solution simply by comparing E 
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Table 1-4.—Comparison of Mesh-nodal Analyses 


Comparative basis 


Mesh analysis 


Nodal analysis 


Passive elements... 


Active elements.... 

Connections. 

Basic law. 


Number of inde¬ 
pendent equa¬ 
tions. 


Resistance, elastance, induct¬ 
ance; more generally imped¬ 
ance 

Voltage sources 
Elements in series 
Kirchhoff’s first law: The volt¬ 
age drop around a closed mesh 
is zero 

M ^ E — N Pf where M is 
the number < f independent 
meshes 


Conductance, capacitance, in¬ 
verse inductance; more gener¬ 
ally admittance 
C-urrent sources 
Elements in parallel 
Kirchhoff’s second law: The 
current flowing into any node 
is zero 

Np = N — P, where Np is the 
number of independent node 
pairs 


with 2{N — P)y however, because more condensed methods of setting 
up the transform equations from the transform network may be available, 
giving in the mesh case fewer than E — N + P equations and in the 
nodal case fewer than N — P equations. 

The Principle of Superposition .—It is one of the most important 
results of the theory of linear integro-dififerential equations that the solu¬ 
tions satisfy the principle of superposition. This principle may be stated 
in its simplest form as follows: 

Any linear combination of two or more solutions of a set of linear 
integro-differential equations is itself a solution. 

In network theory the principle takes a form that will now be illus¬ 
trated for the general mesh case.^ 

Let i]ci{i) (/c = 1, . . . , n) be a set of solutions of the general mesh 
equations 

/ n 

V Zjkikit) = e,(0 (i = 1, • • • , »), 

k-l 

and let ^ 2(0 = L • • . , n) be a set of solutions of the general mesh 

equations 

n 

V Zjkikit) = e'jit) (j = 1, . . . ^ 

k^i 

then iki{t) f* 2(0 is a solution of the equations 

n 

y Zjkikit) = ej{t) + Cjit) (y = ^ 

ibli 

i The analysis for the nodal case follows exactly the same course. 
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This result follows from the fact that 

Zjkiki(t) + Zjkik2{t) == Zjk[iki(t) + 42 ( 01 - 

The principle of superposition may be extended by continuity to 
state that the response of a network to the convergent sum of an infinite 
set of driving functions is equal to the sum of the responses of the net¬ 
work to each driving function taken separately, and it will be so used in 
Sec. T8 when considering the response of a network to a periodic driving 
function. 

A particular use of the superposition principle occurs in regarding the 
system of driving functions 

= /i(0) ezit) = /2(0, * * ‘ , en(t) = fn(t) 

as a superposition of n systems, the first consisting of driving function 
ei(t) = /i(0, ^ 2(0 =0, • • • , en(t) = 0, 

the second of 

ei(t) - 0, 62 ( 1 ) = / 2 ( 0 , • • * , en(t) == 0, 

and so forth, thus reducing the general problem of finding the network 
response to an arbitrary system of generators to one of finding the 
response to a single generator. 

The superposition principle is not given much prominence in this 
chapter and is introduced here chiefly because it will be needed in the 
analysis of the Fourier transform. It may be remarked, however, that 
it can be utilized to derive, heuristically at least, an expression for the 
transient response from the steady-state response. 

1*4. The Theory of the Laplace Transform. Introduction .—In this 
section the theory of the Laplace transform is developed as far as is neces¬ 
sary for the solution of the linear-network equations. 

There are two main alternative methods for deriving this theory. 
One, which employs the principle of superposition to synthesize the 
response to component generators, is similar to that often used in heuristic 
discussions of the Fourier transform theory, the response to an aperiodic 
function being regarded as the limiting case of the response to periodic 
functions. Unfortunately a considerable amount of discussion is required 
if the full power and rigor of the Laplace transform are to be made 
apparent on this basis. The second attack, which is followed exclusively 
in this chapter, introduces the Laplace transform as a mathematical 
concept with properties that fit it for use in the solution of linear integro- 
differential equations. The latter method is much more compact than 
the former and has the additional advantage of starting from funda¬ 
mentals and of requiring no special circuit theory. A possible drawback, 
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however, is that the abstract and formal nature of the discussion may 
obscure both the reasons for the various steps in the development and the 
physical interpretation of the results obtained. In order to mitigate this 
possibility the purpose of the various theorems will be pointed out when 
they are stated. In addition, the theory will be illustrated by applying 
it to a particular problem, the various steps of whose solution will be made 
as the appropriate stages are reached. 

The Laplace transform sets up a one-to-one correspondence between a 
function f{t) defined along the real axis and a function F(p) defined in 
the right half of the complex plane. Since it often happens that the 
transform of a function is a much simpler function than the original, a 
complicated relation involving the original function becomes a simple 
relation involving the transform function. In particular, linear integro- 
differential equations in a real variable transform into linear algebraic 
equations in the complex plane. It is this last property that makes the 
Laplace transform such a powerful tool in the solution of integro-differen- 
tial equations. 

The procedure for solving problems with the aid of the Laplace 
transform follows essentially the same course in all cases. ^ A mathe¬ 
matical process is found that transforms the set of equations in the 
original variables into a set of equations in the Laplace transforms of 
these variables. These equations are then solved to give explicit rela¬ 
tions for the Laplace transforms of these variables. The solution for the 
original variables is then obtained with the aid of the inverse Laplace 
transform. 

The development given in this section is along lines parallel to the 
procedure outlined in the previous paragraph. The Laplace transform 
is first defined; the transforms of some typical driving functions are 
derived; and the convergence of the defining integrals is discussed. The 
mathematical process for obtaining the transform equations is then 
outlined; expressions are obtained for the Laplace transform of the 
integral and derivative of a function; and the solution of the transform 
equation is obtained in a particular case. The basic theory is completed 
with the introduction of the inverse Laplace transform and the derivation 
of its relation to the direct Laplace transform. The section terminates 
with a proof of the so-called convolution theorem'^ and a short discus¬ 
sion of its application to network theory. 

^ The Laplace transform is used to solve not only linear integro-differential equa¬ 
tions in a single independent variable but also linear equations with an arbitrary num¬ 
ber of independent variables, as well as partial differential, integral, and finite difference 
equations. The Laplace transform may also be applied to evaluate definite 
integrals, to sum series, and to develop the theory of functions both of the real and the 
complex variable. 
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On the first reading it may be desirable to turn, at this stage, to Sec. 
1*10 where a summary of the £-transform theory is given. The reader 
untrained in mathematics can utilize this summary as a guide to the 
important parts of this section and can ignore the remainder, which is not 
essential for the practical application of the method, although it cannot 
be omitted if the underlying theory is to be understood clearly and its 
limitations, as developed in this chapter, made apparent. 

The Laplace Transform ,—As stated in Sec. 1*3 no attempts are made 
to provide a theory more general than will be needed in circuit analysis. 
Accordingly the class of functions discussed will be restricted to those 
normally encountered in practice. These functions, which are all of 
exponential type, will now be defined. 

Definition 1. The ^’-functions. Let f(t) be a function of t 
defined at least for all positive values of t. Then if real positive finite 
numbers A and k exist such that 

1/(01 < 

for all positive f(t) is said to be an jE-function, or a function of expo¬ 
nential type. If values of t exist such that |/(0| > Be^'^ where < k 
and B is any real positive finite number, then k is called the normal 
exponent. 

The J5-functions have a number of interesting properties of which only 
one will be stated here. ^ It will be needed when the Laplace transform 
of the integral^ of a function is being considered. 

Theorem 1. Let /(/) be an ^-function; then fir) dr is also an 
J?-function of normal exponent k. 

It might be thought that by confining attention to the E'-functions an 
appreciable loss would be suffered in the powder and flexibility of the 
method. Thus all functions possessing poles on the real axis are barred 
from discussion and in particular the Kirchhoff-Dirac 5-function defined 
by 

5(<) =0, < 0, "j 

^ See Gustave Doetsch, Theorie und Anwendung der Lapla>ce‘-transformationf Dover 
Publications, New York, 1943, for a discussion of those properties relevant to the 
Laplace transform theory. 

* All the integrals considered here are to be taken in the sense of Lebesgue. The 
use of a more general integral such as the Young-Stieltjes integral would have con¬ 
siderable advantages, and there would certainly be a good case for deriving the jC-trans- 
form theory on this basis in a mathematical monograph, but the resulting analysis is 
too lengthy for a book of this kind. 
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Fortunately the difficulty can be overcome simply by defining these 
functions as the limit of ^-functions. Thus b{t) can be defined, among 
many possible alternatives, by the equations 

h{t) = 0:« < 0, 

5(0 = lim ^ 0, 

Of - '■> oo 

where it is to be understood that the limiting process will be carried out 
only at a stage in the analysis such that all subsequent operations are 
valid in the present theory/ 

The arguments employed to justify the use of an analysis restricted 
to the class of F-functions naturally provoke the query as to whether or 
not further restrictions are advisable. Would anything be lost if atten¬ 
tion were confined to those functions where the integral \fit) | dt is 

convergent? After all, every function realizable in practice is of this 
type. It is not possible to obtain infinite voltages and currents or even 
infinite rates of change of these quantities, because none of the applied 
signals can ever be infinite in duration. Nevertheless this further 
restriction will not be made in this chapter, because a considerable 
simplification of the mathematics is often achieved by employing mathe¬ 
matically idealized driving functions. If this additional restriction was 
imposed, it would not be possible to deal directly with the simple Heavi¬ 
side step function 

m = 0 , < < 0 , 

m = 1 , ^ ^ 0 ; 

a limiting process, as used for the 5-functions, must be employed. This 
process gets increasingly clumsy when functions such as 

m = <, <> 0 , 

or 

f(t) = t > 0 

are discussed. It is true that such functions cannot in practice be 
obtained, but when considering the response of a network to a sawtooth 
waveform or to the built-up waveform of an oscillator it is much simpler 
to regard those processes as continuing indefinitely rather than ending 
after an arbitrary time T. It may be further noted that in the theory 
of linear networks, unstable networks or even networks with zero damping 
cannot be discussed with the restricted theory. 

^ It may be noted that nothing would be gained, even if the restriction that all func- 
tions be £^-functions, were removed. The integral in Eq. (7) is not a Lebesgue integral, 
but a Young-Stieltjes integral; such a function could not be introduced into the theory 
unless the latter were based throiighout on the more general integral, a course of action 
already rejected because of its associated complexity of proofs. 
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The functions to be dealt with have now been defined. The concept 
of the Laplace transform may now be introduced. 

Definition 2. The Laplace Transform. The Laplace transform 
F(p) of a function /(O, which is defined ^‘almost everywhere'^ for non¬ 
negative values of is defined by 


F{v)^ 

for these values of p for which the integral converges.^ 

F{p) can be written symbolically as 

F{V) ^ £[/( 0 ], 

where <£ is called the direct Laplace operator and is equal to ^ dt 

In the remainder of this book the Laplace transform, operator, inte¬ 
gral, and so forth, will be written ^-transform, JC-operator, ^-integral, 
respectively. 

In those regions of the complex plane where the £-integral is not 
convergent, F(jp) is defined by analytic continuation. As an example 
consider the case when f{t) = 1. The ^-integral of f{t) is convergent 
for all R{p) > 0 and is equal to 1/p. But 1/p is a function regular all 
over the complex plane except for a simple pole at the origin. Hence 
F{p) may be defined as equal to 1/p in the left half of the complex plane, 
where the £-integral of f{t) diverges. 

It may be emphasized at this point that no restrictions whatever are 
placed upon f{t) for negative values of L Thus the three functions 


(a) 

m = 0, 

t < 0; 

m = 1, 

t ^ 0; 

(b) 

m == e-*S 

t < 0; 

m = 1, 

t ^ 0; 

(c) 

m = r(0, 

t < 0; 

m = 1, 

t ^ 0; 


all have the same JB-transform, namely, 1/p. As will appear later, some 
advantages are to be gained by assuming that f{t) = 0 for < 0, but 
there is no necessity that this be so. 

^ This definition is the most general one possible if the integral, regarded as the 
improper integral 

lim f dt, 

CP—* 00 

is defined in some sense. 

A function is defined “almost everywhere“ if it is defined ever 3 rwhere save in a 
set of “sero measure.” In most practical cases the words “almost everywhere” can 
be omitted from the above definition, the term being introduced for reasons connected 
with the proof of the theory, not its application. 
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The «C-transform of a few simple functions common in network theory 
will now be derived. 

1 . m - <»: 

F(p) = r di }g convergent for R(p) > 0. 


Let pt = r, then 

Fip) = p-<»^»r»r-dr = 

— 

pn+i 

if n is an integer. 

2. f(t) = a complex: 


F(p) = 


L 


fii jg convergent for R(p) > RM and = l/{p — or). 


From the transform for it is possible to dcidiice the cC-transform of 
cos fit, sin fit. 

Thus 


«C(cos fit) == <C 
similarly 




2 \p — f/8 p + id/ 


P 


P^ + / 8 *’ 


JB(sin fit) = 


fi 


p'^ + fi^ 


The £-transform of the hyperbolic sine and cosine can be found similarly. 
3. f(t) = S(t): From the transform of c~“' it follows that 


F(p) = lim —EL-. 

a—* » p -f- a 

F(p) is commonly taken equal to 1 (that is, the limiting process is carried 
out immediately), but this will not be done here until it has been shown 
that this course of action is legitimate in network analysis. 

A fuller list of £-transforms will be found in Table 1-5 at the end of 
this chapter. A number of basic theorems needed later in this section 
will now be stated. 

Theorem 2. If f(t) is an ^-function with normal exponent k, then 
F(p) is convergent for all R(p) > k, so that F{p) converges over a right 
half of the complex .plane. 

Theorem 3. If fit) is an A^-function with normal exponent k, then 
pp’(p) is bounded for all Rip) > k and Fip) tends uniformly to aero as 
p —► 00 . This result is needed to establish the inverse JC-transform. 
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Theorem 4. If f{t) is an ^/-function of normal exponent ifc, then 
F(p) is regular in the half plane R(p) > k and 

= (-■i)''fj dt. 

The next theorem is concerned with the important questions of the 
uniqueness of the Laplace transform.^ 

Theorem 5. If /i(0, Mt) are A'-functions with ii-transforms Fi(p), 
Fz{p) such that Fi{p) = F^ijp) wherever the ^-integrals of ji{t) and /aCO 
converge, then f\{t) = J^it) almost everywhere for nonnegative values 
of i. 

As stated above, the concept of ^'equals almost cvery\vhere’^ is not 
one that plays an important part in netwc/rk theory; and if we neglect this 
refinement, the theorem can be loosely stated: ^‘If two functions have the 
same ^-transform, then they are equal for nonnegative real values of 

The £>-Transform of Integro-differential Equations ,—In the previous 
section the JC-transform concept has been introduced, and some of its 
fundamental properties stated. In this section it is proposed to show 
how it can be applied to transform integro-differential equations. 

To keep the discussion concrete, attention will be focused on the 
linear equation with one dependent variable. 


dS{t) 
” dt" 


+ + ao*(0 + 0-1 


i{r) dr 


+ a-n, (/. *) i{r) = e{t), (8) 


The solution of this equation will illustrate all the fundamental aspects 
of the general network solution, and in fact the network equations can 
often be reduced to the form of Eq. (8) by a judicious elimination process. 

In the particular case of the solution of linear equations with one 
independent variable the mathematical process, mentioned above, for 
obtaining the transform equations is almost trivial.^ It consists merely 
in taking the JB-transform of both sides of the equation. In order to 
effect this, three auxiliary theorems will be needed to give (1) the trans¬ 
form of a sum of functions, (2) the transform of the integral of a function^ 
and (3) the transform of the derivative of a function. As these theorems 
are fundamental to this chapter, the proofs are given in full. 

Theorem 6. Additivity. Let /i(0, hit) be two E-functions with 
normal exponent k and JB-transform fi(p), F^ip)^ respectively. Then 


^ See Gustave Doetsch, op. cit.^ Chap. 3, p. 7; M. Lerch, Acta Math.j 27, 330-351, 
(1903). 


* In other applications of the jB-transfortn this is far from being the case* 
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ai/i{0 + <* 2 / 2(0 is an jE-function with normal exponent k and ^-transform 
€LiFi{p) + a%F^{p), where ai and are arbitrary constants. 

Proof: The first part of the theorem is trivial. To prove the second 
part one has by definition, 


*^[<^1/1(0 " 1 “ <*2/2(0] Jq ^ (0 "t" <*2/2(0] ~ ^ ^ ^/i (0 <^^ 

+ a2 dt = aiFi{p) + OiF^iv), 

as required. 

This result may be generalized by induction to give 

N N 


£ <*r/r(0^ ClrFrip)- 

r»l r^l 


(9) 


Theorem 7. Transform of the Integral of a Function. If f{t) 

is an ^/-function with normal exponent then fir) dr has an £-trans- 

form F(p)/Pj where F(p) is the ^-transform of f(f). 

Proof: By definition, 

now since/(O is an JS’-function, J^fir) dr is differentiable with respect to 
t for all finite t. Hence integrating by parts one gets 

■£ [ /" lim F-^ f /(r) rfrl + lim [ 

lJo J X —>00 L V Jo Jo X —► 00 Jo p 

But, since by Theorem 1 f{t) has normal exponent k, there exists A such 
that 


hence for Rip) > k. 

Accordingly, 


j‘f(r) dr < 

lim -F?^ r/(r)drT = 0 . 

:-»oo I P Jo Jo 

■C F f = lim - /" e-^%t) dt = 

LJo J x-*«>PJo p 


This theorem may be generalized by induction to give 

Theobem 7 a. If f(t) is an ^-function' of normal exponent k and 

JC-transform F(p), then the n-fold^ iterated integral (/*(« a 
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positive integer) is also an ^'-function of normal exponent k, £-trans- 
formable at least for R{p) > k, such that 

Theorem 8. If f{t) is an -B-function with JC-transform F{p) whose 
derivative/'(O is also an jE?-function with normal exponent fc, and if F{p) 
is the ^-transform of /(O, 

£[/'«)] = vnv) - /(o). 

Proof: Since f{t) is an E'-function with normal exponent k, then, by 
Theorem 1, dr +/(0) is an ^-function with normal exponent k. 

But 

/(O = /J/'(r)dr+/(0+) 

and hence 

£[/«)]-£ JJ/'Wdr+/(0+)] 

= £ rfr] + £{/(0+)] 

by Theorem 6. 

But, by Theorem 7, 



and, since £[/(0+)] = /(0+)/p, 

£[/'(<)] = pmt)] - /(0+) = pF(p) - f(0+). 

This result may be generalized by induction to give 

Theorem 8a. If the nth derivative of f{t), is an -E-function 

with normal exponent k, if 

lim<-*+o/(<) -/(0+), limj_+o/'(0 -/(0+), • • • , 

lim,^+o/<-»(<) 

and if the JC-transform of /(<) is F{p), then 

£[/(-)(<)] - p»F(p) - b““‘/(0+) + p»-*/'(0+) + • • • + p/<»-*>(0+) 

+ /<»-»( 0 +)]. ( 11 ) 

It is now possible to obtain the transform of Eq. (8). Taking the JB-trans- 
form of both sides and using the results of Theorems 6, 7, and 8 give 
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anP'Iiv) + o^ip“ */(p) 


s= E{p) 


+ • • • + Oolip) + 


a-J(p) 

P 


+ • • • + 


a-ml(p) 


+ a4i(0)p“-' + t'(0)p“-“ 

+ a„_i[t(0)p’*“^ + t'(0)p’*' 


+ • • • 

-3 + . . 


+ t^-KO)] 


= Vip), (12) 

where I(p), E(p) are the £-transforms of i(t) and ^(0, respectively. 
V(p) is called the excitation transform function of the network. It con¬ 
tains the driving-function transform and the initial conditions. 

It is seen that the use of the Laplace transform has in fa(;t reduced the 
original integro-differential equation to an algebraic equation which may 
be solved for I(p) to give 

/(p) -- 1 -^-- F(p); (13) 

ttrP" + a„_ip““‘ + • • • + ao + — + • • • + p„r 


the denominator of Eq. (13) is called the “characteristic fun(‘tion,” and 
the equation obtained by setting the characteristic function equal to zero 
is called the ^^characteristic equation.’^ 

Equation (f3) is of the form 


Response transform = system transform X excitation transform (14) 

and this is typical of all network solutions. 

The system function, which is usually a more complicated expression 
than the reciprocal of the characteristic function, is the transform of the 
response of the system to the driving function whose transform is unity. 
It has been proved earlier in this section that the 6-function has, in the limit, 
the je-transform unity, and this is one of the reasons for the importance 
of the 6-function in network theory. The conditions under which it is 
legitimate to take the J0-transform of the 6-function equal to unity are 
discussed in the next section, where it is shown that this operation is valid 
for all but an unimportant set of networks. 

To complete the solution of Eq. (8), a means must be found for 
deriving i{t) from the expression for I{p) given in Eq. (13). There are 
two main alternative methods for effecting this. One is based upon the 
concept of the inverse «C-transform. In the other, which is used by a 
number of writers, the transform function is broken down into a sum of 
simpler functions each of which may be recognized as one of the trans- 
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forms tabulated in Table 1*5 at the end of the chapter or in more complete 
tables given in other sources.^ 

The latter method has the advantage of mathematical simplicity in 
that no fresh ideas are introduced and no knowledge of contour integration 
is required, but the former will be followed here. For one thing it is 
quite easy to find network problems where the elementary method would 
fail or prove very cumbersome unless a formidable table of transforms 
was compiled. Furthermore, it will be shown that the standard pro¬ 
cedure based upon the inverse Laplace transform is at least as short and 
compact as any alternative. 

The Inverse ^-transform .—A number of the results needed in this 
section have already been stated in the discussion of the direct Laplace 
transform. One or two auxiliary theorems are required, however, to 
complete the introductory material. The relevance of these auxiliary 
theorems may become clearer if the explicit expression for the inverse 
^-transform, hereafter called the £“MTansform, is stated, the proof being 
deferred until later. 

If F(p) is the JC-transform of an A’-function f(t) with normal exponent 
ky then f(t) = given by^ 

1 r 

fit) = Fip)e’’‘ dp, i ^ 0, 

where c is a real positive number greater than k. 

Theorem 9. If F(p) is the ^-transform of an JE'-function f{t) with 
normal exponent ky then 

r C-\rjta 

lim„_ « / c’’‘F{p) dp 

J e—3<a 

is uniformly convergent for finite / if c > /c. This result follows simply 
from the theorem that states that pF{p) is bounded in the right half 
of the complex plane. 

Theorem 10. Let F{p) be the ^-transform of an J?-function f{i) with 
normal exponent k. Then 

flit) = TT - » / F(p)e’’' dp 

Jc—jia 

is also an jE-function with normal exponent k. 

1 See M. F. Gardner and J. L. Barnes Transients in Linear SystemSy Vol. 1, Wiley, 
New York, 1942. 

* Here and throughout this section f(t) is taken equal to t[/(< + 0) 4- f(t — 0)] at 
a point of discontinuity. 
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This result is proved by showing that is bounded for all t] and 

since c is any number > A;, gif) is an JB-function with normal exponent k. 

The main result of this section will now be proved. Once it is 
obtained, the derivation of the explicit relation for the £“^-transform can 
be achieved in a few lines. 

Theorem 11. Let F(p) be the <£-transform of an ^/-function fit) with 
normal exponent k. If 


1 r c -Hiw 

9{t) = « / F(p)e’^ dp where < > 0, c > A, 

ilSTrjf J c—Jta 


then 


F(p) 


^ L 


dt. 


Proof: Let 

G(p,r) = f e-’^g(i) dt = f dt f. f F{(j)e” da 
Jo Jo ^'^3 Jc-j» 


when Riff) > c on setting cj equal to its limiting value, a step that is 
justified by the convergence of the integral. Now the order of integra¬ 
tion may be interchanged, since, by Theorem 9, the integrals involved 
are uniformly convergent. Hence 


But 


[F^ 

J p - 


1 rc+i* ft 

■ ^ f c+i « 




(p-<r)t fj[l 
dff. 


dff 


p — 0- 


is absolutely convergent along the line Riff) ^ c by 


Theorem 3; and since Rip) > c, this implies that 


fC-\-jo 

at / 

Je-jto 


p - ff 


dff 


can be made arbitrarily small by choosing r great enough. Accordingly 
if Oip) = lim (?(p,r). 


Gip) 


j r c+y" 

2irJ Je—jv 


F(a) 


dff. 


Let ^ dff be the symbol representing integration in a clockwise direction 
around the contour composed of the straight line jB(<r) = c and the infinite 

half circle in the right half of the complex plane (Fig. 1*15). Let ^ ds be 
the integral around the half circle alone. Now <rF(cr) is bounded all over 


the half plane Riff) > c; hence 


fIM, 

JcP -ff 


is zero for all R(p) > c and 
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accordingly 


2nrj Jc- 3 „ p - 0 - 2jrj / p 


F(<r) 


dc. 


But F{<t) is regular in and on the contour p; hence by the theory of 
residues, 


Hence 



F(<r) 

p - ff 


da = F(p). 


F{p) = 



e~’^g{t) di. 



Fio. 1*16.—The infinite right>half circle. 


Theorem 12. Let/(0 be an ^-function with normal exponent k and 
«e-transform F{p ); then 


2irj 


L 


c+i • 
-y <0 


€^V(p) dp = fit) 
= 0 


almost everywhere for t > 0, 
for i < 0. 


The proof of the first part of this theorem follows from Theorems 5 
and 11. By Theorem 11, if 

1 rc-fy • 

Gip) = dt. 


for 22(p) > k. 
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But by definition 



for R{p) > k. 

Hence by the uniqueness Theorem 5, 


f(t) = g(t) 

almost everywhere for t > 0. 

To prove the second part of the theorem it may be remembered that 
pF(p) is bounded for all R{p) > k. Hence if i < 0, 


r c +y • 

I e^^F{p) dp ^ (p e^^F(p) dp. 


where ^ has the same meaning as in Theorem 11, by Jordan's lemma.' 
Now e^*F{p) is regular (and bounded) for all R{p) > k. Hence by 
Cauchy's theorem 

^ e^^F{p) dp — 0 


for < < 0. 

The second part of Theorem 12 provides the main reason why it is 
sometimes desirable to assume /(O = 0 for / < 0, since in this case 


for almost all i. 

The £“'-transform is an operator that may be written symbolically 


1 /*c+y 80 

/ 

2irj J c—j 80 


dp. 


(15) 


Returning now to Eq. (8) it may be seen that the explicit expression 
for the response function is 


i{t) = 


2jri 



_ e^V{p) dp __ 

OnP^ + On^ip^^ + • * • + dlV + Cto + + * ’ * + 

(16) 


This integral can most easily be evaluated by the theory of residues* 
which will be discussed briefly below. 


^ See E. T. Whittaker and G. N. Watson, A Course of Modern Analysis^ 4th ed., 
Cambridge, London, 1927, p. 115. 

*For a fuller treatment see E. T. Whittaker and G. N. Watson, op, cU,, pp. 164- 
189. 
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The Theory of Residues, —^The evaluation of integrals in the complex 
plane is often best accomplished by transforming them into integrals 
around a closed contour. In the <£-transform theory the integrals to be 
evaluated are of the form 


2irj 


J C-3<c 


F(p)eP^ dp, 


and these can be transformed into integrals around a closed contour if the 
integral of F{p)e^^ around the infinite half circle in either the right or left 
half of the complex plane is zero. 

A sufficient condition that this is so can be deduced from Jordan^s 
lemma which states that 

J e^^Fip) dp 


is zero for all positive t when the path of integration is the infinite left 
half circle, provided that F{p) = 0(l/p) for all R{p) < 0.^ 

Two corollaries of this result may be stated: 


1. fe^^F{p) dp integrated over the infinite left half circle is zero for all 
t > T ii €^'^F(p) = 0(1/p) for all R(p) < 0. 

2. fe’'^F(p) dp integrated over the infinite right half circle is zero for 
all t < T ii e^^F(p) = 0(1/p) for all R(p) > 0. In particular the 
integral is zero for alH < 0 if F(p) = 0(l/p) for all R(p) > 0. 


It has already been noted in the previous section that theJC-transform 
of an .^-function is 0(l/p) for R(p) > c, and the majority of the JB-trans- 
forms occurring in network theory are, in fact, 0(l/p) for all R(p), The 
chief exceptions to this rule are functions of the form c~^'^G(p) where 
(?(p) is 0(l/p). 

For the time being let it be assumed that s—. / F(p)e^^ dp is 

equal to either 

or 


where Fi is the contour formed by the straight line R(p) = c and the 
infinite right half circle and r 2 is the contour formed by the straight line 


* F(p) is said to be 0(1/p) if pF(p) is bounded for all sufficiently large p. 
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R(p) = c, the infinite left half circle and the two straight-line segments^ 
jointing the points p = c ± joo and p =’ ±joo. 

It is a well-known result of the theory of functions that the integral 
of a meromorphic function taken in an anticlockwise direction around a 
closed contour containing a number of simple poles is equal to 27rj times 
the sum of the residues of these poles. ^ The residue of a pole is defined as 
follows: 

Let H(p) be a function regular and nonzero in the neighborhood of 
the point p = po. Then the residue of the function JT(p)/(p — po)" at 
its nth order pole p = po is 

1 r d»-~W( p)] 


It follows that if F(p) is a function 0(l/p) with poles at pi, p 2 , pi, 
. . . , Pn of order ri, r 2 , rs, . . . , rn respectively, so that 


F(P) = - 


Hip) 


n (p - ?.)’■• 


(17) 


where Hip) is a function regular all over the finite part of the complex 
p-plane, then 


«-l * 


where 


Ptip) = (p - Pt)^*Fip)- 


(18) 

(19) 


All the system transforms of the networks considered in this chapter 
are similar in form to Eq. (17); since the common excitation transforms 
are of this form also, the response of any network to one of the common 
driving functions can be evaluated from the formula of Eq. (18). It is 
possible to find excitation functions whose transforms are not of the type 
of Eq. (17), but a discussion of such cases is outside the scope of this book 
and will not be attempted here.® 

To illustrate the above theory the je“"^-transforms of several functions 
will be derived. 


' JF(p)e^ dp over the straight line p — c « to p 


j 00 IS zero if I F(p)e^ dp 

Je-’j to 


converges. • . 

* The function must be regular upon the contour. 

* See Gpstave Doetsch, op. cit 
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1. F(p) = 


p + a' 


1 eJ" 

- ik L: 


since F{p) = 0(l/p); R{p) < 0. 

But cP'/(p + a) has a simple pole at p + a = 0 with residue e"**. 
Hence/(O = e~“‘. 

p + h . 


2 . f (p) = 


(p + ay’ 

m 


2irJ J e~/ « 


e^‘(p + i>) 
(P + a)2 


dp 


^^Kp + 

Tt. (p + a)2 


dp, 


since F(p) = 0(l/p), Rip) < 0. 

But e»’‘(p + 6 )/(p + a)^ has a double pole at p + a = 0, with residue 


dp 


[(p + 6 )cP‘]p__a = 6 ”“* + <(6 — 


Hence/(<) = [1 + (6 — o)<]c~®‘. 
3. Fip) = 


(p + a)(p + l))(p + c) 

c+y« 


1 /■«+ 


where a ^ b 7 ^ c 9 ^ 0 : 
pe^* 


(P + a)(P + &)(P + c) 
_pc^^ 


dp 


27ri / r, (p + a)(p + 6 )(p + c) 


dp, 


since F(p) = 0 (l/p), i 2 (p) < 0 . 

B'lt (p+ cj at p + a = 0, p + 6 = 0, 

p + c = 0 , with residues 

ae^ ce“'®* 

(a — 6 )(c — ay (a — fe)(fr — cY (c ~ a )(6 - 7 - c) 

respectively. 

Hence 

/W - 




ber^ 


cc“ 


(a — 6 )(c — a) ^ (a — 6)(6 — c) (c — a )(6 — c)‘ 
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4. F(p) = 


Here 


1 r'+i* f-vr fPt 

L. -T- 

dp 


dp 


-25'^> 


2xj 7 ri p 

for t < T, since e’^Fi.p) is f>(l/p) for R{p) > 0 and t < r, and 


J./.S 1 X. dp 

^ ~ 2 Kj jri p 


for t > T, since c’^F{p) is 0(l/p) for R{p) < 0 and I > r. Now since 
jp jjQ poles inside contour Ti, 


m = 0 

for t < T. 

The pole of is at p == 0, which lies inside r 2 , and has residue 1. 

Hence 

m = 1 

for ^ > r. 

The integral defining /(O does not converge at the point of discontinu¬ 
ity t = T, but following the course of action adopted throughout this 
chapter, /(r) is taken as 

""2 2 


To conclude this section the conditions under which it is legitimate to 
take the transform of the ^-function as unity will be considered. 

As a basis for discussion consider Eq. (16) where V{p) = a/(p + a). 
Then if n ^ 0, 

- _ ap^ _ 

(p -h a)(anp*”+” + * • * Oop^ + + * • * + a.^) 


is 0(l/p) for R{p) < 0. 
Hence 


m 

“ M ^T, (p +a) 


dp 


2irj T Vi {p + aXanP*”*^” + + • 

this integrand has poles at 


+ ctop*” + 


+ a~m)^ 

( 20 ) 


p + a = 0 
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and 

^ + • • • + ttoP*” + 

+ - • + a^^0, (21) 

Two conditions have to be satisfied if £[5(0] is to be taken equal to unity. 

1. The residues of the poles of Eq. (21) must be the same whether 
£[5(01 = 1 or £[5(0] = lim«-4oo . 

2. The residue of the pole at p + « = 0 must —> 0 almost every¬ 
where when a —» 00 . The first condition is obviously satisfied, because 

—^-> 1 and 7 - - —r-- (m > 1) —> 0 for all finite pt when a —» oo. 

Pt + a {pt + ' 

The second condition is satisfied only if n > 1, for the residue of p + a = 0 
is 

a„(-a)”+'‘ •+ a„_,(-a)”'+’-> + • • • + a-J 

which, as may be seen by inspection, —> 0 as a —^ oo for ^ 0 if n ^ 2, 
—♦ 0 as a —> 00 for ^ > 0 and —> l/(an) as a —> » for / = 0 if n = 1 and 
diverges as a oo jf n = 0. 

It may be concluded that the £-transform of the 5-function may be 
taken equal to unity when the function is applied to a system whose 
system function is 0(l/p). 

The Convolution Theorem. —One more theorem will be proved in this 
section: the so-called convolution or Faltung theorem. Although this 
does not play an essential role in the £-transform theory, it is sometimes 
useful in solving practical problems and is certainly valuable when 
discussing the general solution of the network. 

Theorem 13. The Convolution Theorem. Let f{t) and g{t) be 
two ^-functions with normal exponents Aj], and £-transforms E(p), 
(j(p) respectively. Then if h{t) is a function whose £-transform is 
F{p)G{p\ 

h(t) = f{r)g{t - r) dr (22) 

almost everywhere. 

Proof: Let c be a number > A;i, k%. Then 

almost everywhere, since if F(p) and G{p) are both £“^-trahsformable, 
F(p)G{p) are so a fortiori. 

But 


F(p) = Jff(T)^^dr; 
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Since the two integrals are uniformly convergent in the region under 
consideration, the order of integration can be changed to give 


Now by Theorem 12 


r c+i • 

2 ^^ J c—j • 


+ 


dp 


= 9{i - O 
= 0 


if < S r, 
if i < T. 


Hence 


HD 




f(T)g{t - t) dr, 


where A(<) is called the convolution of /(<) and g(t) and is written sym¬ 
bolically 

HD = /«) * giD- ( 23 ) 

This theorem will be applied in the next section to find the solution of 
Eq. (8). 

Conditions for Stability, Steady-state Response, etc,, of Integro-differ- 
ential Equations in a Single Variable, —In this section some of the general 
features of the solution of Eq. (15) will be discussed. Most of the points 
made will be applicable mutatis mutandis to the solutions of the general 
network case. 

It has been shown above that the solution of Eq. (16) is 


2 to 

~ (a„p” 


p”^V{p)e^ 


dp; (24) 


gm+n + a„_lP>»+'‘-l -I- . . . + a_) 
and provided that er** times the integrand is 0(l/p), this may be written 


.Y/v«=JL (^ _ p”F(p)e»* _ , 

It is always possible to factor the polynomial denominator of Eq. (25) 
into the form 
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where 


- piYi, 

Z-1 


a 



ri = m + n. 


Now the residue of the pole at p == pi is, in general, a function of the form 

where Bi{t) is a polynomial in t of degree n — 1. 

If On, On-i, • . . , CL-m are all real, thmi to every root pi = ai + jfii 
there corresponds a conjugate root pi — ai — jpi so that i{t) is a sum of 
terms of the kind 


cos PitBuiO + sin pitBu{t), (26) 

where Bic(i) and Bu(t) are both polynomials of degree n — 1 and, pro¬ 
vided that V{p) is also a rational or regular function of p, i{t) consists 
solely of terms of the form of Eq. (26). 

If ai > 0, the corresponding term in i{t) tends to infinity with t 
Hence a necessary and, in fact, sufficient condition that the system be 
stable is that all the poles of the system transform lie on or to the left 
of the imaginary axis in the complex p-plane. If all the poles lie to the 
left of the imaginary axis, the system is called absolutely stable. One of 
the most important cases occurs when the driving function is of the form 

c{t) = 


Then, if all the initial conditions are zero. 


Viv) = 


1 

p + 


If the system is absolutely stable, the residues of the poles of the system 
transform all tend to zero as t tends to infinity and the response tends 
in the limit to the residue of the pole at p + j<a = 0. This residue is 
of the form 

i{t) = r(jw)e^'"S 


where F(i«) is a rational function of jo) independent of the time. This 
response is the familiar steady-state response to a sini^soidal generator of 
angular frequency «. A further discussion of tiie steady-state response 
is given below in Sec. 1*8. 

To conclude the discussion of Eq. (8) consider the appHcation of thi^ 
convolution theorem to its solution. Let v{t) be the excitation function 
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of the system,’ and let the system function, that is, the response of the 
•system to a 5-function, be Q(<). Then 

i(t) = v{t) * Q(t) = Q{T)v(jt, - t) dr = Qit - T)v(r) dr. (27) 

In practice it is usuallj^ simpler to evaluate i{t) directly from Eq. (16) 
with the aid of the theory of residues than to use Eq. (27). However, 
Eq. (27) is a compact form in which to present the solution and may be 
preferable should it be desired to evaluate the response of the system to a 
whole series of driving functions. 

1-6. The Use of the £-tranbform in the Solution of Network Problems. 

In this section the use of the £-transform is illustrated by applying it to 



Fig. 1*16.—Two-node original network. 


solve a special problem. As was the case in deriving the network equa¬ 
tions, the discussion is made more detailed than is necessary in order to 
bring out the general aspects of the solution. The extension to the 
general case can then be made with a minimum of explanation. 

In the course of the treatment the concept of the transform network 
will be introduced in such a way as to make its practical value clear. 

The network chosen as an example is shown in Fig. 1-16. It repre¬ 
sents a terminated low-pass filter section driven from a pentode source. 
The response of this network to a 5-function will now be found. 

To keep the discussion as general as possible it is assumed that there 
is an initial current p flowing in the inductor ri 2 in the direction shown 
in ,Fig. 1-16, and that the condensers have initial charges Qi, Q 2 , so that 

lim^-^o exit) = ei(0) = 

lim^^o ^2(0 ~ ^2(0) = 

t/2 

* Assuming that this is an i^-funotion, which is not the case if the initial conditiona 
are not aH sero. 
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where 6i(0, e^it) are the voltages across the two independent node pairs, 
the grounded node being taken as reference node. 

This network is a special case of the network of Fig. 1*10, 
from Eqs. (5) the equations of state can be written 

■— p = ynC\{t) + yu^2{t)t I 
+P = 2/2iCi(0 + ^ 22 ^ 2 ( 0 ? ) 

where yu, 2 / 22 , yi 2 , and 2/21 are operators given by 

dr, 

rt ^ rt 

y^i = —ri2 / dr, 2/22 = (r2 + 6*2^ + ri2 / dr 

If 

/(p) is the ^-transform of 
Blip) is the £-transform of ci(0, 

E 2 (p) is the ^-transform of € 2 ( 1 ). 

then taking the £-transform of both sides of the Eqs. (28) yields 


2/11 == Gi + Cl ^ + ri2 


dry 2/12 = ““^12 


and hence 

(28) 

I (29) 


Hp) — ~ = (cip + Gi + Ei(p) — ^ Eiip) — Qi, 
£ = _ £l2 £i(p) + (c^p + Gs + E 2 P Qi. 

p p \ p / 

li 

Mp) = l(p)-^ + Qu 
j tip) = “ + ^ 2 ) 
then Eq.. (30) assumes the general form 



(30) 


(31) 


Jiip) = Ynip)E^{p) + YMp), \ 

Mp) = Yn{p)Etip) + r„E,(p), I 

where 

Fx,(p) = C^p + Gi + Fx*(p) = - 

Yuip) = - ^ Yiiip) = Cip + Oi + 

P P i 


(32) 


(33) 


•^i(p)> Ji{p) are the excitation transforms for node pairs 1 and 2 
respectively. They are equal to the sum of the driving transform across 
the node pmr, the initial charges bn the condensers, and p~^ times the 
initial inductor currents flowing into the nodes. 
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Equations (32), the transform equations, are very similar to the 
normal steady-state equations for a network, a fact that enables one to 
derive them directly from the so-called transform network, which will 
now be introduced. Consider the diagram of Fig. 1*17, where the normal 
circuit elements have been replaced by the corresponding p-admittances. 
If Kirchhoff's second law is applied to the two node pairs of the network 
on the assumption that the current through an element is equal to the 
product of the voltage across it and the p-admittance, one gets the 
system of Eqs. (32). But since the transform diagram can be con¬ 
structed directly from the network, the transform equations can be 
written down immediately without having first to set up the integro- 
differential equations and then to transform them. 


^12/P 



Fig. 1*17.'—Two-node transform network. 


The simplification of the analysis that results from using the transform 
network is often considerable, especially if there are a number of nonzero 
constants of integration. Accordingly a special section is devoted to 
deriving the procedure for setting it up in the general case, both for the 
mesh and nodal analysis, and to developing in greater detail the inherent 
advantages thus gained. 

This subject is put aside for the moment, however, in order to return 
to Eqs. (32). These can be solved explicitly for ^i(p), E 2 {p) to give 

F = Ji(P)Y22ip) - J2{p)Yu{v) 

Yu{p)Y22{p) - Fi2(p)F2i(p)^ 

rn(p)r«(p) - Y^,(p)YM' 

The connection of the special with the general case is made more 
evident if tins solution is itself put in more general terms. 

Let 


*«-f; a 


(34) 









Sbc. 1-6] USE OF Z-TRANSFORM IN NETWORK PROBLEMS 


45 


and let A,(p) be the determinant formed by replacing the jth column of 
A(p) by o Then if A/jfc(p) is the cofactor of Vik in A(p), so that 


2 

^ Yjk A/a: = 


A(p) 


and 


A 

Ay(p), 

k-1 

the solution can be written 

r. /_N _ ^i(P) _ «^i(P) ^n(p) + Jtip) Aij(p) 

-- M^) - 

= Ji(p)nii(p) + J*(p)Oi*(p), 

Aa(p) _ J i(p) Aai(p) + Jtip) 


Ei(p) 


A(p) 


A(p) 


= Jl(p)02l(p) + /2(p)fi2s(p), 


or finally 


where 


Ei(p) = ^ J.(p)i^<(p) (J = 1, 2), 


(35) 


Qjiip) = 


Ay«(p) 
A(p) ‘ 


The elements J2,t(p) are system transforms in the sense defined above in 
Sec. 1-4; thus it may be seen that the transforms of the response functions 
can be expressed as the sum of a number of simple products of excitation 
and system transforms. 

In the important case when all the initial constants are zero, 


p fn-l __ Hp) Aii(p) \ 

p M _ I(p) ^*i(p) 

- AW ) 


(36) 


To complete the solution it is necessary to obtain the explicit expres¬ 
sions for ci(0, € 2 ( 1 ). Now the are rational functions of p; hence the 
/*(p)Q/*(p) terms are of the same form as the response transform of Eq. 
(13) and response functions may be found by the same means. As in the 
case of Eq. (8) the direct extraction of the residues is usually the quickest 
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and most convenient method of obtaining the solution, and this procedure 
is illustrated numerically below. The convolution theorem, however, 
can be used to express the response function as a sum of convolutions of 
an excitation and a system function. Thus if 


and 

then 


jk{t) = 



In the general case cojkiO i^ voltage (current) response of the fcth 
node (mesh) to a 5-function impulse applied across the jth node (mesh). 

The poles of ll,*jk(p) occur at the roots of the characteristic equation 
of the network, that is, at those values of p for which A(p) =0. A neces¬ 
sary condition that the network be stable is that all the roots of A(p) lie 
in the left half of the complex p-plane. 

The solution of the chosen example will now be considered for the case 
when i(t) is a 5-function. In order to simplify the labor of computation 
it is assumed that 


= O2 = 0, p = 0, (?i = G2 = (?, Cl = C2 = C. 

The fact that the system transforms are all 0{l/p) justifies taking 
i3[5(0] = 1. Substituting these values for the driving function and 
initial conditions in Eq. (35) gives 


Ei(p) = 


Cp + G + 


Cp+G + ^ 


(cp + G + ^y iCp+G)(cp + G + ^'^ 


If SCFii/G^ > 1 the roots of Cp + O' + 2Tn/p = 0 are complex and are 
of the form —pi± jpt, where 


Pi 


2C’ 


„ _ G SraC , 

2C\ G^ 


Et(p) has poles at Cp + (7 = 0 and p = — pi ± jpi, and the residues of 
e^Ei(p) at these poles are as follows. 

1 

Residue at Cp + G = 0 is ^ e 
Residue at p = -pi + jpi is 
Residue at p = — pi — ip* is — El ~iP* . 


-Sip* 


2C 
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where 


sin p 2 t , cos p4 

«.«) - 2c“ ''-2C?7— +- 


Pi = 


G 

2C 


and 


P2 


G /8tTi2 

2CW G" 


1*6. General Solution of the Network Equations. The Nodal Case .— 
The procedure in the general case is a simple extension of that already 
illustrated for the two-node network of Sec. 1*5; thus a detailed derivation 
of the results is not ne(;essary. 

It was shown in Sec. 1*3 that the general equation in the nodal (^ase 
may be written in the form 


where 


v(0 + Pi 


n 


I 


IJihekit) 


(j = 1, • • • , n), 


Vi — Q ^ 

~yih = + i’a dt, 


n 



k9^j *• 1 


(37) 


and py is taken positive if the initial inductor current is flowing into the 
jth node. Here n of the initial conditions are included in Eq. (37), and n 
more are given by the initial values of the node voltages 


limt^o ei(t) == ei( 0 ), lim«-^o €2(1) = e2(0), 


lim/-*o c„(0 = Cn(0). 


Taking the JB-transform of both sides of each of Eqs. (37) gives^ 

n 

ifip)+^+ Yf 

n 

= V Yikip)Ekip) (j = 1, . . . , n), (38) 

k»l 


'£[c,4«(o] 


pCikEkip) — C/*«*(0), etc. 
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where £*(p) are the JB-transforms of i^if) and ei^t) respectively and 

Yjkiv) “ + Gjk + i k; 

n 

r, = Cyp + (?,• + 5' Yn^Yi-V r,*. (38o) 

Let 

n 

7# = ^ C,* [e,(0) - c.(0)] + Cye,(0). 

Then 7 , is the sum of the initial charges in the condensers linking the ^*th 
node with all the other nodes of the network, the charge being reckoned 
as positive if the plate of the condenser connected to the jth node is 
positive. 

Then, if the excitation transforms 

Jiiv) = lAv) + + 7 / (i = 1 , • • • , n) (39) 

are introduced, the equations assume the general form 

n 

Up) = V ymp). ( 40 ) 

k^\ 

The method of arriving at Eq. (40) directly from the transform network 
is an immediate generalization of that given in Sec. 1-5, but a detailed 
discussion is deferred until Sec. 1-7 in order to avoid duplication. 

The close similarity between Eqs. (40) and (32) permits carrying out 
the remaining steps of the solution with a minimum of comment. Equa¬ 
tion (40) may be solved by Cramer^s rule to give 

^ y = y j*(p)i 2 y,(p), ( 41 ) 

k-\ 


where A(p) is the principal deternunant of the Fy*’8, Afi,(p) is the cofactor 
of in A(p), and 


If 




A/*(p) 
A(p) ■ 


and 


JB"‘[-^»(P)] = Jk(i) 
<iv*(0 “ JS~‘{%(p)]» 
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then the convolution theorem may be invoked to give the solution in the 
form 


n 

eiit) = 




The Mesh Case .—In Sec. 1-3 it was shown that the general equations 
in the mesh case may be put in the form 


- w/(0) 


n 

^ J 


kik{t) (i = 1, • • • , n), 


where m,( 0) is the initial voltage drop around the elastances in mesh j in a 
clockwise direction and 


Zik - Lik + R, 


n 

ih + ^3k I dt, 

Jo 




'n + 


Here n of the initial conditions are included in Eq. (42), and n more are 
given by the initial values of the mesh currents: 

lim<-»o ii{t) - ii(0), lim<-.o 12(0 = ^ 2 ( 0 ), • ' * , 

hm<—*0 fn(0 ~ 

If Ikiv) are the JC-transforms of 4(0 respectively, then taking 

the ^-transform of both sides of Eq. (42) gives 


Ejijp) ^ + Aj4(0) 


n n 

^ L,*4(0) = Yf 


^•(0) — L;y4(0) 


A**4(0); 


0/(0) is, therefore, the total initial flux through mesh j. Then, if 

VAp) = ^,(p) - ^ + ^(0), 
the equations assume the simple form 


n 

Viip) = ^ Zik(p)Ik(i>). 


From here the solution is cmried out exactly as for the nodal case. 
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Unfortunately, Jk{p)^ 7 k{p) in Eq. (41) is not always the JB-transform 
of an ^/-function, although this is the only case with which the analysis 
developed in the previous section is competent to deal; it is, therefore, 
impossible to say that a solution always exists. For example, consider 
the case where pentodes with infinite internal impedances are connected 
by two-terminal interstage-coupling networks composed of a pure 
inductance, as in Fig. 1*18. Then if this system is driven by a current 
source i(t) and if the initial currents are zero, the expression for the out¬ 
put transform voltage is 

E(p) = J(p)p^ 

where n is the number of stages. This function has no JB~'-transform. 

All that can be said is that Eq. (41) is the general solution for the 
nodal network if the response transforms are £“'-transformable. In any 


—>—-1 —>“1 — 

/^\ /^\ 



Fig, 1*18.—The inductance amplifier. 


achievable physical network this is, of course, always the case; it is also 
the case for most of the idealized networks wth which one wishes to deal. 

1'7, The Transform Network, —The concept of the transform network 
was first introduced in Sec. 1*5. In this section it will be shown how 
to set up the general transform network both in the mesh and the nodal 
case and how to apply it to derive the transform equations. A discussion 
is given of the value of the concept in practical cases. 

The General Nodal Case .—The general equations for the nodal case 
are given by Eq. (40). These equations can be derived without setting 
up the general integro-differential equations, as follows. Replace the 
various elements of the network by their appropriate p-admittances.' 
Place across the kth independent node pair a constant-current p-generator 
Jkip) of magnitude equal to the sum of three quantities: 

E hip)i the JB-transform of 4(0, the driving function current gener¬ 
ator in the A;th independent node pair. 

^ See Sec. 1*2 for the definitions of these quantities. It is assumed that all trans¬ 
formers are replaced by their equivalent n- or T-networks. 
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2. Pk/V) where pk is the total initial (current flowing into the nth node 
from the inductors linking the nth node with the other nodes of the 
network. 

3. ykj where y/a is the sum of the initial charges on the condensers 
linking the kth node with all the other nodes of the network, the 
charge being reckoned as positive if the plate of the condenser con¬ 
nected to the A;th node is positive. 

Thus 


Jk(p) = Ik(p) + ^ + Tfc. 


The general nodal equations are now set up by applying Kirchhoff's 
second law to the independent node pairs of the transform network in 
turn, remembering that the current flowing into a p-admittance Y{p) is 
equal to Y{p) times the voltage across it. 

The procedure has been illustrated for a two-node network in Sec. 1*5. 

The General Mesh Case .—Equations (45), the transform equations, of 
the general mesh case can be obtained in a similar fashion as follows. 
Replace the various elements of the network by their appropriate 
p-impedances.^ The method of taking account of mutual inductance 
will be discussed below. Place in the yth mesh a constant voltage 
generator Vj'(p) equal in magnitude to the sum of three quantities: 


1. Ejip)f the JE-transform of the driving function voltage generator 
in the jih mesh. 

2. — w,(0)/p, where Uj{0) is the initial voltage drop round the capaci¬ 
tors in mesh in a clockwise direction. 

3. 4>y(0), where 0/(0) is the initial flux through the jth mesh, given by 
Eq. (46). 

Thus 

Viip) = E,{p) - ^ + .^(O). 


The general mesh equations are now set up by applying Kirchhoff’s 
first law to each successive mesh of the transform network in turn, 
remembering that the voltage across a p-impedance Z(p) is equal to Z(p) 
times the current through the impedance. 

Mutual inductance terms are allowed for, as in the conventional 
steady-state analysis, by assuming that the open-circuit voltage across 
coil L/ coupled by mutual inductances Mjk to a system of coils L*(ifc j, 
j = 1, • • • , n) is simply 


1 See Sec. 1-2. 
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n 


± pMik, 


where the ambiguity of sign is resolved as in Sec. 1-2. 

If this procedure is applied to the network of Fig. 1*9, then the trans¬ 
form network will be obtained in the form of Fig. 1*19, 



vhere 

Fi(p) = Ei(p) — QiSi — Qi 2 *Si 2 + Lipi ~ Mp 2 j 
^ 2 (p) = +Q12S12 — Q2S2 + L2P2 ““ Mpi, 

Applying KirchhofT^s first law to the first and second meshes consecu¬ 
tively gives 

Vi(p) = /x(p) (fix + f + Up + - Up) (mp + ) 

\ P P / \ P J { (47) 

y^ip) = -Up) {mp + y) + U{p) + j + y + I 

These equations may be compared with the original Eq. (2) and it is 
easily verified that Eqs. (47) are, indeed, the transforms of Eqs. (2). 

Advantages of the Transform Network. —The value of the transform 
network is chiefly evident when the initial electrostatic and magnetic 
energy in the circuit is nonzero, this being the case in which use of the 
original Heaviside calculus was most cumbersome. It is also the case 
where the possibility of getting a sign wrong or of miswriting a term is 
most serious. The transform network not only is valuable as a reliable 
short cut to writing down the transform equations but also can be used 
to derive these equations in a simpler form. 

In the first place it is now possible to use Th6venin^s theorem in the 
general form given in Fig. 1*1, and this may decrease the number of 
equations required. 
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Second, consider the transform network of Fig. 1*20. The transfer 
voltage of this network can be written down by inspection to give 

Vo('d') =__. 

Y^{p) + Y,{p) + Y^ip)Y2{p)Z^,{py 

and if Fi, F 2 , Zn are complicated networks, this may represent a con¬ 
siderable saving in labor. 

Examples of this kind could be 
multiplied indefinitely, but enough 
has now been written to demon¬ 
strate the statement that the 
jB-transform method, using the 
concept of the transform network, 
is as simple and compact as the 
Heaviside calculus but is more 
rigorous and also more powerful 
because of the ease with which it can be applied to the case of nonzero 
initial conditions. 

1*8. The Steady-state Response of the General Linear Network.—Up 

to now attention has been focused solely on the response of a network to 
a nonperiodic driving function. There has been nothing in the analysis 
making it inapplicable to the periodic case, but the necessity of knowing 
the initial conditions prevents direct use of the JC-transform theory. 
There are tw^o ways out of this difficulty, both of which will be discussed 
in this section. In the second and more valuable method a modified 
JB-transform, the so-called §-transform, is employed. In the former, the 
periodic driving function is expressed as a series of sinusoidal driving 
functions. Because the response to a sinusoidal driving function can be 
written down from the transform network, the response function can be 
represented in the form of a series that may converge rapidly enough to 
justify the neglect of all but a few terms. 

The first step in outlining the application of this method is to con¬ 
sider the response of the netw’ork to a signal applied at time i = 0. 

Now the ^-transform of is 



Fio. 1-20.—Transform Il-network. 


I 

V - Jw’ 

thus, if the signal is applied across the jth node^ (mesh), the transform 
response across the kth node (mesh) is 

^ From the superposition principle of Sec. 1*3 there is no loss of generality involved 
in confining attention to the case where the driving function is applied across a single 
node (mesh). * 
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Ekip) = 




n 

I 




where n,fc(p) are system functions of the type discussed in Sec. 1-6 and 
F<(p) are excitation functions due to the initial conditions and are all 
of the form a, + (bi/p). 

Let us assume that ^k(p)Vi(p) are 0(l/p) and that all the poles of 
lie to the left of the imaginary axis^ in the complex p-plane. 
Then the residues of all these poles decay exponentially with time, and 
after a sufficiently long time their sum is vanishingly small. The residue 
of the pole at p ~ jo) = 0, however, is Ie^‘^*Qik(jo}), which is oscillatory for 
real values of co. 

It is clear from the above that after a sufficiently long time the 
response of the network differs by an arbitrarily small amount from 

e(t) = (48) 

More loosely, Eq. (48) is the response across the fcth node (mesh) to a 
signal /e'"* applied at time ^ = — oo across thejth node (mesh). It is, of 
course, the familiar steady-state response and (;ould have been obtained 
directly from the transform network by assuming p to have the special 
value jw. 

The steady-state response to an arbitrary periodic waveform can be 
obtained from the above with the aid of the principle of superposition as 
follows: 

If S(t) is a periodic function of t with period T, that is, 

S(t + r) = }(t) 

for all tj then J(t) may be expressed as a Fourier series of the form 


where 


m 


On 


-X 


2xjnt 


One 


(49) 


T 

=-r 

tJt 


me 


2wjrU 

' ST dU 


provided that f(t) satisfies suitable conditions^ w^hich are always satisfied 
for practical driving functions. 

1 Both these assumptions are essential if the network is to have a steady-state 
response at all, at least in the sense employed here. 

* Sufficient conditions, general enough for the present purpose, were given by 
Dirichlet. These are that 

1. -/(O. 

2. f{t) defined and bounded in the range — T/2 to T/2. 

3. /(<) has only a finite number of maxima and minima in the range — T/2 to T/2. 

4. f{t) has only a finite number off discontinuities in the range — T/2 to T/2. 
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If CO = 2ir/T then Eq. (49) may be written as 

00 

/(/) = ^ 

— 00 

where 

r 

On = Ip dl. 

But the response of the system to a signal applied at time ^ = — oo 

is, by Eq. (48), 

hence, by the principle of superposition, the output response to the 
periodic driving function /,(/) is 

T 

/ 7,/y(/)e“'^d^. (50) 

J 

It may happen that only a few of the terms of this series are significant, 
but often the series must be summed in closed form if the expression for 
the response function is to be useful. 

There is another method of tackling the steady-state analysis, based 
upon a generalized form of the ^-transform theory. This will now be 
discussed and illustrated by a practical problem. 

Let /(O be a periodic function with period The steady-state 
Laplace transform of/(0 which, following Waidelich,^ will be called the 
g-transform and written symbolically 

§[/( 0 ] = 

is defined by the equation 

S[.f(/)] = ^«(P) - f^e-P^mdt 

Jo 

The “inverse §-transform,'’ or “g-^-transform,’' is given by 

/«) - S-|f.(p)l - 2I5. 5^^, ip. ( 53 ) 

For the inverse transform, the path of integration W in the complex 
plane is the closed contour of Fig. 1-21 composed of IFi, W 2 and two 

' D. L. Waidelich “The Steady-state Operational Calculus,” Proc, LR.E.f 84 , BB¬ 
SS, February 1946. The treatment given in this section is based directly upon this 
paper, and reference should be made to it for more complete references and for an out¬ 
line of the proof of the results quoted. 


(51) 

(52) 
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rectangular lines parallel to the real axis joining the ends of Wi and W 2 - 
In the limit in which these end points tend to infinity, the integral of 
F»(p)e^^/{1 — erp’^) over those short rectilinear arcs is zero. The path 
Wzf to be used later, is the same as TF 2 except that the direction is 
reversed. All the poles of Ft{p )/{1 — must lie to the left of Wz 
except for the points p = 0’n2x)/r, where n is an integer, which must 

lie between Wi and Wz- If F^ip) 
has any poles on the imaginary axis 
or in the right half of the complex 
plane, Wz must be indented to ensure 
that these poles lie to the left of W 3 , 
The method of applying the §- 
transform theory to the steady-state 
solution of linear integro-differential 
equations follows essentially the same 
course as in the «C-transform theory. 
One takes the §-transform of both 
sides of the equations, thus trans¬ 
forming them into a set of algebraic 
equations that can be solved for the 
§-transform by the conventional 
process. The §“^-transform is then 
Fig. 1*21,—The s-traiisform contour. used to derive the final expression 

for the steady-state response. 

To carry out this procedure three theorems similar to Theorems 6, 7, 
and 8 of Sec. 1-4 will be needed. 

Theorem 66. Additivity. If F,(p) = and G,(p) = S[fir(0] 

then 

S[/(0 + g(t)] = F.(p) + Gsipy (54) 

Theorem 76. §-transform of an Integral of a Function. Let 
f(t) be an JE^-function of period T and g-transform Fn{p ); if 



then 


g{t) = ^(0) + 







(55) 


Theorem 86. S-transform op the Derivative of a Function. 
If f{t) is an .F-function with period T and if fit) has g-transform 
then 


Str(01 = pF.(p) - (1 - e-^«’)/(0). 


(56) 
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The above theorems can be generalized by induction as were Theorems 
6, 7, and 8. 

At first sight it may be perplexing to see the occurrence of values of 
f(t) at time zero. In a steady-state analysis one would not expect such 
terms to be present. The difficulty is more 


apparent than real, however, in that these 
terms do not, in general, contribute anything 
to the inverse g-transform. 

The above theory is best illustrated by 
a practical example, which is taken directly 
from Waidelich.^ 



Fig. 1*22.—Two-node network. 


Let a square wave current i{t)y where 


T 

i{t) = A, 0 <t <^, 
i{t) = -A, ^<t<T, 


be applied to the network of Fig. 1*22. Then the voltage e(t) across 
the network is given implicitly by 


+ Ge(t) + T e{t) dt — p, 

where p is the current flowing in the coil at time t = 0. 

Taking the §-transform of both sides of the equation, and using the 
results of Theorems 66, 76, and 86 give 

I.ip) = (cp + G + E.ip) - [ce(0) + ^] (1 - 

where e(0) is the voltage across the circuit at time ^ == 0 and /.(p), E,{p) 
are the §-transforms of i{t)^ e{t) respectively. Hence 


^.(p) + C'«(0) + ^1 (1 - c-Kf) 

— - , -L _ ^ ___ _ • 


Cp + G + 


<t) s-H-&.(p)] /p (r + Op + *cy)(i - 

. J_ f P + pCe(0) 

^ 2Tj J w T + Op + Cp^ 


dp. 
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The second integral has no poles inside the contour W ; hence by Cauchy's 
theorem it is zero. Accordingly the initial conditions vanish from the 
steady-state solution, and we get simply 


e(t) 


But 


= - 1 . /■ 
Jw 


pL{p)eP^ 


{r+Gp + Cp2)(i ^ 


dp. 


fT/2 rr 

I tip) = / dt — / Ae~^^ 

Jo Jt/2 


di 


Hence 


A A -Hi 

^ (1 - e 2 ) _ £ e 2(1 

V V 


hI a -eI 
■ 2) == £(| ^ 2)2^ 

V 


e{t) 


27rj J w 


_£l 

A(1 - C 2)VW 

(r + (?p + Vp-^Ai - c--*”-) 


(57) 


Equation (57) is an integral taken around a closed contour and is deter¬ 
mined by the sum of the residues of the poles lying within. If this direct 
method of evaluating the integral is chosem, however, the response func¬ 
tion will be expressed simply as a Fourier series and the whole point of 
introducing the §-transform would vanish. 

Alternatively one can proceed as follows.^ 

Since the integrals over the rectangular arcs joining the end points of 
Wi and Wz are zero in the limit when these end points tend to infinity, 



e(t) = 

Now 


j_ 1 

f E,(p)ef^ 

2TjJ 

i - er’>^ 


= f . 


2rj J TTi 


dp = ~ E,{p)eT^^ + . . . 

dp + 7^. [ dp + • 

JWi 


dp 
+, (58) 


where TFi is the same path of integration as that of the «C“Mransform; the 
integrals of Eq, (58), therefore, may be evaluated in the same way as those 
of Sec. 1*4. In particular we have 


for i < 0. 



Et{p)e^* dp = 0 


Hence for t < T, 

Im L. 


^ This method of solution can be followed in all cases and is not peculiar to the 
problem at hand. 
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*-(p) r + (?p + Cp*’ 

and, for t < T/2, 

thus, for 0 < ^ < T/2j 

_PT 

. . 1 f AeP^ dp 1 f Ae^^{l — e , 

jr hTo^^cv iIT, (r +"Gp + Cp^)(i - 

(59) 

Since 

A j A(1 — e ^ 

r + (?p + Cp2 “ [F+ (?(^+ Cp2j (] - « 


are both 0(l/p), the two integrals of Eq. (59) can both be trans¬ 
formed into contour integrals consisting of the infinite left-hand circle and 
the straight lines Wi and TFa, respectively. The only poles of these func¬ 
tions that lie inside these contours occur at the zeros of T + Gp + Gp^\ 
evaluating the residues at these poles gives 


e{t) = 


4am 

n 


nt 


for t <, T/2, where 


sin nt e 


mT 

1 + 2e’ 2 



m = 


G 

2C’ 



if (?> < ATC; 


e{t) = 2A 


a + h\ ( 

o - h){ 

' \1 + e 


c—‘ \ 

_oT ) 

1 + e 2/ 


for i < r/2 and where a — B = m — jn, if G* > 4rC. 

1*9. The Fourier Transform Method.—Before the Fourier transform 
or SF-transform can be compared with the JB-transform as a tool in solving 
network problems, it is necessary to give a brief outline of the essentials of 
the theory. In the introduction (Sec. I’l) it was stated that there are 
two alternative methods of deriving the transform theory; one based 
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Upon the steady-state analysis and the superposition principle and the 
other, which was followed in the body of this chapter, formal and abstract. 
The former method will be utilized here, partly to illustrate the principle 
and partly because the simplicity of the discussion provides one of the 
chief arguments for the $F-transform. 

In Sec. 1*8, where the steady-state analysis was discussed, it was 
shown that a periodic function with period T could be expressed as a 
Fourier series: 

«Q 

/«) = x 

— 00 

where 

^ . 

1 12 

On - ~ j ^Kt)e ^ dt, 

'~2 

provided that f{t) satisfies certain conditions. 

Now an aperiodic function can be regarded as the limiting case of a 
periodic function whose period T is allowed to extend to infinity. For¬ 
mally, then, the extension to nonperiodic functions is made by allowing 
T to tend to infinity, in such a way that 



If the sum is replaced by an integral, one gets in the limit 

where 

t 

dt. (60) 

F(j<a) is the simple double-sided^ Fourier transform of /(O, and is in fact 
usually just referred to as the Fourier transform of f(t). 

The basic Fourier integral theorem of Eq. (60) is not, of course, 
proved by an argument of the above kind, which, as presented here, has 
only dubious validity. But the foregoing discussion is valuable in that 


^ Double-sided because the limits of integration of the defining integral of F(ju) go 
from — 00 to 00 . Ijx the single-sided definition used in the JC-transform case, the 
integration limits go from 0 to oo. If f(t) « 0 for < <0, it is, of course, immaterial 
vhe^er the single- or double-sided trankorm be used. 
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it traces the direct connection with the steady-state analysis, which will 
now be used to give the transient response of the general linear network.^ 
In Sec. 1*8 it was shown that if the network was dissipative, the output 
response after a sufficiently long time to a driving function is of 

the form 


where Jl/fcO'co) is the appropriate system function. 

Let it now be assumed that a driving function f{t) be applied to the 
network, where/(/) is defined for all real values of positive and negative, 

and is such that !/(/)! dt converges. Now by the Fourier integral 

theorem/(0 may be regarded as a continuous sum of sinusoidal generators, 
each of which is applied to the network pt time ^ To find the 

response of the network to this system the superposition principle is 
invoked, in a more powerful form tnan we have proved it valid in Sec. 1*3, 
to state that the network response may be regarded as the sum (or integral 
in this case) of the response to the individual component generators. 
Now for / > 0 the response of the network to a sinusoidal generator, ap¬ 
plied at time < = — <» is simply the steady-state response. Accordingly, 
if 


E(joi) = 



dty 


( 61 ) 


the transient response of the network may be written 


m 



E{jw)Qjk{jo))U^^ d(j)\ 


(62) 


this integral can be evaluated by the theory of residues as given in Sec. 
1*4, provided that the integral of the integrand of Eq, (62) taken around 
either the upper or lower infinite half circle is zero. 

The most attractive point about this solution is its extreme simplicity. 
The integro-differential equations of the network have not been intro¬ 
duced at all, and there has been no need to discuss the condition of the 
system at time i = 0. Nevertheless a considerable price has been paid. 
The function f(t) must now be defined for all real values of t, not only for 
positive ones. This might not appear a serious hardship, as it is usual to 
take f{t) = 0 for ^ < 0 in the ^-transform theory, but unfortunately it 
means that the initial conditions are fixed by the form of /(/) and can no 
longer be chosen arbitrarily. Another disadvantage is that the restric- 


^ See E. C. Titchmarsh, Introduction to the Theory of Fourier Integrals^ Oxford, 
New York, 1937, for a full theoretical treatment of this theory. It is shown there that 

f 1/(01 dt must be convergent if the relationship is to hold. 
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tions on the form of f{t) are much more severe, at least in the simple 
theory, because it is now necessary that \f{t) ] dt converge, thus exclud¬ 
ing a whole range of useful functions from discussion. 

The second disadvantage can, however, be overcome at the cost of 
increased complexity. Thus the range of driving functions can be con¬ 
siderably extended if instead of a function 

e{t) =0, ^ < 0, 

^(0 = m, t > 0 , 

one considered the function 

e{t) = 0, ^ < 0, 

^(0 = i > 0 - 

Then, even if f{t) = j |/(/)c"'**| converges for all c > 0. The 

response to the modified function can be found; and then after the inte¬ 
grations have been performed, c can be allowed to tend to zero. 

A more powerful attack, which mil, in fa(^t, do everything that can be 
done by the ^-transform theory, can be based upon the generalized 
Fourier transform defined by 

clt, 

where 

m = ^ t > 0 , 

provided that 1/(0 k”*"* converges. 

This transformation^ can be applied to the integro-differential equa¬ 
tions exactly as was the «e-transform, and the solution follows along 
virtually identical lines. Initial conditions can now, of course, be chosen 
arbitrarily. The generalized Fourier transform method has, however, 
no advantage over the Laplace transform method. 

The above discussion brings out the fact, emphasized in Sec. !•!, that 
although the simple Fourier transform can be used to handle a restricted 
class of network transient problems, the <£-transform provides a compact 
analysis of greater power and scope. 

This last statement must not, however, be interpreted as implying any 
essential mathematical difference between the two, for, on the contrary^ 
they are closely interconnected. Thus formally, at least, the JC-transform 

^ See ibid!., where this method is actually applied to solve a set of integro-differential 
equations. 


(бза) 

(бзб) 
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can be obtained from the generalized SF-transform by a shift of origin and a 
rotation of axes through t/2. 

It is necessary to majce this point because in some treatments the 
Fourier and the Laplace transforms are compared as if they were distinct 
mathematical tools. This attitude is inadmissible. As the previous 
discussion was intended to show, the difference between the two trans¬ 
forms lies in their scope and in their historical background, not in their 
mathematical nature. 

^1-10. Summary of the Use of ^-transform Theory in Network Prob¬ 
lems,—In order to plac^ the theory upon a sound footing and at the same 
time display the fundamental properties of the Laplace transform in a 
clear light, care was taken to develop the mathematical analysis of Sec. 
1*4 on a rigorous basis. 

Many readers, however, will be interested in the Laplace transform 
only as a tool in the solution of practical network problems and be vdlling 
to take the validity of the theory for granted. Accordingly, this section 
has been written as a guide to the location of the more important results, 
which are scattered throughout the chapter, so that the reader may use 
the Laplace transform method with the minimum of theory. 

The problem is that of finding the output response Vk(t) of a linear net¬ 
work to a driving function ij{t) applied at time t = 0, when the initial 
charges on the condenser and the initial currents through the inductors 
are given. 

The first step is to find the Laplace transform 

^iiv) ~ ~ ^ (^) 

of This may be done either by direct integration as in Eq. (64) or 

by reference to Table 1 -5 if ij{t) is one of the standard forms there tabulated. 

The next step is to set up the transform network. In the case when 
all the initial conditions are zero, this can be done simply by replacing 
all the inductors, capacitors, and resistors by their p-impedances or 
p-admittances^ and the driving function tV(0 by its Laplace transform //(p). 
When the initial conditions are not all aero, the driving transform func¬ 
tions have to be suitably modified, as is discussed for the general mesh 
(nodal) case in Sec. 1-7. Applications to particular networks are in See. 
1*5 above and in Sec. 1*11 below. The transform output response is 
found by the conventional steady-state analysis and will be of the form of 
Eq. (41). 

It now remains only to evaluate Vk(t). As shown in Sec. 1*4, Vkit) is 
given in terms of Vk{p) by the explicit relation 

> See Sec. 1*2 for a definition of these quantities. 
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1 fe+j «o 

2^7 Jc-j. dp, ( 65 ) 

where c is a real positive number such that all the poles of V (p) lie to the 
left of c in the complex p-plane. 

Integrals of the form of Eq. (65) were evaluated in Sec. 1*4 ^vith the 
aid of the theory of residues, and a general expression was obtained for 
Vk(t) when FjnCp) was the product of an algebraic and a regular function. 
All the response transform functions considered in this chapter are 
of this type, arid the principal results are restated here for convenience. 
Two alternative cases exist: 


1. pyfc(p)eP‘ is bounded for all R{p) > c. In this case v{t) = 0. 

2. pEfc(p) is bounded for all sufficiently large p in the half plane 
R{p) < c. In this case v{t) = S residues of the poles of Vkiv)^^^- 

If Fjfc(p) is the product of an algebraic and a regular function, it can 
be expressed in the form 


v,{p) = [] 


Hiv) 

(p - 


where H{p) is bounded and regular for all finite p. 

The poles of F;b(p) occur at p = p,(l = 1, • • • , n), and the residue 
of Fifc(p)6P* at p = p. is 


(r. - 1)! dp^ (^6) 

where 

yUv) = Fa(p)(P - (67) 

thus 

n 

= X ^ [yup)e’-]^.. (68) 

• -1 

The above procedure has been discussed in greater detail but along 
essentially the same lines in the main body of the text. In Sec. 1*11 it is 
applied to two practical examples. 

1*11. Examples of Use of je-transform Theory to Solve Practical 
Network Problems. Response of an n-stage RC-coupled Pulse Amplifier 
to a Unit-step Function .—The first problem to be considered is the voltage 
response developed across the anode of the last tube of the amplifier 
chain of Fig. 1*23, when the input voltage e{t) is a step function of unit 
height. It will be assumed that all the stages are identical. Let irit) be 
plate current of the rth tube, with JC-transform /r(p), and let €t{t) be 
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the voltage developed across the anode lead of the rth tube, with JC-trans- 
form Erip)- Then the transform network assumes the form of Fig. 1*24. 
If the tubes are pentodes, the output plate conductance can be neglected 
in comparison with l/Rj and 


Ir+lip) = gmErip) (r = 0, • • • , W - 1) J 
tj(o igm i3t» ija 



Fia. 1*23.— The n-stage RC-coupJed pulse amplifier. 



Fig. 1-24.—The n-stage RC-coupled pulse amplifier transform. 


in addition one has the n equations 

Erip) = -(r = 1 • • • n). 

1 ^ + Cp 


By a simple process of elimination one gets 

ir+cRW 


Now, since 


one can write 


e{t) = 0, t < 0, 

= 1 , ^ > 0 , 


/•■> t 1 


thus c»(0, the response function that equals je”HjE^n(p)], is given by 

WA _ 1, 

J c-~’j to 


p{l + CRpY 


Normalizing by putting t = t/RC and Cn(0 = Cn(0/(fi^mi2)^ one gets 


66 LINEAR-CIRCUIT ANALYSIS AND TRANSIENT RESPONSE [Sec. Ml 


Now pEnip) is bounded for all n and all sufficiently large p; hence, by the 
results of Sec. 1-4, 


^ rei 


esidues of poles of 


p{l + p)~ 


But e^/p{l + pY has a pole of order unity at p = 0 with residue unity 
and a pole of order n at p + 1 = 0 with residue 


(n 


_1_ ^nr-l 

- 1)! dp«-^ 


Accordingly, 

~ ^ +(n- l)!dp"->UA—1 
= 1 + 


X I /n — l\ r1 1 

^ (n - 1)! V f P ^ Jp__i 

- ‘ + Xsr^'C ^') 

r=l 

n-l 


^n-r-1 


(n — r — 1)! 


en(0 is plotted as a function of t in Fig. 1-25 for values of n from 1 to 10. 



Fta. l*2d.—^Response to a step funotiop current of the n-etage RC-ooupled pulse amplifier 

of Fig. 1 23. 
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Response of Four^terminal Network to a Unit-step Function ,—^To con¬ 
clude this chapter, the £-transform theory will be applied to find the out¬ 
put response Cn(0 of the four-terminal network of Fig. 1*26 to a unit-step 
constant-current driving function i{t). This circuit^ has a very good rate 


L=0.7 



Fig. 1-26.— Four-tonninal linear-phase coupling network. 

of rise and extremely small overshoot. To evaluate the response 
numerically, the following normalized values for the circuit constants are 
taken: 

C = 0.5, Cl = 0.22, C 2 = 1, 

Li r= 0.2, U = 0.7, /e = 1. 

/i(p), the transform-drive function, is 1/p. The transform network is as 
shown in Fig. 1-27, and will be analyzed on the nodal basis. The circuit 


node 1 nodes 



Fig. 1*27.—-Transform of the network of Fig. 1-26. 


has three independent node pairs as marked in Fig. 1-27, and, from the 
general transform Eq. (40) in the nodal case, 

/i(p) = yuEi(p) + ri2£2(p) + Fia£8(p), 

0 - F2iJS/i(p) + -h Y2zEz{p\ 

0 = F8iis;i(p) + Y^2E^{p) + Yz,Ez{p\ 

where the F</ are given by Eqs. (38a). If A(p) is the determinant of the 
array F</(p) and Ai8(p) the cofactor of Yu in A(p), then the equation can 
be solved to give 


1 R. L. Dietzold, Bell Telephone Laboratories, personal communioation. 
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r, _ hip) ^n(p) 
Ezip) -- 

In the present case this may be expanded to give 


E»(p) = i 


1 r _i. 1 1 


Lp 


0 


+ i + ^ 

_ i 

R 

_ _]_ 

Lp 


_ 2 

R 

+ i + 

0 


_ J_ 

Lp 

0 


= I {RLiCip^ + Lip + R){RL’‘L,CCiC2P^ + L^L^C^iCi + C^)p* 

+ RL[LCCt + LiCiCi + LiCC,]p» + L[LCi + L,(C + Ci + 

+ RL{C + C2)p + L\-K 

Substituting the numerical values of the circuit elements, 

E»(p) = 

. 2.8571 p* + 12.987p + 64.9351 

p(p» + 6.5454p^ + 27.0130p« + 07.7922p2 + 97.4026p + 64.9351)’ 
Now pEt{p) is bounded for all sufficiently large p, so that 



residues of poles of Et(p)e^*. 


To find the poles p, of Ez{p), besides the simple pole at p = 0, it is neces¬ 
sary to solve for the roots of the 5th-degree polynomial in the denominator. 
By Newton’s method of approximation, one of the roots, pi for example, is 
found to be — 1.892. Dividing the polynomial through by p -|- 1.892, we 
obtain the 4th-degree polynomial 


p* -1- 4.6534p» 4- 18.2088P* + 33.3412p -|- 34.3210, 

the roots of which can be found by the standard formulas for quartic 
equations. Then the poles of Ez{p) lie at the points 


p = 0, 

Pi = -1.892, 
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Pi = -1.420 + 1.277;, p« = -0.907 + 2.931;, 

Pi = -1.420 - 1.277;, pi = -0.907 - 2.931;. 

All these poles are of order unity, so that the residues 

br = e^*E3{pr){p - Pr) 

can be found by substitution. This procedure is simplified by noting that 
since p*, pa and p 4 , p# are pairs of complex conjugates, hi, 63 and 64, 65 must 



Fig. 1*28.—Response to step-function current of four-terminal linear-phase network. 

also be pairs of complex conjugates. The following values are obtained 
for the Vs: 


bo = 1 , 

61 = -1.509e-i««, 

bi = +(0.1716 + 0.9698;)e-<‘«'^‘«w 
bi = (0.1716 - 0.9698;)e-« «'^* «W‘, 

64 = (0.083 - 0.044;)e-‘® »«^+* »»>>'>', 

6* = (0.083 + 0.044;>-w-»w+2»»y>‘; 


thus, since et(t) = > 6,, 

r-O 

63(0 = 1 - 1.609c-> «« + e-“ »®«(0.1666 cos 2.93U + 0.0885 an 2.9310 

+ e-i ««(0.3432 cos 1.277< - 1.9396 sin 1.2770. 


This function is plotted against t in Fig. 1’28. 
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TabiiB 1'6.—^List op Laplace Transform Pairs 







CHAPTER 2 

HIGH-FIDELITY PULSE AMPLIFIERS 

By Robert M. Walker and Henry Wallman 

2*1. Introduction.^—Pulse amplifiers are employed in various branches 
of physical investigation, in radar and television receivers, and in certain 
new types of communication equipment (pulse-time modulation, fac¬ 
simile, etc.). 

The subject of the next two chapters is the amplification of direct 
pulses, the amplification of pulses of a carrier frequency being considered 




( 6 ) 

Fig. 2*1.*—-Reproduction of a rectangular pulse, (a) Reproduction of the leading edge 
of a rectangular pulse. Note the rise time and the overshoot. If the amplifier is linear 
and the pulse duration is large compared with the rise time, the reproduction of the trailing 
edge is the negative of the leading edge. (6) Reproduction of the flat top of a rectangular 
pulse. Note the sag. If the amplifier is linear, the amplitude of the undershoot following 
the pulse is equal to the sag. 

in Chaps. 4 through 7. This chapter is concerned with pulse amplifiers 
of high fidelity; Chap. 3 describes pulse amplifiers of lower fidelity but 
much greater dynamic range. 

EmphoMB on the Time Domain ,—^The emphasis in this chapter is 
mainly on the time response of amplifiers, that is, upon the shape of the 
output waveform as a function of time for appropriate pulse input. This 
approach is chosen because it is really only the time response that is of any 

^ Sections 2*1, 2*2, and 2*3 are by Henry Wallman; the remainder of the chapter is 
by Robert M. Walker. 
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interest to the user of pulse amplifiers; the familiar amplitude- and phase- 
frequency curves are merely means to the end of good pulse response, and 
should be regarded as matters of subordinate interest. 

Reproduction of Rectangular Pulses ,—There are many types of pulses— 
rectangular, delta-function, sawtooth, rounded, etc.—in common use, 
and in a linear amplifier the response to any one of them completely 
determines the response to any other. In this discussion the rectangular 
pulse is used as the standard input signal. A rectangular pulse is the sum 
of a positive step function and a delayed negative step function; hence 
its reproduction by a linear amplifier is the sum of the response to a posi¬ 
tive step function and a delayed negative step function. 

The reproduction of a step function can be divided into two distinct 
parts, namely, the reproduction of the leading and trailing edges and the 
reproduction of the flat top (Fig. 2*1). These two aspects will be 
considered in order. 

2*2. Leading Edge of Pulse; Rise Time and Overshoot—The most 
important characteristics of the reproduction of the leading edge of a 

rectangular pulse or step function 
are the rise time, usually measured 
from 10 to 90 per cent,' and the 
'^overshoot^^ (see Fig. 2*la). 

A third characteristic is some¬ 
times also of importance, namely 
the time duration over which the 
amplitude of the overshoot oscilla¬ 
tions is appreciable. The problem 
is to minimize these three param¬ 
eters: rise time, overshoot, and 
overshoot-oscillation duration. 

RC-coupling ,—The basic pulse- 
amplifier stage is shown in Fig. 2-2. 
A tetrode or pentode is usually used 
if the gain is at all high, since triodes would have very high input 
capacity because of the Miller effect. 

When the reproduction of the leading edge is of interest, the circuit 
may be simplified as shown in Fig. 2*3. 

The capacity C is the total interstage shunt capacity and is made up of 
the sum of the output capacity of the first tube, the input capacity of the 
fallowing tube, and stray wiring capacities. 

^ Other definitions of rise time are occasionally used, such as the intercept of the 
tangent drawn through the 50 per c^t point of the step-fimction response. For 
some applications it is desirable to measure rise time between the 5 and 95 per cent 
paints or the 1 and 90 per cent points. 


B+ 



Fio. 2*2.—Basic pentode amplifier. 
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A voltage step function applied to the grid of the tube results in a 
current step function applied to the parallel ffC~combination. It is 
the resulting voltage developed across the /iC-c*ombination that is the 
desired amplifier response. If the 
load resistor R is small compared 
with the plate resistance of the tube 
(this is always the case for high¬ 
speed pentode stages), the stage 
gain (= voltage amplification) is 

Gain = g^nR, (1) 

where is the transconductance of 
the tube. The step-function response is an exponential curve, free from 
overshoot, as shown in Curve 1 of Fig. 1 * 20 . Its rise time is given by 

Rise time ~ 2.2RC. 

Dividing Eq. (1) by Eq. (2) yields 

Gain ^ gm 
Rise time 2.2C 

The right side of Eq. (3) is a figure of merit for the amplifier tube. 
The gain/rise time ratio has a value of about 200//isec for type 6AK5 tubes 
if it is assumed that g^ == 5000 /umhos and C = 11.5 nnf. Therefore with 
an iZC-coupling between two type 6AK5 tubes, a gain of 10 with a rise 
time of ^ Atsec or a gain of 2 with a rise time of 
/isec., etc., can be obtained. 

For laboratory purposes or whenever reduced 
tube life can be accepted, the figure of merit for type 
6AK5 tubes can be increased to about 280/Msec by 
reducing the bias and thereby increasing g^- 

Shunt Peaking ,—^The question arises as to what 
can be done to improve the gain/rise time ratio by 
use of circuits other than the /?C-circuit. The next 
simplest circuit is the so-called shunt-peaked circuit 
sho^^^l in Fig. 2*4, for which the significant param¬ 
eter is the ratio m == L/RHJ. 

A family of step-function responses is shown in Fig. 2-6. There is no 
overshoot for m g 0.26. The performance of this circuit for various 
values of m is shown in Table 2-1. For m — 0.41, for example. Fig. 2-5 
shows that a gain/rise time ratio between type 6AK5 tubes of 1.7 X 200 
« 340/Aisec can be attained, accompanied, however, by an overshoot of 2.5 
per cent. 



( 2 ) 

(3) 



Pig. 2*3 —Simplified cii cuit of pulse-amplifier 
stage employing i2C-coupling. 
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Table 2*1.—Pebformance op Shunt-peaked Circuit 


m 

Relative speed 

Overshoot, 

(referred to Rr-eireuit) 

% 

0 

1 0 

0 

0.250 

1.4 

0 

0.414 

1.7 

3.1 

0.500 

1 9 

6.7 

0.600 

2.1 

11.4 


Figure 2*5 demonstrates that the rise time can be reduced at the 
expense of increased overshoot. The proper compromise between speed 
and overshoot depends on various external factors. It is common to 
regard overshoots of 40 or 50 per cent as acceptable in servoamplifiers, 
whereas in television amplifiers perhaps 5 to 10 per cent is all that should 
be tolerated, and in certain measuring apparatus only about 1 per cent. 



"0 123456789 10 

t/RC 

Fig. 2‘6.—liesponse of shunt-peaked circuit to a stop function of current. 

Within the restriction of two-terminal coupling networks little 
improvement can be attained over shunt-peaking. However, there is 
one other two-terminal network (Fig. 2*6) that is worthy of mention. 
The steady-state performance of this network^ gives it its name. Its 
step-function response (Fig. 2*7) has only 1 per cent overshoot. 

Although the increase in performance of the circuit of Fig. 2*6 over 
that of the m « 0.41 shunt-peaked circuit is not very great, the extra 
complication is not great either; it is usually possible with a little ingenu¬ 
ity in layout to realize the capacity across the peaking coil as a stray 
capacity, so that no additional parts are required. 

* Doha, Bell T^ephone Laboratories, private communicatiojiL 
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Four-terminal Coupling Networks .—^To get substantial improvement 
over the performance figures given in Table 2*1 it is necessary to go to 


four-terminal networks, that is, to 
make use of the partition of the 
interstage capacity between an in¬ 
put and an output capacity. A good 
example of such a circuit is the four- 
terminal linear-phase circuit shown 
in Fig. 1-26. The step-function re¬ 
sponse of this circuit, shown in Fig. 
1*28, exhibits an advantage in 
gain/rise time ratio of 2.48 as com- 




Siz 


0.22 C- 

d 0.35 

o < 


> ■■■■■ ■- ' -O 


Fia. 2*6.—Two-terminal liiiear-pha»u 
network. 



i/RC 


Fig. 2*7.—liosponse of two-terminal 
Imear-phaHe network to a step function 
of (‘urrent. Gain/rise time advantage 
over the /^r-fircuit is 1.77; overshoot is 
1 per cent. 


pared with the RC circuit, and this ratio is accompanied by an overshoot 
of only 1 per cent. 

The great speed and small overshoot of this circuit make it very 
attractive. However, as with all 
four-terminal networks, a certain defi¬ 
nite capacity ratio is assumed, in this 
case i. By the reciprocity theorem 
it is possible to reverse the network, 
thereby accommodating a 2/1 capac¬ 
ity ratio; but for capacity ratios differ¬ 
ing from either i or 2, other circuit 
configurations must be employed. No 
such consideration is involved in the 
use of two-terminal networks, and the 
need to employ a different configurar- 
tion for a different capacity ratio may 
be regarded as the price of the increased performance of four-terminal 
networks. 

A four-terminal network designed for 1/1 capacity ratio^ is shown in 


3.75 i? 



Fio. 2-8.—Four-t«rminal network de¬ 
signed for 1/1 capacity ratio. 


* E. A. Schramm, Bell Telephone Laboratories, private oommunioation from R. L. 
Dietzold. The curves of Fig. 2*9 are due to A. J. Grossman of the i^ell Telephone 
Laboratories. 
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Fig. 2*8, and its step-function response is shown in Curve a of Fig. 2*9. 
Curve a of Fig. 2-9 shows an advantage of 2.1 in gain/rise time ratio as 



Fig. 2*9.—Hesponse to current step function of network shown in P'ig. 2-8. (o) Ci ■* C; 

(6) Ca = C/2; (c) C» = 2C. 


compared with the i?C-circuit and has 2 per cent overshoot. Curves (b) 
and (c) of Fig. 2*9 show the effect of designing the circuit for 1/1 capacity 
ratio when the actual capacity ratio is 2/1 or 1/2, respectively. 

The somewhat simpler circuit shown 
in Fig. 2*10, called the series-shunt 
peaked circuit, was widely used at the 
Radiation Laboratory. Its step-func¬ 
tion response is shown in Fig. 2* 11a. 
Curve a of Fig. 2*11 shows an advan¬ 
tage of 2.06 in gain/rise time ratio 
compared with the iSC-circuit and has 
3 per cent overshoot. Curve b of Fig. 
2*11 shows the effect of a left-hand 
capacity that is only half the right-hand 
capacity. For many applications the step-function responses of Curves 
h of Figs. 2*9 and 2*11 are entirely satisfactory. Although the circuits of 
Figs. 2*8 and 2*10 give substantially poorer performance than the circuit 
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shown in Fig. 1*26, the latter circuit is less tolerant with regard to capacity 
ratio. 

Composition of Rise Times ,—It is of interest to know how the rise 
times of the individual stages combine in multistage amplifiers. A very 



t/[RiC^C)] 

Fig. 2*11. —Response to current step function of series shunt-peaked circuit shown in 
Fig. 2-10. (a) Cl = C; (6) Ci * C/2. 

good ansAver can be given to this question when the individual stages are 
free from overshoot. The result is as follows: 

Rule 1.^ For an amplifier made up of n stages, each of which is 
free from overshoot, rise times add in the root-square, that is, 

T = Vr? + t| + • • • + T*, (4) 

where r is the over-all rise time and ri, r 2 , . . . , rn are the rise times of the 
individual stages. 

For the special case in which ti = t 2 = * * * = Tn, Eq. (4) reduces to 

r = Ti \/n- (5) 

Equation (5) shows, for example, that if a nine-stage amplifier made 
up of identical stages free from overshoot is to have an over-all rise time 
of Msec, each stage must have a rise time of ^ /msec. 

^ Rule 1 represents not the result of observation of many special cases but has a 
solid mathematical basis; it is in fact a translation into the language of transient 
response of the **central limit theorem'' of probability, stated by Laplace in 1812. 

Rules 2, 3, and 4 given below are essentially the results of observation of special 
cases. 

All the rules given here, Rules 1 through 6, are safely applied only to minimum 
phase-shift networks. 
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Equation (4) is actually a statement of a trend in the limit, as n 
increases indefinitely, and for any finite value of n is only approximate. 
However, the approximation is very good, usually mthin 10 per cent, even 
for values of n as small as 2. This fact is illustrated in the following 
listing, taken from Fig. 1-25, of rise times of identical cascaded /2C-coupled 
stages (Table 2*2). 


T\ble 2-2.—Rise Times of Cascaded /^C-coupled Stages 


n 

1 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

Relative rise time (in units of 2.2 
RC) . . . 

1 0 

1 5 

1 

1 9 

2 2 

1 

2.5 

2 8 

3 0 

3 3 

3.45 

3.6 


For stages having nonzero overshoot, tlicre is no clean-cut rule cor¬ 
responding to Rule 1. However the following rough statements can be 
made: 

Rule 2. For stages having very small overshoot (1 or 2 per cent) 
the overshoot grov s extremely slowly or not at all as the number of 
stages increases, and Eq. (4) still holds. 

Rule 3. For stages having overshoots of about 5 to 10 per cent, 
the overshoot increases approximately as the square root of the number of 
stages, and the rise time increases substantially less rapidly than as 
the root-square. 

Rule 3 can be illustrated by two tables. The first, Table 2*3, taken 
from Fig. 7-5, describes cascaded transitionally coupled double-tuned 
stages. 

Table 2-3.—Rise Time of Cascaded Transitionally Coupled Double-tuned 

Stages 


No. of stages 

Overshoot, % 

Relative rise time 

1 

4.30 

1.00 

2 

6.25 

1 32 

4 

8,40 

1.69 

6 

10.00 

1.95 


The second table, derived from Figs. 2*13 and 2*14, describes cascaded 
two-terminal networks of maximum gain-bandwidth product (Table 2*4). 
These two tables iUustrate the general principle that amplifier speed, 
especially in multistage amplifiers, can be substantially increased if over¬ 
shoot requirements are relaxed; not only can the rise time per stage be 
reduced, but the over-all rise time is not very much larger than the rise 
time of one stage. 
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Table 2-4. —Rise Time of CAsrADED Two-tebminal C'ir(’ijits of Maximum Gain- 

bandwidth Product 


No. of stages 

Overshoot, % 

Relative rise time 

1 

9 4 

1 00 

3 

15 2 

1 45 


A large number of examples of step-function responses of multistage 
amplifiers is given in two very valuable published papers.^ 

Rise Time Required in Measuring Apparatus. —When pulses are known 
to have a certain rise time, Eq. (4) can be used to determine how fast the 
response of the measuring apparatus should be in order to cause negligible 
slowing of the pulses being measured. Equation (4) shows that if the 
response of the measuring apparatus is twice as fast as the input pulse, the 
output pulse rise time is increased by only 11 per cent; if the measuring 
apparatus is three times as fast as the input pulse, the output pulse 
rise time is lengthened by only 5 per cent. Thus it can be said that for 
most purposes an amplifier two to five times faster than the pulses being 
measured can be regarded as intinitely fast. 

Equivalent Rise Time of a Cathode-ray--iube Spot. —A cathode-ray tube 
does not have infinitely sharp focus; because of the coarseness of its spot, 
an intensity-modulated cathode-ray tube must be regarded as an example 
of a pulse-measuring instrument of nonnegligible rise time. The equiva¬ 
lent rise time is easily computed. If the spot is assumed to have radial 
symmetry with an approximately Gaussian-error-curve intensity dis¬ 
tribution, the spot may be regarded as the reproduction of a delta-func¬ 
tion impulse by an equivalent Gaussian-error-curve filter. The rise time 
of the step-function response turns out to be about equal to the time 
required for the electron beam to move a distance equal to the spot 
diameter at the writing speed in use (the spot diameter is measured 
between the 60 per cent points on its intensity-distribution curve). The 
equivalent rise time is thus given by 


Spot diameter 
Sweep length 


X time per sweep length. 


In a radar presentation employing a 10-mile sweep on a plan-position 
indicator (PPI), the time per sweep length is about 100 psec and the 
ratio of spot diameter to sweep length is about 1/200. (The constants 
pertaining to a 5-in. tube employing a P7 persistent screen might be as 
follows: spot diameter == 0.3 mm; sweep length == 60 mm, both con- 

»H. E. KaHmann, R. E. Spencer, and C. P. Singer, ^^Tranaient Response,” Proc. 
l.R.E.f 38 , 169“196 (1946); A. V. Bedford and G. L. Fredendall, ** Transient Response 
of Multistage Video-frequency Amplifiers,” Proc. 27, 277-284 (1939). 
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stants being proportionately larger for a 12-in tube.) Hence the equiva¬ 
lent rise time of the cathode-ray tube is 0.6 jusec. The preceding paragraph 
indicates that there is little point in this case in providing the pulse 
amplifier with an over-all rise time less than about 0.2 /xsec. 

Relations between Steady-state and Transient Responses .—So far in this 
chapter nothing has been said about the amplitude-frequency or phase- 
frequency characteristics of pulse-amplifier stages, on the grounds that 
they are of no direct interest to the user of pulse amplifiers. For two 
practical reasons, however, it is now desirable to discuss these matters. 

The reasons are those of inadequacy of instrumentation, namely, the 
inadequacy at the present time of equipment for (1) experimentally 
measuring the pulse response of one stage of a really fast multistage 
amplifier and (2) mathematically computing the over-all pulse response of 
a multistage amplifier made up of complicated individual stages. It can, 
however, be expected that both these deficiencies will be overcome in the 
next few years. 

It is, of course, true that the pulse response of a linear amplifier can be 
exactly computed from its amplitude-vs.-frequency and phase-vs.-fre- 
quency curves, but the following qualitative rules are often useful: 

Rule 4. If r is the rise time, 10 to 90 per cent, of the step-function 
response of a low-pass amplifier without excessive overshoot and having a 
3-db bandwidth (B, then^ 

t(B == 0.35 to 0.45. 

Rule 5. The following three characteristics of an amplifier go 
together:^ 

1. Small overshoot (not more than about 1 or 2 per cent). 

2. Amplitude-vs.-frequency curve approximately gaussian. 

3. Phase linear over the pass band. 

An illustration of Rule 5 is given in Fig. 2-12, which shows curves of 
absolute value vs. frequency and phase error vs. frequency (i.e., phase 
deviation from linearity) for a number of circuits whose step-function 
responses display small overshoot. The curves have been normalized 
to have their 3-db points at/ = 1. Especially noteworthy is the closeness 
of fit, down to —10 db, among the Gaussian error curve and the ampli- 
tude-vs-frequency curves for the two- and four-terminal linear-phase 
networks. For contrast the absolute-value and phase-error vs, fre- 

1 For overshoots of less than 5 per cent the value 0.36 is the one to take. 

A consequence of Rules 1 and 4 is that for circuits leading to zero or very small 
overshoot, the bandwidth inevitably decreases as the square root of the number of 
stages. 

* Rule 5, like Rule 1, is related to the central limit theorem of probability. 
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quency curves are given for a circuit having 4.3 per cent overshoot (see 
Table 2*3). 

Maximum Gain/Rise Time Ratio .—It would be very valuable to have 
theorems on the best possible gain/rise time ratio corresponding to Bode^s 



0.1 0.2 0.4 0.8 1.0 2.0 4.0 


Frequency 

Fig. 2*12. —Normalized absolute value and phase error curves, (o) Gaussian error 
curve, overshoot ~ 0 per cent (phase assumed linear); (6) i2C-circuit, overshoot — 0 per 
cent; (c) two-terminal linear-phase network, overshoot = 1 per cent; (d) four-terminal 
linear-phase network, overshoot == 1 i>er cent; (e) low-pass equivalent of transitionally 
coupled double-tuned circuit, overshoot « 4.3 per cent. 

theorems^ on the best possible gain-bandwidth product. It is clear that 
the prot)lem is very difficult, even to formulate, particularly because the 
attainable gain/rise time ratio depends on the permissible overshoot. 
What is needed is a graph showing the largest possible gain/rise time 
ratio as a function of the fractional overshoot. An especially significant 

^ H. W. Bode, Network Aimlysis and Feedback Amplifier Design, Van Nostrand, 
New York, 194$, Chap. 17. The results are as follows: Consider low-pass interstage 
networks having input and output capacities C/2. Then if a simple i2C-circuit has 
its 3-db point at a frequency «or interstage networks exist having flat gain out to m 
and with advantages in voltage gain over the i?C-circuit of 2 and ir®/2 4.93 for the 

two-terminal and four-terminal cases respectively. 

By using nonidentical stages, which are not individually flat in gain but which 
have an over-all gain curve that is flat, W. W. Hansen [^^On Maximum Gain-band- 
width Product in Amplifiers,^' Jour. Applied Physics, 16, 528-634 (1946)] has been 
able to obtain a mean stage gain times over-all bandwidth improvement factor for the 
four-terminal case of 5.06 as compared vdth the simple HC-circuit. 
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point on such a graph would, of course, be that corresponding to zero 
overshoot. 

Figures 2-13 and 2-14 are of interest in this connection. The imped¬ 
ance of the two-terminal network of maximum gain-bandwidth product* 
is of the form \/{v + Vl + V^)> and the impulse response has the 



t/RC 


Fig. 2-13. —Response to step-function 
current of two-terminal flat-gain network of 
maximum gain-bandwidth product. The 
overshoot is 9.4 i>er cent, and the gain/rise 
time advantage over a parallel RC-circuit 
is 2.2. 


equation* the graph of 

Fig. 2*13 is derived by integrating 
and modifying the time 
scale by a factor of 2 to take 
account of the advantage in gain- 
bandwidth factor. The imped¬ 
ance of the n = 3 approximation* 
to the four-terminal network of 
maximum gain-band\vidth prod¬ 
uct, which has itself a gain-band¬ 
width fact or of 4. 84, is of the form 
l/(p + Vi + The impulse 

response has the equation 3J 
from which Fig. 2*14 is obtained. 


The fractional overshoots shown in Figs. 2*13 and 2-14 are surprisingly 


small when one considers the sharpness of cutoff of the pass bands causing 


them; the overshoot oscillations decay extremely slo'v^'ly, however. 



Fig. 2*14.—Response to step-function current of the n »= 3 approximation to the four- 
terminal flat-gain network of maximum gain-bandwidth product. The overshoot is 
15.2 per cent, and the gain/rise time advantage over a parallel RC-circuit is 3.75. 

From Figs. 2*13 and 2*14 it can be conjectured that the possible 
improvement factor in gain/rise time ratio for two-terminal networks with 
not more than 9.4 per cent overshoot is about 2.2 and the correspond¬ 
ing figure for four-terminal networks (15.2 per cent overshoot) is about 

^ H. W. Bode, op. cR., Eq. (17«13) and Fig. 17*4. 

* G. A. Campbell and R. M. Foster, “Fourier Integrals for Practical Applications, 
BeU System Tech. Monograph B584, (1931), Formula 576.3. 

> H. W. Bode, op. cU.f £q. (17*31) and pp. 440 et eeq. 
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3.75. These estimates are, for various Reasons, subject to considerable 
question. 

The advantage of four-terminal over two-terminal networks is con¬ 
siderably less in gain/rise time ratio than in gain-band^vidth product. 

Future Trends .—It is clear that it is not possible to secure order-of- 
magnitude improvements in gain/rise time ratio beyond present practice 
by the use of conventional amplifier cir¬ 
cuits. Various other possibilities exist, 
however. 

One possible method employs vacuum 
tubes as negative-capacity elements. 

This method is illustrated in Fig. 2-15, 
where positive feedback through the small 
capacity C yields a negative capacitive 
input impedance for the first tube. Feed¬ 
back chains employing circuits like this Fig. 2 i5.--NeKativo-capacity dr¬ 
one may be of value; but because the 

negative capacity tends to zero at higher frequencies, the scheme may be 
better adapted to achieving moderately fast rise times at a high imped¬ 
ance level than extremely fast rise times at a low impedance level. 

The development of secondary-emission and beam-deflection tubes 
may yield substantial increases in transconductance. 




Fig. 2-16.—“Transmission-line” amplifier. 

Schemes exist that make it possible, in principle, to achieve arbi¬ 
trarily large gain/rise time ratios, even with present tubes, provided that 
the number of tubes is not limited. According to one proposal* the band 
to be amplified is partitioned into n subbands, each of which is separately 
amplified by a conventional amplifier, the resultant voltages being added 
at the output terminals. This method has the defect, resulting from its 
additive character, that the gains and relative phases of the various 
channels must be kept in accurate adjustment. 

»C. W. Earp, British Patent 448113, accepted June 2, 1936. 
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A more ingenious proposal is symbolically illustrated in Fig. 2* 16. 
Transmission lines of the same propagation time are connected between 
the grids and the plates of a number of amplifier tubes. A voltage 
applied to the first grid, is transmitted along the grid line to the second 
grid, and at the same time produces a plate current gmCg that is trans¬ 
mitted along the plate line. Because of the equal propagation rates 
along the grid and plate lines, the plate current gmeg of the first tube 
arrives at the second plate in time to add to the plate current g^Cg caused 
by the signal voltage on the second grid. This process continues along 
the whole line and has the effect of producing an output current n times 
that of one tube, without a corresponding increase in shunt capacity. 
Thus the gm/C ratio is multiplied by n. 

In practice there may arise problems of line termination, ^ but the 
proposal is extremely promising. 

In his patent, Percival suggests building the whole apparatus in a 
single evacuated envelope, in the form of a long cathode with one trans¬ 
mission line for the grid and another for the plate. 

The crux of the matter is that because of the large area of the ele¬ 
ments the tube can have an extremely high transconductance, while the 
equal propagation times along the grid and plate transmission lines elim¬ 
inate the disadvantages of the large interelectrode capacitances result¬ 
ing from the use of tube elements that are physically large. 

2*3, Flat Top of Pulse.—This section is devoted to pulse distortion of 
the type shown in Fig. 2*16, which illustrates the nonfaithful transmission 
of direct current by the amplifier. 

Figure 2-2 shows that there are three /2C-combinations that hinder the 
transmission of direct current. These are the series CgRg grid circuit, 
the parallel RkCh cathode circuit, and the parallel screen circuit. The 
first of these circuits completely prevents transmission of direct current, 
and the other two reduce its transmission. 

An exact analysis of the behavior of the amplifier shown in Fig. 2*2 
would require examination of the interactions of these three circuits, but 
because of its complexity this procedure will not be followed, and the 
effect of each of the three circuits will be considered as if the others did not 
exist. 

Grid Circuit —If the plate-load resistor is small compared with the 
grid resistor (this assumption is made throughout this section), thfe series 
CgRg circuit may be regarded as a voltage divider across which a step- 

* W. S. Percival, British Patent 460562, accepted Jan. 25, 1937. 

* In both the transmission line amplifier and the recently announced traveling 
wave tube there is a close integration of the electron stream with the load network; 
the vacuum tube and its circuit are, as it were, one. 
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function voltage is applied. The voltage division ratio is 

(f 

1 + pRgCg 

where p = jw. The step-function response, shown as Curve 1 in Fig. 
2*17, is the exponential whose time constant is RgCg. 



t/Rg Cg 

Fia. 2‘17.'—Step-fimction response of n capacitance-coupled stages each of time constant 

RgCg, 

Observe that the tangent at ^ = 0 intersects the base line at a time 
equal to one time constant. Hence for a time that is a small fraction of a 
time constant, the fractional sag is equal to the fraction of the time 
constant; that is, the sag is 5 per cent at 5 per cent of a time constant. 

Cascaded Grid Circuits ,—The step-function response of n cascaded 
identical grid circuits is easily calculated. If the iJC-product is normal¬ 
ized to the value 1, the over-all voltage division ratio is 
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Therefore, the step-function response /(O is the Laplace transform of 


v\l+v) 


v\^+v/ (1+P)”' 

hence f{t) is the (n — l)st derivative of the Laplace transform of 


that is^ 


(1 + vY' 


d^i t” 


dr-i (n - 1 )! 


A graph of f(t) is shown in Fig. 2*17 for = 1 , • • • , 5. 

The important features to observe in Fig. 2*17 and in Eq. ( 6 ) are that 
( 1 ) the slopes at ^ = 0 increase directly with n, and ( 2 ) there is one addi¬ 
tional crossing of the baseline for each additional capacitance-coupled 
stage. 

For cascaded grid circuits with nonidentical time constants the graph 
of step-function response is very similar, although the mathematical 
expression involves only pure exponentials. For example, the step- 
function response of three capacitance-coupled stages having RC time 
constants 1 /a, 1//3, l/y respectively is 


m = 


(a - ■ 


y)(y — «) ^ 

7 ). The following general state- 


The slope of f{t) at ^ = 0 is — (a + + 7 ). The following general state¬ 

ment is very useful: 

Rule 6 . For an amplifier made up of stages having imperfect trans¬ 
mission of direct current, the initial downward slope of the step-function 
response is the sum of the initial slopes of the component stages; that is, 
the slopes add arithmetically. 

Rule 6 means that for amplifiers displaying small fractional sag in 
step-function response, the over-all sag can be computed simply by adding 
the sags from all individual causes. For example, if a certain amplifier 
has a step-function response displaying a sag in 100 /usee of 1 per cent for 
each of three coupling circuits, 2 per cent for a cathode circuit, and 2 per 
cent for a screen circuit, the over-all sag in 100 /nsec is 7 per cent. 

Correlation between Steihfunction Response and Low-frequency Cuioff ^— 
Since the 3-db point of a single capacitance-coupled grid circuit is 
/o = l/(2?r/2C), there is a clear connection between the time constant T of 
exponential decay and the 3-db low-frequency point, namely, T = l/(2ir/o). 


» G. A, Campbell and R. M. Foster, op, cit. Formula 431, The coefficients of e-** 
in the expansion of f(t) are called Laguerre polynomials. 
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But for more than one stage there is no useful correlation between step- 
function response and low-frequency cutoff. 

The reason is that the 3-db point increases as the square root of the 
number of stages whereas (Rule 6) the step-function slopes increase 
linearly with the number of stages. Unless the number of stages in an 
amplifier is stated, therefore, it does no good in determining sag to specify, 
as in common practice, the over-all low-frequency 3-db point. 

Cathode Circuit ,—An impedance Zk connected between cathode and 
ground of an amplifier stage (see Fig. 2*2) causes 
inverse feedback; as is well known, the output 
current of the tube is 

J -h 

For the case in w^hich Zk is a parallel RkCk 
combination, the fraction in expression (7) takes 
the form 

_1 + yRkCk _ ^ P -f g 

1 + QmRk + plikCk V + OlK 

where p = jw, a = \/RkCky = 1 + gmRk- The step-function response 
corresponding to F]q. (8) is 

/(,) . 'Lz I (9, 

A graph of Eq. (9) is shown in Fig. 2*18. 

The slope of Eq. (9) at / = 0 is — 1) = —gmlCk^ Hence if 

there is a 1 per cent sag allo\ved in a time ^i, it is necessary that 

Ck = lOOgJi. 

For a type 6AK5 tube, with gm = 5000 /xnihos, 



If h = 500 Msec a 250-Mf condenser would thus be required. Capacity 
values as large as this are usually impractical; in pulse amplifiers required 
to display small sag in step-function response it is therefore usual to 
leave the cathode resistor unbypassed. In that case the tube plate cur¬ 
rent, when a step-function voltage —Cg is applied to the grid, is a step 
function of amplitude 

1 

The gain-reduction factor 1/(1 + gmRk) is the price that must be paid for 
faithful flat-top reproduction. 



Fig. 2-18.—(a) Plate cur¬ 
rent of tube having RiCk 
cathode circuit when step- 
function voltage is applied 
to grid. 
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Sometimes, however, the cathode resistor is bypassed by a small 
condenser chosen for its effect in reducing rise time (see Sec. 2-4). 

Screen Circuit —An impedance Z» in the screen lead causes a drop in 
screen voltage and hence in plate current. The effect may be analyzed 
as follows, assuming Z* = 0 and a constant ratio k between screen and 
plate current {k is usually about i or 1): Let ip be the actual plate current. 
Then kip is the screen current; this produces a screen voltage drop fcipZ,, 
which, in turn, leads to a plate-current reduction where 

— 

“ de, 

is the screen-to-plate transconductance. Hence 

ip ~ QinCg kipZgQin,») 

or 

• — QmCg 

1 + Z.kg„,; 

But fcffm,. = !/»■., where r, = de,/di, is the dynamic screen resistance 
(plate resistance of the tube connected as triode with screen strapped 
to plate). Hence 

if — Qm^t 5 ^ ■ ( 10 ) 

1 + 

r. 

If Z« is a parallel R,C, combination, the fraction in Eq. (10) may be 
written as 

P + 18S 

p + + 1)' 

where j3 = lAtC, and S — r,/R,. The step-function response has the 
equation 

/(«) = 

A graph of Eq. ( 11 ) has the same general form as Fig. 2*18. 

The slope of Eq. ( 11 ) at i = 0 is —jS = — l/r,C«. Hence for a 1 per 
cent sag allowed in time h it is necessary to have 


For a type 6AC7 tube, with r, approximately equal to 20,000 ohms, 
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If ti == 500 jusec, C* = 2.5 /nf. Since capacitors having such values are 
not too bulky, screen leads are usually bypassed. 

FlaHop Comp^sation ,—The plate supply decoupling network /2dCd 
(see Fig. 2 2) permits compensation for the flat-top distortion due to 

RgCg. 

The proper relation among Riy Cdy Rgy Cg is given by 

RiCa = RgCg, ( 12 ) 


If Eq. (12) is satisfied,-lihen the voltage across Rg is given by Eq. (13), 
provided the tube of Fig. 2*2 is assumed to be a constant-current generator 
and the loading effect of Rg upon the plate circuit is neglected: 


^Rg Qmf'gRl 


p (p + g + 5) 

{p + oi)(p + 8)' • 


(13) 


where p = jw, a == lIRgCg = l/RfCdy and 8 == 1/RdCd- The step-func¬ 
tion response of Eq. (13) is 


'm 


— Sc"*** 


a 7^ 


(14a) 


or 



t/RgCg 


Fig. 2*19.—Flat-top compensation for RgCg with RaCdf Curves (a) and (h) for the case 
Rd * Ri, (a) RiCd « RgCgi (b) [RtRd/iRi + Rd)]Cd « RgCg; (c) Rd « 0. 


Equations (14a) and (146) display zero slope at i = 0, and it is in this 
sense that Eq. (12) was said to be the proper criterion for the decoupling 
constants. The somewhat more usual relation 


RiRd 

Ri 4 " Rd 


Cd = RgCg 


( 16 ) 


leads to the step-function response Figures 2* 19a and 6 compare 
criteria (12) and (15) for the case in which a » 3, i.e., Ri « Rd* It is seen 
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that even for a sag as large as 10 per cent, criterion (12) (Fig. 2-19a) 
permits 2.5 times as long a time duration as does criterion (15) (Fig. 2*196). 
For comparison the uncompensated case is shown also, Fig. 2* 19c. 

If Ri, the distinction between criteria (12) and (15) tends to disap¬ 
pear, because of the inexactness of commercial resistor and capacitor 
values. In principle, however, even for Rd/Ri as large as 5, a 1 per cent 
sag occurs at about seven times greater time duration with criterion (12) 
than with criterion (15). 

Schemes exist for overcompensating the flat top of a pulse; such pro¬ 
cedures are sometimes useful with pulses of known duration. There arc^ 
also methods for compensating the screen circuit by means of the de¬ 
coupling circuit, but these are not discussed here. 

2«4. Inverse Feedback.—The main advantages of inverse feedback 
for pulse amplifiers are gain stabilization and improved linearity in the 
ratio of output to input voltage. Inverse feedback is also employed to 
reduce the rise time of unpeaked amplifiers. 

Cathode Resistor .—The plate current of an amplifier tube with unby¬ 
passed cathode resistor Rk is 


1 “f" QmRk 


( 16 ) 


Equation (16) shows that the sensitivity to changes in Qm is divided by 
1 + gmRk] hence distortion caused by variation of gm with signal amplitude 
is similarly reduced, and the amplifier linearity is improved. For the 
case where gmRk = 1, the distortion is cut in half. 

If Rk is bypassed, there is no reduction in distortion for frequencies 
for which the bypassing is effective. Nevertheless, the variability in 
quiescent plate current among tubes of the same type is reduced; and 
because there is a good correlation between transconductance and quies¬ 
cent plate current for tubes of a given type, the transconductance variabil¬ 
ity is also reduced. This is an important argument in favor of self-bias, 
in view of the usual 2/1 range in g^ permitted by the JAN-IA tube specifi¬ 
cations under fixed-bias conditions. 

Cathode Peaking .—^As mentioned in Sec. 2*3 it is usually difficult 
to bypass the cathode resistor with a condenser large enough to give good 
flat-top reproduction. In that case and provided also that the plate 
circuit is constrained to be a simple /2C-circuit, it is worth while to choose 
a value of cathode bypass condenser according to the following discussion, 
in order to increase amplifier speed. 

The analysis of this cathode compensation scheme is most simply 
carried out by normalizing the plate-circuit constants to consist of a 1-ohm 
resistor in parallel with a 1-farad condenser, setting 1 + gJRk = K and 
denoting the ratio of cathode-to-plate time constants by p. The output 
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« 

_ l_ I +PP _ 1 _ 

1 + \ + p ^”‘'K + ppl+p 


(17) 


If the cathode is left unbypassed, p = 0, and the response of Eq. 
(17) to a unit step-function voltage is 


^ (1 - O. (18) 

If, on the other hand, the cathode bypass condenser is chosen so that 
Cathode time (‘onstant = plate time constant, (19) 

then p = 1 and the response of Eq. (17) to unit step-function voltage Cg is 


/(/) = ^ (1 - ■ "). (20) 


Equation (20) displays K times as much speed as Eq. (18) and fully as 
much gain. 



Fia. 2*20.—Step-func’tion response of cathode-peaked pulse-amplifier stage, 


— 1 4 " OmRk = 2 . 

Ratio of cathodo-to-plate time constants *= p « RkCk/RiC. 

It must be pointed out that although the cathode compensation 
scheme increases the gain/rise time ratio as compared with the unby¬ 
passed cathode resistor case, it yields no advantage in gain/rise time 
ratio as compared with the case in which the cathode is grounded or 
bypassed completely. This conclusion follows from Eq. (20), which 
shows that the iC-fold increase in speed over the grounded-cathode case 
comes at the cost of a if-fold decrease in gain. 

Cathode compensation can be employed with constants other than 
those prescribed by Eq. (19). In Fig. 2-20 is shown a family of step- 
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function-response curves calculated for if = 2 and various values of p 
As these curves show, the step-function response is overcompensated for 
too large values of p. 

It is possible to combine cathode compensation with plate-circuit 
peaking of various sorts, but the details are complicated and are not 
given here. The gain/rise time ratio never exceeds that of the grounded- 
cathode case. 

Screen Resistor ,—resistor between screen and screen voltage supply 
stabilizes the quiescent screen current and hence the plate current. The 
effect is very much like that of a cathode resistor and for the same reason 
reduces the transconductance variability among tubes of the same type. 

The number of ohms in a screen resistor that produces the same 
degenerative effect as a 1-ohm cathode resistor can be determined by an 





argument like that used in Sec. 2-3 under ‘‘Screen Circuit.” It turns 
out'that a screen resistor of 

gmr, ( 21 ) 

ohms is equivalent to a 1-ohm cathode resistor, where, as before, r, is the 
dynamic screen resistance. 

A typical value of Expression (21) for a type 6AC7 tube with 
Qm » 10,000 pmhos and r, « 20,000 ohms is 200; hence a 60,000-ohm 
screen resistor has the current-stabilizing effect of a 300-ohm cathode 
resistor. 

Grid-plate Resistive Feedback ,—Local feedback can be applied from the 
plate of an amplifier stage back to its own grid as shown in Fig. 2*21. 
This circuit can be extended from stage to stage, in which case it is 
customarily called a “feedback chain.” This subject is treated at 
length in Chap. 6. In particular, as shown in Sec. 6*6, it is possible by 
such means to attain with an amplifier employing simple interstage 
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networks (except for the first and last) the gain and bandwidth per¬ 
formance that would otherwise require complicated interstage networks. 

Over-’Cill Negative Feedback ,—Moderate amounts of over-all negative 
feedback can be employed without much difficulty in two- or three-stage 
pulse amplifiers that use two-terminal coupling networks. For proper 
design of the loop gain characteristic the reader is referred to the exhaus¬ 
tive treatise of H. W. Bode.^ 

Figure 2-22 illustrates a simple application of negative feedback to a 
two-stage amplifier and cathode follower. Amplifiers of this sort can 
easily be built with inverse-feedback loop gains of 100, thereby reducing 
the sensitivity to variations by a factor of 100. In particular, varia¬ 
tion of gain with respect to heater voltage is made negligible. 


B+ 



2«6. Gain Control of Pulse Amplifiers. Attenuators, —Potentiometer- 
type stcJp attenuators of the capacitance-compensated type, as shown in 
Fig. 2*23, may be used at the input terminals of a pulse amplifier or, 
between stages. For pure attenuation with no waveform distortion, all 
the jRC-products must be the same. If the impedance level at the 
attenuator can be kept low enough, say 100 ohms, so that the maximum 
/2C-product (maximum resistance times stray capacity) is negligibly 
small compared with the rise time of the waveforms used, the addition 
of the compensating capacitances is unnecessary and a simple poten¬ 
tiometer can be used. 

For intermediate cases where an extremely low impedance poten¬ 
tiometer is not permissible, a partially compensated potentiometer 

1 H. W. Bode, Network Analysis and Feedback Amplifier Design^ Van Nostrand, 
New York, 1945, 
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scheme can sometimes be used. This involves adding from input 
terminal to arm a condenser haxdng a value ecjual to the capacity existing 


Input 



i? jCj = R 2 C 2 = = R^C^ = R^C^ 

Fig. 2*23.—Compensated step attenuator. 




Unit-Step 
input voltage 



Output voltage 
(no load) 



0.1 0.2 0.3 0.4 0.5 0.6 

t/RC 

Fig. 2 « 24 .—Step-function response for partially compensated potentiometer. 


from arm to ground. The distortion of step-function response for 
different potentiometer adjustments is shown in Fig. 2-24. For voltage 
divisions up to 3 (it > 0.33), adding the extra condenser is an improve- 
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ment; but for higher attenuation {k < 0.33), it is better to omit the 
condenser. 

For use at line impedance levels (50 to 100 ohms), any of the standard 
types of ladder, 7", or bridged-T attenuators may be used if the resistors 
are sufficiently noninductive (composition resistors, for example) and 
stray capacitances are kept down to a minimum. 

A very interesting type of constant-impedance attenuator has been 
reported by H. E. Kallmann.^ Use of 
relation between decil)els and shaft 
rotation, and the attenuation can be 
made independent of frequency up to 
about 70 Mc/sec or more. 

Control of Tube Characteristics .— 

Since the gain of a pulse-amplifier stage 
is a direct function of variation of 
Qm by changing d-c voltages on th(‘ tube 
elements is a possible way of controlling 
gain. This method is practical in stages 
where the signal amplitude is small com¬ 
pared with the grid base. By simul¬ 
taneously applying the control voltage 
to several successive stages, an appre¬ 
ciable range of control may be achieved. 

The variable voltage may be applied to 
the control grid (through /?<,), the screen 
grid (through i?«), or the sui>pressor 
grid. In the third case it is desirable 
to use a tube mth good suppressor 2 25.—Variation of gam by feed- 

control, such as the type OASb. 

This type of control is better suited to adjusting the output amplitude 
with a fairly constant input signal than it is for correcting for large input 
level variations where there is danger of overloading the first stage. 

Variable Negative Feedback .—One s mple method of gain control is 
shown in Fig. 2-25. A variable cathode resistor is so arranged that it 
varies the feedback but not the tube bias. Gain variations up to 5/1 
can usually be accomplished in this way without difficulty. The limit 
depends on the speed of the stage, since, for higher speeds, the maximum 
size of the variable resistor must be held down. This method is good for 
variable input levels because the input voltage overload level increases 
as gain is reduced. 

For other types of feedback amplifiers, the gain can also be changed 

E. Kallmann, “Portable Equipment for Observing Transient Response of 
Television Apparatus/’ Prac. J.R.E., 28, 351-359 (1940). 


^'Kelvin line^^ permits a linear 

B + 
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Voltage 

out 


by changing the feedback ratio. This may not be easy if the amount of 
feedback is large but can usually be accomplished with a compensated 
attenuator in the feedback path. 

2«6. D-c Restoration.—This widely accepted but misleading designa¬ 
tion refers to a process of clamping either the most positive excursion 
or the most negative excursion of a signal to a specified voltage level. 
For a constant-amplitude periodic signal it is desired to accomplish this 
without significant waveform distortion. 

D-c restoration is most often used where the signals are ^‘single- 

sided/’ as they are in television and 
Voltage ^ radar pulse syst e m s. When such 

o — ■■[ ( ^ . . . .. o asymmetrical signals have been passed 

through capacitive couplings, their 
d-c component is lost, and for this 
( j particular type of signal the use of 

v. 1 -^ the terra “d-c restorer” is fairly well 

justified. 

. A typical d-c restorer circuit for 

1 f positive-goin signals is shown in Fig. 

To ground or 2*26. For negative-going signals the 

reference voltage level diode is reversed. Good d-c restora- 

^ tion requires signal amplitudes at least 

Fig. 2 ‘ 26 . —Typical d-c restorer circuit i i u. • i j x 

(shown for positive-going signals). large as 1 Volt, suicc diodc conduct- 

ance is small for small signals. 

A danger with the d-c restorer shown in Fig. 2*26 for positive-going 
signals is that diode heater-to-cathode hum current develops a hum 
voltage across Rg, For type 6AL5 diodes with Rg — \ megohm, and 
6.3 volts alternating current applied to the diode heaters, with one side 
of the heaters grounded, the hum voltage in 12 out of 98 tubes tested was 
in excess of 0.25 volts, and 1 tube produced 1.4 volts of hum. This hum 
voltage may be very disturbing. It may be avoided or reduced by use 
of one of the following: (1) A nonthermionic diode, such as a germanium 
crystal (but the back resistance of such crystals is small, tending to 
increase the sag in pulse response), (2) direct current on the diode 
heaters, (3) a separate heater winding for the diode heaters, suitably 
biased, or (4) smaller values of Rg (this also tends to increase sag). The 
heater-hum difficulty does not arise in the case of a d-c restorer for 
negative-going signals. 

The action of the circuit of Fig. 2*26 upon signals is shown in Fig. 
2*27. Although not visible in this illustration, waveform distortion 
occurs whenever the amplitude of the envelope of the waveform increases, 
i.e., while the coupling condenser is being charged to its new value. 
When the amplitude of the envelope decreases, there is a delay in restoring 


To ground or 
reference voltage level 

Fig. 2‘26.—Typical d-c restorer circuit 
(shown for positive-going signals). 
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the level of the baseline until the condenser has had time to discharge to 
the new value. 

This discussion is based on the assumptions of (1) voltage generator 
impedance low compared with Rg, (2) an ideal diode, and (3) a zero 





Fig. 2‘27.—Effect of d-c restorer (time scale long compared with time constants 
involved), (o) Original signal, d-c component shown dotted; (6) signal after d-c component 
has been removed; (c) signal at output terminals of d-c restorer. 


Input 

signal 


Sag caused by 
inadequate Rg Cg 
time constant 


Output signal ^ 

with restorer Undershoot caused by 

restoring charge in Cg 
through diode resistance 

Fig. 2‘28,—Clipping caused by d-c restorer (with rectangular input pulse having a time 
duration of the same order of magnitude as RgCg)* 

impedance supply for En- Ordinarily, the parameters are such that 
these approximations are justifiable. Also, it is assumed that the time 
constant RgCg is large compared with the duration of individual pulses 
within the signal envelope but short enough to follow envelope varia- 
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tions. Here caution must be exercised, for these last assumptions are 
frequently not true. Figure 2*28 shows the result when a rectangular 
pulse having a duration of the same order as RgCg is passed through the 
circuit. In this case the flat top of the signal has been distorted because 
of the inadequate grid time constant RgCg, and the undershoot at the 
end of the signal has been radically altered in form by the action of the 
diode. The residual undershoot shown is due to the finite resistance 
of the actual diode; the ratio of undershoot to sag is approximately 

^diode/ (f^diode “f" Raouxcti) • 

For negative-going signals it is possible to use the grid of a zero-bias 
amplifier as its own d-c restorer, but the results are often not so good 
as the use of a separate diode for the purpose, because the grid-cathode 
conductance may not be large. 

Where a d-c restorer is used, it must be remembered that the RgCg 
coupling circuit can no longer be exactly compensated by the decoupling 
network (see Sec. 2*3), since a nonlinear network with a nonlinear ele¬ 
ment cannot be exactly compensated by a linear network. Therefore, 
where a d-c restorer is required, the RgCg coupling cir(*uit should be 
adequate to preserve flat top by itself. 

2*7« Limiting Amplifiers,—For a good many puiposes, particularly to 
avoid driving an intensity-modulated cathode-ray tube into the bloom¬ 
ing” region, it is necessary to place an absolute limit on the magnitude 
of the output signal. This limit can be specified either with respect to 
(1) the arC axis of the input signal or (2) the peak-to-peak excursion. 

Both cases are customarily treated by adjusting the bias of a nega¬ 
tive-going pulse-amplifier stage so that it is driven beyond plate-current 
cutoff for signals larger than the specified value. Thus a definite limit is 
established. 

A common way to set the limit is to increase the screen dropping 
resistor Rg until the desired limit is obtained, leaving Rk at its normal 
value. This reduces the quiescent-plate-current variability among tubes 
and hence the limit-level variability, as discussed in Sec. 2*4. 

If Rs is bypassed, there is variation, however, of limit level with duty 
ratio, i.e., with the average value of plate current. The reason is that 
average plate current determines average screen current; this, in turn, 
in the presence of a bypassed screen resistor, determines quiescent screen 
voltage and hence limit level. The only way to combine limit-level 
stabilization with regard to both duty-ratio and tube variability is to 
leave unbypassed. 

Unfortunately, leaving Rg unbypassed is not practical; it not only 
greatly reduces gain but also increases the input capacity of the tube 
by the amount where g is the voltage gain from grid to screen and 
Cffg is the grid-to-screen capacity; this is an example of a somewhat 
unconventional Miller effect. The conclusion is that an engineering 
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compromise has to be made between limit-level stabilization with 
regard to duty ratio and limit-level stabilization with regard to tube 
variability. 

If limiting of the peak-to-peak type is desired, d-c restoration should 
be used at the grid of the limiter stage. This method may be economi¬ 
cally used by making Rk = 0, so that the grid performs its own restoring 
action to prevent excursions in a positive direction from ground level. 
(72, is then the sole current-stabilizing element.) It may be better to 
use a separate diode as the restorer, with its plate tied to the amplifier grid 
and its cathode tied to the desired potential. Certain precautions 
regarding the use of d-c restorers are noted in Sec. 2*6. 

The output voltage from such a limiter has its positive excursion 
limited if the output signal is taken from the plate. Therefore, if it is 
desired to limit the negative excursion instead, the limiting stage should 
be followed by another that inverts the polarity. 

2-8. The Mixing of Multiple Input Signals. Resistance Networks ,— 
Almost any of the types of resist¬ 
ance mixers used in the communi¬ 
cation field can be employed for 
pulses if noninductive resistors 
are used, capacities are kept down, 
and the impedance level is reason¬ 
ably low. 

Tube Mixing ,—Because a pen¬ 
tode is essentially a constant-cur- 
rent generator, one may parallel 
the plates of two or more pentode 
amplifiers, using a common load 
impedance. The effect of in¬ 
creased putput capacity on the 
speed of the plate circuit must be taken into account, and allowance must 
be made for the effect of the increased direct current in the load and 
decoupling resistors. 



Fig. 2-29.— Feedbark-amphfier mixer. 


-vw 



-Nodal analysis of feedback-type 
mixer. 


Fig. 2*30. 

however. 

Under particular conditions tube mixing may be 
using more than one grid as a signal-injecting element, 
suppressor of the type 6AS6 may be used in this way. 


This system has the distinct 
advantage that it is unilateral. 
For cases where a maximum of 
isolation is desired among the in¬ 
put signals to be mixed, it is an 
excellent method. The linearity 
of mixing is not very good, 


accomplished by 
For example, the 
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Mixing Network with Feedback Amplifier .—Figure 2-29 shows a type 
of mixer whose output voltage is accurately additive. In addition, 
coupling among input channels is very low if the amplifier gain is high. 

The behavior of this mixer circuit may be understood from the nodal 
analysis of Fig. 2*30, drawn for a single input channel. Setting Y = 
1 /Z, G = l/Rh the determinant A is obtained: 

0 
Y 

r+ (? 


{Qn. - Y) 

_ 1 _ 

11 

^ gJG ~ Y/G 


for Y gmy>G. 

If ^ gmRi w + 1, the output voltage is accurately equal to the nega¬ 
tive of the input voltage, regardless of variations in gm^ By the principle 
of superposition the mixer as a whole is accurately additive in its input 
voltages, except for a sign reversal, i.e., 

Cp = — (i^i + -^2 + • • • + -Bn). 

Figure 2*31 shows a three-channel feedback mixer. The condenser C 
is included to block direct current. Because of the inverse-feedback 
action, the resistors R can be made much larger than usual for a given 
speed of response. 

Nonadditive Mixing .—In some applications, particularly where the 
pulse output voltage is used to modulate the intensity of a cathode-ray 
tube, it may be desirable to arrange matters so that if two or more input 
signals occur at the same time, the output voltage will be that due to the 
largest signal only; this process is called nonadditive mixing. For 
example, if a cross-hatched pattern is to be presented on an intensity- 
modulated cathode-ray tube, it is desirable to suppress the extra bril¬ 
liance at the intersections of the lines that would occur if the two signals 
were added. 

^ For a multistage amplifier gmRi should be replaced by the gain a of the amplifier 
with the feedback loop open. 


A = 


Hence 


gp _ Ais 
El All 


Y 

-F (n + l)Y 
0 gm - Y 

-Yjg^ - Y) 


(n + l)YiY+G) + Y( 
1 


{n + l){Y+G) 


1 + 


Qw 


1 


1 + 


W + 1 
QmRl 



Sec. 2*8] 


THE MIXING OF MULTIPLE INPUT SIGNALS 


101 


B+ 


This can be done for any number of input channels of positive polarity 
signals by putting the signals 
through separate cathode followers 
operating with a common cathode¬ 
load impedance Rk and biased in 
their quiescent conditions approxi¬ 
mately to plate-current cutoff 
(Fig. 2-32). If Rk can be made 
large enough so that the gain is 
nearly unity, then a signal of 10 
volts in one input channel intro¬ 
duces approximately 10 volts addi¬ 
tional bias on the other cathode 
followers. Thus a signal of less 
than about 10 volts in any of the 
other input channels cannot over¬ 
come the grid bias and hence does 
not appear in the output voltage. 

Therefore the largest input signal 
at any instant effectively masks 
all smaller ones. 

For oases where the value of Rk is such that the gain is substantially 
less than unity the biasing-off action is not complete, and some addition 
occurs for signals that are smaller than the largest one. 



Fiq. 2-31.- 


Typical three-channel feedback- 
amplifier mixer. 


B+ 



Fig. 2*32.—Nonadditive mixer for positive-polarity signals. Any number of input channels 
can be used, with one tube for each input channel. 
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When the initial quiescent bias is insufficient for plate-current cutoff, 
there are two significant effects: (1) The gain is less for small signals than 
for larger ones (a nonlinearity is introduced in the gain characteristic), 
and (2) the gain is reduced, again resulting in some addition of signals. 
Effects (1) and (2) an' both due to the loading of the output circuit by the 
additional cathode impedances when the tubes are not operated at initial 
cutoff. Usually some additive effect can be tolerated, so that complete 
initial cutoff is not retjuired. 



.□ XJn_J^"'l-JnD-”TZrLGround level 

u" u u - u- lj lj i_r-Lj- Ground level 

Fig. 2-33. —Electronic input-channel switching. Input signal No. 1 is passed through 
when waveform “A” is below ground and waveform “B” is at ground. 

In principle the same action can be obtained with diodes instead of 
cathode followers if the input signals come from sufficiently low impedance 
sources and the common load impedance of the diodes is large compared 
with the forward impedance of any one of the diodes. By poling the 
diodes properly, either polarity of input signal may be used, provided 
that all input signals have the same polarity. The diode methoci is not 
likely to be practical in most cases. 

For either of these methods the d-c level of the input signals must be 
held constant; this ordinarily requires d-c restoration if the signals have 
appreciable duty ratio. 

2«9, Electronic Switching of Pulse Amplifiers. —The need often arises 
to switch the input signal to a pulse amplifier so that it will be applied 
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only at a desired time. It is seldom permissible merely to turn off the 
plate or screen voltage or cut off the suppressor of an amplifier stage, 
since this action causes a severe switching transient, which is passed on 
to the rest of the amplifier. 

The switching transient can be eliminated or at least reduced to a 
very short duration by the method shown in Fig. 2-33. The additional 
pentode is used to compensate for the change of current with switching 
in the amplifier pentode. An adjustment is provided for balancing the 
currents. 

If it is desired to switch the amplifier input terminals from one input 
channel to another, the second input signal may be applied to the grid 
of the second pentode. 

The device for generating the gating waveform (rectangular wave¬ 
form) may be a multivibrator or trigger circuit as the switching require¬ 
ments demand. For periodic switching controlled by a sine-wave 
generator (such as the power-line current), a ^^squaring^’ amplifier can 
be used. The essential requirement is that the d-c level of the top of 
the gating waveforms be fixed. If necessary, d-c restorers can be used 
at the grids of the cathode followers, but often direct coupling can be 
arranged. 

2*10. Output Stages. High-impedance Load .—Many of the applica¬ 
tions for pulse amplifiers concern a load that is essentially a high resistance 
shunted by a small capacity, such as the input impedance of a cathode- 
ray tube. For a tube used as a voltage output stage of a pulse amplifier 
of this sort, a logical figure of merit is the ratio of maximum output 
voltage to rise time with resistance-capacitance load. (This figure of 
merit disregards the important question of gain.) 

For signals that are either symmetrical or of negative polarity at the 
grid of the tube the maximum output voltage is = IpRh where Ip 
is the quiescent plate current of the tube and Ri is the load resistor. If 
the total output circuit shunt capacity, including that of the load, is C 
and if r denotes the 10 to 90 per cent rise time, then 

~ ^ ^ volts/sec (22) 

[compare Eq. (22) with Eq. (3)]. 

For signals of positive polarity at the grid of the tube, the same 
formula holds if Ip is redefined as the incremental plate current from the 
quiescent point to some allowable maximum. It is difficult to evaluate 
the figure of merit for the general case, since the allowable value of Ip is 
sometimes determined by plate dissipation, sometimes by emission, and 
sometimes by the requirement of avoiding grid current. 

The following table has been compiled by considering the case of 
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symmetrical signals, making reasonable assumptions about the limiting 
factors on Ip and assuming 20-MMf capacity beyond the amplifier tube 
itself. 


Table 2*5.—Ratio of Maximum Output Voltage to Rise Time for Various 

Ti»be Types 


1 

Tube type 

/p, ma 

C 

EmAx/r (volts//zsec) 

6AK5 

10 

23 

200 

6AC7 1 

15 

25 

270 

2-6AK5's 

20 

26 

350 

(in parallel) 
6AG7 

30 

27.5 

500 

6V6GT/G 

45 

27.5 

750 

6L6G 

75 

30 

1 

1130 


The listings in Table 2*5 are sensitive to the assumed external capacity. 

The proposal is sometimes made that the figure of merit [Eq. (22)] of 
an output stage can be increased by using cathode-peaking (Sec. 2-4). 
Consider a type 6AK5 tube, for example, with = 5000 /umhos and 
Rk = 200 ohms, so that 1 + QmRk = 2. Suppose the plate-load resistor 
is 2000 ohms, and suppose the cathode bypass condenser is chosen so that 
the cathode and plate time constants are equal. Then, as follows from 
Eq. (20), the response to a step-function grid voltage is as fast as normally 
results from the parallel combination of a 1000-ohm load resistor and the 
output capacity. 

However, it is argued, the maximum output voltage is what is 
achieved from a 2000-ohm load resistor, i.e., 20 volts for a maximum 
change in plate current of 10 ma. Hence the ratio Em^z/r is thought to 
be twice what it is in the grounded-cathode case. The fallacy in this 
argument is that the inverse feedback is able to double the speed of 
output-circuit response only when there is enough plate current available 
to drive the output circuit with a sharply peaked current waveform, 
having an initial current twice its steady-state value. If this doubled 
plate current is not available, the inverse-feedback action fails. Hence 
the improvement in speed pertains to small signals only and not to 
limiting signals. 

What happens in the cathode-peaked amplifier stage above is that the 
maximum output signal is equal to 20 volts, corresponding to the com¬ 
bination of 10 ma and 2000 ohms, but the speed of response of a limiting 
signal is no greater than that of a grounded-cathode stage having the same 
plate circuit. 

AmplifierB ,—^When driving the deflection plates of a 
cathode-ray tube, considerable output voltage is required, and it is better 
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Push-pull 

output 


Fiq. 2*34.—Typical ptish-puU pulso^amplifier stage. 


B4 




Fio. 2*35.—Phase inverter, (a) Single-tube phase inverter; (b) balanced-output imped¬ 
ance phase inverter. 
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from the standpoint of focus to apply the signals in push-pull. A push- 
pull output stage for such purposes is usually constructed like two 
identical single-ended stages, each driving a single deflection plate. 
The only difference is that the two cathodes are tied together and go 
through a common bias resistor. Because there is in principle zero 
signal current flowing through the cathode resistor, leaving the cathode 
resistor unbypassed entails no loss in gain, in contrast with the single¬ 
sided amplifier case. Such a stage is shown in Fig. 2-34. 

Phase Inverters ,—The transition between a single-sided stage and a 
push-pull stage is accomplished by means of a phase-inverter stage. It is 
usually impossible to employ a center-tapped pulse transformer because 
of its inadequate flat-top performance. 

The circuit diagrams of two types of phase-inverter stages are shown 
in Fig. 2*36. The type shown in Fig. 2-35a is best used at fairly low 
level, where R can be kept small without requiring excessive plate cur¬ 
rent. At frequencies above about 10 Mc/sec a pentode should be 
employed in the circuit of Fig. 2*35a to avoid the signal transmission 
path through the grid-plate capacitance. When a pentode is employed, 
the plate resistor should be larger than the cathode resistor in the ratio 
of the cathode current to the plate current. 

For operation at still higher frequencies it is wise to proportion the 
voltage divider consisting of the grid-cathode capacitance and the 
cathode-ground capacitance so that its loss is equal to the loss through 
the tube from grid to cathode, i.e., so that 

Cgk ^ gmR 
Cgk + Cko 1 + gmR^ 

where Cgk is the grid-cathode capacitance and Cko is the cathode-ground 
capacitance. This requirement usually necessitates adding grid-cathode 
capacitance. 

The phase inverter shown in Fig. 2-356 has low gain but has the 
advantage of equal and low output impedances. Moreover, both heater- 
cathode and plate-supply hum are canceled in this arrangement, whereas 
neither type of hum is canceled in the circuit of Fig. 2*35a. 

The action of the circuit of Fig. 2-356 may be explained by denoting 
by ig the signal current in the cathode follower, by ii the branch* current 
(from the left-hand push-pull tube) that flows in the resistor R between 
push-pull cathode and ground, and by u the corresponding branch cur¬ 
rent from the right-hand push-pull tube. Then, if the push-pull tubes 
are assumed to have equal transconductance gfm, 


ix — gmRi$f 

ii = “^gmR{u + * 4 * 
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O r 


or pentode 
connected as triode 


3C 


Low-impedance Load ,—A pulse amplifier is often required to drive a 
low-impedance line of character¬ 
istic impedance between 50 and 
100 ohms. If such a line is termi¬ 
nated in its characteristic imped¬ 
ance, it can be treated as if it were 
a load resistor. But the necessity 
frequently arises for isolating the 
d-c level of the amplifier plate 
from the line, and in order to pre¬ 
serve good reproduction of pulse 
flat top an extremely large block¬ 
ing condenser would then be re¬ 
quired. The customary way oi 
avoiding these difficulties is to use 
a cathode follower between the last amplifier stage and the line, as shown 
in Fig. 2-36. 

Cathode Follower ,—The cathode follower is a form of voltage feedback 
amplifier having a voltage gain less than unity. For a load impedance 
R^ the gain is 

gmR 


Transmission line 

Ground or bias _ 

potential . *- 

Fig. 2-.30. Use of cathode followei to drive 
low-impedance line. 


8 = 


1 + QvJt 


M + 1 


(23) 


Since ptySf I for pentodes and most triodes, Eq. (23) can be written 

QjM _ 


The output resistance is 


1 + gmR 


R 


1 + QmR 


M + J 


or approximately 


R 


= f?(l - 8). 


1 

The input capacitance of a triode cathode follower is 

('■im w Cgp "1“ (1 8)('«*» 


(23o) 


(24) 


(24a) 


(25) 
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where g is the gain of the cathode follower, Cgp is the direct grid-plate 
capacity, and Cgk is the direct grid-cathode capacity. For a pentode 
cathode follower with screen bypassed to cathode, 

Cin « (1 - 9)(Ca. + Cg,\ (26) 

where Cga is the direct grid-screen capacity. 

As an example consider a type-6AC7 pentode cathode follower with a 
Qni of 9000 /umhos and a 1000-ohm cathode load resistor. Then from 

Eqs. (23a), (24a), and (26) it follows that 
the gain g is the output impedance is 
100 ohms, and the tube input capacity is 
about 1.3 iniL To this 1.3 iiyi must be 
added the usual wiring and socket capacity 
of about 4 /xjuf; the total input capacity at 
zero frequency is thus reduced to about a 
third the usual 6AC7 value. It must be 
remembered, however, that for a cathode 
follower with RC load the input capacity 
increases somewhat with frequency because 
of the lower gain of the cathode follower 
at the higher frequencies; unfortunately, 
it is precisely at the higher frequencies that 
reduction in capacity is important. 

The low output resistance of a cathode follower is its most valuable 
feature. If a condenser Ck is connected across the resistor Rk (see Fig. 
2*37), then the rise time is determined by the combination of Ck and the 
output impedance of the cathode follower; this rise time is only 1 — g as 
long as the rise time of the RkCh combination; i.e., 

2.2RkCk 

’ - r+i3.- 

For a given external capacity Ck considerably greater speed can therefore 
be obtained. 

Equation (27) was derived on the assumption of a constant value of 
Qm; that is for small signals. However, it holds for positive-going step 
functions even of extremely large amplitude, since in the positive direction 
the Qm of a tube does not decrease until the grid is driven far into the 
positive region. 

In the case of negative-going signals, Eq. (27) holds only for small 
signals. A large negative step-function grid voltage moves the grid 
voltage instantaneously; because the cathode voltage cannot follow 
instantaneously, the instantaneous grid bias is then large. (It must be 
remembered that the trailing edge of a positive pulse is a negative-going 


B+ 



Fio. 2-37. -Circuit for analy¬ 
sis of effect of capacity in shunt 
with load of cathode follower. 
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step, to which the above remarks apply.) The tube is cut off if the 
amplitude of the step is larger than the difference between the quiescent 
grid-cathode bias and the bias value for cutoff. The condenser C* then 
discharges through Rk only, until the cathode potential falls to the point 
where the tube again conducts. 

The conclusions for pulses of amplitude about equal to the grid base 
of the tube are that (1) the cathode follower is an unsymmetrical device 
that is faster on the rising edge of the pulse than on the falling edge, (2) 
the fall time is a function of amplitude and may be as large as that of the 
external circuit. The fall time can be reduced by increasing the quiescent 
voltage drop across /4, which ordinarily means increasing the quiescent 
plate current of the tube. 

2*11. Examples. Pulse Amplifier for Deflection-modulated Cathode-ray 
Tube .—The amplifier whose circuit diagram is shown in Fig. 2*38 was 
designed for use with the Radiation Laboratory Model P-6 Synchro¬ 
scope^ and is intended to drive the deflection plates of a type 5JP1 
cathode-ray tube. 

The over-all rise time of the amplifier is /isec, with about 1 per cent 
overshoot over-all, and the sag in a 200-Msec rectangular pulse is about 
1 per cent. The gain is 200, and the deflection sensitivity at the amplifier 
input terminals is about i volt/inch. The maximum peak-to-peak out¬ 
put voltage is about 220 volts, or 3i inches. 

The amplifier is operated in Class A, so that it accepts signals of 
either polarity and its gain is independent of duty ratio. 

The input step attenuator is of the compensated type discussed in 
Sec. 2*5, the semiadjustable condensers being set to make the RC products 
equal. The voltage ratio per step is about 3/1. 

Fidelity of flat-top reproduction is achieved by leaving the cathode 
resistors unbypassed and employing large screen bypass condensers and 
large RgCg time constants. The coupling condenser between the type 
6AC7 pHase-inverter tube and the left 6AG7 tube is only 0.001 /xf, but 
flat-top compensation is used in that stage (see Sec. 2-3). The com¬ 
pensating network is placed in the grid lead rather than the plate-supply 
lead; this reversal permits a very small value of d [see Eq. (14)] and is a 
good idea where the plate-load resistor is small, as is the case in very high¬ 
speed amplifiers. 

The peaking circuits are of the four-terminal linear-phase type (Fig. 
1*26) whose step-function response is shown in Fig. 1*28.> 

The phase inverter has the form of Fig. 2*35a. For the reasons given 
in Sec. 2*10 it is operated as a pentode. Hence the plate-load resistor 
(390 ohms, = 4300 in parallel with 430) is 20 per cent larger than the 

^ Vol. 22, Chap. 7, of the Radiation Laboratoiy Series. 
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t. 2*38.—Pulse aniplifier for deflection-modulated cathode-ray tube. 
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cathode-load resistor (320 ohms), because the cathode current is about 
20 per cent larger than the plate current. 

Only the plate circuit of the phase inverter is peaked; the low output 
impedance of the cathode circuit is adequately fast without peaking. 

Pulse Amplifier for Intensity-modulated Cathode-ray Tube .—^The 
amplifier whose circuit diagram is shown in Fig. 2*39 was designed to 
drive the cathode of an intensity-modulated cathode-ray tube. 


*4 lOk, 2w 



Fig. 2*39.—Pulse amplifier for intensity-modulated cathode-ray tube. 


The over-all rise time of the amplifier is about ^ ^sec, with about 
6 per cent overshoot over-all, and the sag in a 1000-Msec rectangular pulse 
is about 2 per cent. The gain is about 20, with very conservative ratings 
of tube transconductances. Tha output voltage is about 35 volts. 

The amplifier is intended for one-sided signals of positive polarity 
at the amplifier input terminals, and d-c restorers are used at the input 
terminals of the last amplifier tube and at the eathode of the cathode-ray 
tube. 

Positive signal pulses, limited to an amplitude of 1 volt, are brought 
to the amplifier terminals on a 100-ohm coaxial line, whose terminating 
resistor is located on the amplifier chassis. 
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Tube-mixing (Sec. 2-8) of the signal and market pulses is accom¬ 
plished in the 6J6 plate circuit. The gain of the mixer stage is about 
unity. 

Gain is adjusted by varying the amount of degeneration in the cathode 
lead (Sec, 2*5) of the first type 6AK5 tube. 

The peaking of the 6J6 mixer stage must take into account the shunt¬ 
ing effect of the triode plate resistance. A larger value of peaking 
inductance is therefore required for the same increase in speed. The 
second stage employs simple shunt-peaking, with m = 0.41 (Sec. 2*2). 
In the last stage, where it is necessary to achieve large output voltage as 
well as high speed, a four-terminal network is employed; this is a variant 
of the network of Fig. 1*26. 

A 47-ohm, 0.01-Mf decoupling network vnll be observed in the plate- 
supply lead of the second stage. Its purpose is to decouple the amplifier 
from the particular power supply in actual use and has no general 
significance. 



CHAPTER 3 

PULSE AMPLIFIERS OF LARGE DYNAMIC RANGE 

By Harry J. Lipkin 

3*1. Introduction.—Certain special applications require high-gain 
video, or pulse, amplifiers that must handle a large dynamic range of 
incoming signals, with voltage ratios between largest and smallest signals 
of 10^ or more. One such application is the crystal-video receiver,''^ 
in which an r-f pulse signal from the antenna is immediately detected 
and the resulting video signal amplified. The type of amplifier required 
for this purpose is quite different from the high-fidelity pulse amplifiers 
discussed in Chap. 2, as is made clear by the fact that not one of the 
amplifiers discussed in this chapter employs high-frequency peaking. The 
purpose of this chapter is to present the special features and design con¬ 
siderations of pulse amplifiers in which the emphasis is on high gain and, 
above all, very large dynamic range. 

Gain .—To obtain maximum sensitivity, the amplifier should have 
sufficient gain to bring pulses up from the amplifier noise level to an 
amplitude suitable for viewing on an indicator or for triggering an 
auxiliar y cinm it. The rms open-circuit thermal-agitation noise level 
e = \^4kTRB is approximately 7 fiv for an amplifier source resistance 
R = 3000 ohms and bandwidth B = 1 Mc/sec; if the amplifier noise 
figure is 3 db, the equivalent input noise level is 10 ^v. To obtain a noise 
level output of 3 volts, a gain of 110 db is required. For other band- 
widths, noise figures, output levels, and source resistances the required 
gain varies somewhat, but the order of magnitude remains the same. 

Dynamic Range .—Signals appearing at the input terminals of the 
amplifier may have amplitudes as small as that of the noise, that is, 
several microvolts, or as large as several volts. If no special care is taken 
to handle the large signals, they will either drive successive stages of the 
amplifier to cutoff or cause heavy grid current to flow, causing the ampli¬ 
fier to block for a considerable period after each strong pulse and thereby 
rendering it completely useless for the amplification of weak signals 
during that time. Some applications require that the period of insensi¬ 
tivity following strong signals be reduced below an acceptable minimum; 
others require further that the width of strong pulses be preserved 
despite limiting. In either case the problem of overload is the central 

^ See Vol. 23 of the Radiation Laboratory Series, 
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one in this type of amplifier and requires an entirely different approach 
from that of Chap. 2. 

Microphonics, —A problem peculiar to high-gain pulse amplifiers 
is that of microphonics. RIechanieal shock or vibration of the first 
amplifier tube causes fluctuations in the plate current which appear as 
low-frequency signals at the output of the amplifier. If the low-frequency 
response of the amplifier is good enough by conventional standards to 
pass the pulse satisfactorily, experience shows that microphonic signals 
are considerably stronger than saturation level, in spite of all mechanical 
precautions that may have been taken, such as shock mounting. Elimi¬ 
nation of microphonic signals can therefore be accomplished only by 
rejecting low frequencies somewhere in the amplifier. This rejection 
results in distortion of the pulse and in low-freqtiency overshoots which 
must be minimized in the amplifier design. 

Small Amplifiers, —Iligh-gain \ddeo amplifiers are often useful for 
ultraportable applications in which performance is secondary to light 
weight and low power consumption. Design of these amplifiers requires 
a different emphasis. Very often the circuits actual!}^ used are inefficient 
according to normal criteria such as gain-bandwidth product or number 
of stages. 

Theoretical Approach. —The classic method of using the amplitude 
and phase response of a network in order to determine its transient 
behavior is very \iseful in linear cases; this treatment can be applied to 
high-gain video amplifiers, however, only with reservations. In the 
consideration of signals below saturation level linear theory is useful to 
determine rise time or optimum bandwidth for good signal-to-noise ratio. 
However, in regard to large signals and overload effects the amplifier is 
primarily nonlinear, and the linear theory is of little use. 

Use with Square-law Detector. —High-gain video amplifiers are fre¬ 
quently preceded by a crystal detector to make a crystal video receiver. 
Since the detector is a square-law device, quantities such as dynamic 
range and signal-to-noise ratio are different if specified at the input 
terminals of the crystal from what they are at the input terminals of the 
amplifier. For example, a 100-db dynamic range at the amplifier input 
terminals corresponds to only a 60-db dynamic range at the crystal input 
terminals. A more extended treatment of crystal video receivers is 
presented in Vol. 23, Chap. 19, of this series. 

3*2. Theory of Overshoots.—In video amplifiers condensers are 
widely used for coupling and bypass purposes. If these condensers are 
not to cause pulse distortion, they must behave as a perfect short circuit 
for any frequency other than zero. This restriction requires that the 
voltage across the condenser and therefore its charge remain constant 
regardless of the presence of signals. However, all signal voltages tend 
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to charge or discharge such condensers, each pulse causing a small change 
in the charge of each condenser. After the end of the signal pulse, each 
condenser tends to restore itself to its normal charge, thereby producing 
transients that appear as spurious signals following the pulse. These 
spurious signals are referred to as low-frequency overshoots, since they 
arise from the poor low-frequency response of the amplifier, i.e., the 
failure of the condensers to have zero impedance at low frequencies. 
In the remainder of this chapter, they are referred to simply as over¬ 
shoots and are the only type of such phenomena considered here. 

In the type of pulse amplifier to which this chapter is devoted, the 
large dynamic range makes the matter of overshoots the main problem. 
It is not sufficient for the overshoots to be reduced to 10 per cent or even 1 
per cent of the signals producing them, because even 1 per cent of a very 
strong signal is still considerably stronger than the very weak signals to 
which the amplifier should be sensitive. In order that the overshoot on a 
1-volt signal be less in amplitude than a 10-mv signal, the overshoot must 
be leas than 0.001 per cent. It is for this reason that the problem of how 
overshoots are produced and how they can be controlled is given, the 
extensive analysis that follows. 

Generation of Overshoots .—(Consider the circuit of Fig. 3*1, which 


represents a simplified coupling 
circuit. In the absence of signal, 
all voltages are zero, there is no 
current flow, and there is no charge 
on the condenser. 

Let a rectangular pulse of cur¬ 
rent la be applied at the input ter¬ 
minals. The condenser appears as 



Fio. 3*1.—Coupling circuit. 


a short circuit to the leading edge of the pulse. The voltages across Ri and 


J ?2 are equal and, if shunt capacity is neglected, rise instantaneously to 



During the flat portion of the pulse, t^ie condenser C charges as 
though through the resistances JKi and Rz in series. If this flat portion 
continued indefinitely, a steady-state condition would finally be reached 
where all the current flowed through Ri, the voltage across it being 
/oJSi. The voltage across Rz would be zero, and the voltage across C 
would therefore be laRi- The time constant determining the rate at 
which this condition is approached is (/?i + R 2 )C. Therefore the 
voltage €c across the condenser is 


ec - laRiil - e 


(2) 
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If the pulse length r is short in comparison to the ti^e constant 
(Ri + the voltage across the condenser at the end of the pulse is 
approximately 


ec ^ IaR\ 


T 

(Ri + /?2)C* 


(3) 


At the end of the pulse the current ceases suddenly, leaving this voltage 
on the condenser. The voltage due to the discharge current divides 
between Ri and R 2 , which are in series a(^ross C, in proportion to the 
resistances. Therefore the voltage across R 2 is 


_ laRlT if 2 __ IaR\R2 T 

~ {Ri + R,)C (liTTWj ~ S7+ R, (Ri + R,)C‘ 


(4) 


Comparison of Eqs. (4) and (1) shows that the ratio of the overshoot to 
the signal, called the fractional overshoot, is 


® (ffi 

This overshoot decays exponentially to zero with the time constant 
(ifi + R 2 )C. Ri is usually a plate-load resistor connected between the 
plate and the voltage supply, and if 2 is a grid resistor connected 
between grid and ground. 

It is standard practice to make R 2 as large as possible in order to 
reduce the fractional overshoot to a minimum without affecting the 
other characteristics of the amplifier, which are controlled by the plate¬ 
load resistor. However, this is a dangerous procedure if grid current 
flows. To see this, assume as a rough approximation that when the grid 
is driven positive, it acts to cause a short circuit between grid and ground 
but that when it is driven negative, it acts as an open circuit. During the 
pulse, therefore, R 2 is zero, and Eq. (3) becomes 

ec « (6) 

At the end of the pulse, the«grid circuit is open, and the resistance across 
the terminals of R 2 regains its original value. Thus the division of the 
condenser voltage takes place across the two resistors, making the over¬ 
shoot amplitude 


_ IaR2^ 

" C(Ri + R,y 

and the fractional overshoot is 


(7) 
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Thus the fractional overshoot is what it would be if the grid resistor 
were zero. However, the decay time constant of this overshoot is 
{Rx + R 2 )C. Therefore, the conventional design, with Rx small and R% 
large, is worthless in this condition 
of grid-current flow. The frac¬ 
tional overshoot is large because the 
high grid resistor has no effect, but 
the recovery is very slow because 
the high grid resistor is then 
effective. 

In this analysis it has been as¬ 
sumed that the plate-load resistor 
Rx has been returned to ground 
instead of to as is actually the case in an amplifier. This fact has no 
effect on the overshoot calculation in that it merely adds a d-c com¬ 
ponent to the voltage across Rx- 

Similar calculations can be made for the decoupling, screen bypass, 
and cathode bypass (drcuits shown in Figs. 3*2, 3*3, and 3*4. The results 
are shown in Table 3*1. 

It should be noted that the overshoot in the decoupling circuit is of the 
same sign as the signal, instead of the opposite sign as in the case in 
coupling circuits. Its amplitude depends on the plate-load resistor 


i-TL J\ - e 



Fio. 3*2.—Decoupling circuit. 





Fig. 3*3.—Cathode bypass circuit. 





and is independent of the decoupling resistor. The decay time constant 
is, however, proportional to the decoupling resistor. 

The screen and cathode circuits behave like the coupling circuit, 
except that in both of these cases tube resistances shunt the resistor 
determining the time constant. Also, since the coupling condenser 
blocks direct current completely, whereas the screen and cathode bypass 
condensers merely degenerate the d-c, the fractional overshoot is multi¬ 
plied by a factor of slightly less than unity. This factor becomes 
unity if the degeneration is complete. In the case of the screen bypass 
condenser this factor is complicated and involves the control character- 
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istics of the screen grid. Since its effect in most practical cases is negli¬ 
gible, it is omitted in Table 3T. The result is, therefore, a somewhat 
conservative approximation. Similar simplifying assumptions have been 
made in the cathode bypass case. 


Table 31.—Fractional Overshoot and Recovek\-']ime ('onstani for Common 

CiRCITITS 


Circuit 

F'g 

1 

1 

Fractional overshoot, 
T« r 

Recovery time 
constant T 

Coupling 

3 1 

T r 

R,)C “ T 

(«. + R,)C 

Decoupling 

32 

T Ri T 

RiC ” RxT 

RiC 

Cathode bypass 

33 

gv*T 

c 

C 

. 1 

Screen bypass 

34 

T 

f 

K + r,, ^ 


All of these calculations are subject to the approximation t <K T. 

Cascaded Overshoots .—Since each condenser produces an overshoot, it 
it necessary not only to understand how a single overshoot is generated 

but also to ascertain the effect of 
several overshoot-producing cir¬ 
cuits in cascade. Consider first the 
response of the simple coupling cir¬ 
cuit of Fig. 3T to a signal that has 
already passed through such a cir¬ 
cuit in a previous stage. The input 
pulse then has a slightly drooping 
top and is followed by an overshoot 
as shown in Fig. 3*5. The action 
during the pulse itself is very similar 
to the case of the flat pulse, except 
that the charge on the condenser is 
slightly less because of the decrease 
in the driving current during the 
pulse. This is a second-order effect 
and can generally be disregarded. 
Thus, the voltage across the condenser at the end of the pulse can be 
calculated from Eq. (3). 

At the trailing edge of the pulse, the input current drops not to zero, 
as in the previous case, but to the negative value of the overshoot pro¬ 
duced by the previous stage. This current produces an output voltage 
that is the same in per cent as the input overshoot. To this volta|;e is 



Fig. 3*5.—Waveform produced by cou¬ 
pling circuit whose input contains a pulse 
that has already passed through one such 
stage. 
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added the voltage across the condenser, and an overshoot is thus produced 
whose amplitude is the sum of the original overshoot and the one that 
would be produced by this circuit if there were no previous overshoot 
present. 

The decay of this double overshoot is more complicated than that of 
the single case. The sudden change in sign of the signal at the end 
of the pulse is followed more slowly by the condenser, which discharges 
and then charges in the opposite direction, aiming always for the point 
at which the condenser voltage equals the input voltage and the output 
voltage is zero. The waveforms for this case are shown in Fig. 3*5. 
Since the input signal is decreasing exponentially while the condenser 
voltage is increasing, a point (point 
p in Fig. 3*5) is reached where the 
two curves cross and the input volt¬ 
age crosses the baseline. The con¬ 
denser now discharges, its voltage 
being always greater than the input 
voltage. This discharge action 
produces a secondary overshoot in which the voltage rises to a maximum 
in the same direction as the original signal and then drops exponentially 
to zero, as shown in Fig. 3*6. 

Each successive condenser adds another overshoot. Thus after a 
number of such stages a waveform similar to that shown in Fig. 3-6 is 
obtained. 

Although the preceding analysis presents a good qualitative picture 
of the secondary overshoot, in order to obtain quantitative information 
about its amplitude and duration it is necessary to go to a more rigorous 
mathematical treatment. Consider then the differential equation for 
the circuit of Fig. 3T: 

dci C2 _ dii 

dt^ T (/?, + Ri) dt’ 

where 62 is the output voltage, ii is the input current, and T is the time 
constant (Ri + R 2 )C. The solution of Eq. (9) is 

where A is a constant of integration. 

If ii is the result of the overshoots produced in m pr,evious stages, it 
can be considered as the sum of exponential terms, each term represent¬ 
ing an overshoot. Thus 

t’l = ^ Ije 



Fig. 3-6. “Wavoloriii of pulse obtained 
from several successive coupling-circuit 
stages. There is one crossing of the base¬ 
line for each coupling circuit. 


(11) 
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where T/ is the time constant of the^th circuit, all the Tj^ being assumed, 
for the moment, to be unequal. Substituting Eq. (11) in Eq. (10), the 
result is 


€2 


^ L( («I + Ri) Ti J 

y -1 

m 

= Ae~^ + ^ (r, T), 


£ _ I 


( 12 ) 


where Ej = RiR 2 /{R\ + R 2 )Ii is the output voltage that would be 
produced by an input signal if the effect of C were neglected. 

If any of the T/s are equal to one another, there are terms in the 

_^ 

expression for ii of the form (Jt/TjYe which also appear in the cxpres- 

sion for e^. If any of the T/s are equal to 7", terms of the form (t/TYe ^ 
appear in the expression for C 2 . The exact values of these terms can be 
determined by substitution in Eq. (10). Because of the complicated 
algebra involved in this substitution, only the results for the general case 
are given here. 

Consider the general case of an amplifier in which, preceding the 
circuit being considered, there are r circuits of time constant T and s cir¬ 
cuits of time constant T,, where there are m different values of the time 

m 

constant Tj and n,* circuits for each value Tj. Then ~ ^ the 

y-i 

total number of circuits preceding the one considered is therefore 


m 

r + ^ n/. Then 


m Tij — l 


and 


*-0 


i-i Jk-O 
i-i 


m n/—1 

i-1 *-o 


fe)‘ _1 y ^'(0' 


(a) 

(13) 

ib) 


Mrhere Ek and are the products of Ik and Ikj by RiRi/{Ri + f2»). 
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Equation (13) is quite complicated for use in amplifier design. If the 
presence of equal time constants is disregarded in an amplifier and Eq. 
(12) is used instead, an error is introduced which is, in general, not 
sufficient to alter the order of magnitude of the overshoot. Hence Eq. 
(12) is generally used for all rough calculations. 

Examination of Eq. (12) shows that each overshoot entering the 
input terminals appears at the output terminals modified in amplitude 
by the factor 1/1 — (Tj/T)^ but with the exponent unchanged. There 
is added a term corresponding to the overshoot that would be produced 
by this particular coupling circuit in the absence of other overshoots. 
The amplitude of this term is dependent upon the initial value of the over¬ 
shoot. Since this has been shown by the previous analysis to be the sum 
of the individual overshoots each acting independently, the value of A 
can easily be obtained. 

Using this analysis it is simple to trace each overshoot through an 
amplifier. At each successive coupling circuit an overshoot of given time 
constant is changed in amplitude, but not time constant, by a factor 
1 — Tj/T, If the time constant T of a coupling circuit is much greater 
than the time constant Tj of the overshoot, 1 — Tj/T is close to unity, 
and the overshoot amplitude is unchanged by this circuit. This con¬ 
clusion is reasonable, since the charge on a condenser can not change 
appreciably during a time short in comparison to the time constant of 
the circuit. If on the other hand T is much less than Ty, the factor 
1 — Ti/T is very nearly equal to —Tj/T, A long overshoot is there¬ 
fore reduced in amplitude by a coupling network having a short time 
constant by a factor equal to the ratio of the time constants involved. 
Furthermore, the sign is changed, making the long time constant over¬ 
shoot appear on the other side of the baseline. It is this change of sign 
which gives rise to secondary and higher-order overshoots. 

If T is nearly equal to Ty, very large values are obtained for the over¬ 
shoot amplitude. However, in order to satisfy the initial conditions, A 
is also large and opposite in sign to the other overshoot amplitude. 
Since T is very nearly equal to Ty, the exponents of these terms are very 
nearly equal for small values of t/T, Thus the two large terms 
very nearly cancel. To avoid taking the difference between two nearly 
equal large terms a good approximation can be made for small values 
of t/T by assuming that T is equal to Ty. 

Nonlinear Effects ,—Although ordinary linear-circuit analysis breaks 
down in cases where amplifier stages are overdriven, the theory of over¬ 
shoots as described here can still be applied. It is merely necessary to 
consider the effects of limiting on each signal wherever limiting occurs. 
The charging of the coupling condenser by grid current has already been 
considered. 
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The first effect of limiting is to clip the top of the pulse, as shown in 
Fig. 37, reducing the amplitude considerably. When limiting occurs, 
the term fractional overshoot, as used in the preceding analysis, becomes 
ambiguous. This term was defined in reference to the signal amplitude 
at the point where the overshoot is produced. Thus the actual amplitude 
^ of an overshoot of 1 per cent, pro- 

I duced before limiting, will be greater 

I ^1 at the amplifier output terminal 

_1 -.- -I _ _ than a 10 per cent overshoot pro- 

r duced after limiting has reduced the 

signal amplitude by a factor greater 
than 10. Therefore, although the 
use of fractional overshoot is con¬ 
venient for the calculation of a 
lia. 3-7.—Limiting. single Circuit, it is better to convert 

to absolute values in volts before combining the effects of several circuits. 
If this is done, there is no difficulty in using the methods previously 
outlined. 

The shape of the top of the pulse depends upon whether the limiting is 
caused by driving the grid of a tube beyond cutoff or into the positive 
region. If the tube is cut off, the top of the pulse appearing on the plate 
must be flat, as shown in Fig. 37, because changes in the grid voltage 
below cutoff have no effect on the plate current. However, if limiting 
is produced by driving the grid positive, an increase in the grid voltage 
still increases the plate current, even though considerable power is 
required from the driving source. The top of a pulse limited by grid 
current still has a nonzero slope, although it is very much less than the 
slope of the input pulse. 

As long as the pulse alone, and not the overshoot, is clipped, Eq. (13) 
holds mthout reservations. The limiting affects only the value of the 
constant A, which is chosen to meet 
the initial conditions as modified by k 

the clipping of the pulse. In most \ 

cases, the overshoot amplitudes are 
kept sufficiently low so that they 
are not clipped. If as in Fig. 3*8 
this is not true, Eq. (13) still applies, 
but allowance must be made for the 

discontinuity. The limited portion 3-8.—Liimting of an overshoot, 

of the overshoot (between points 

a and h in Fig. 3*8) can be considered as a single overshoot, having an 
infinite time constant. The constant A of Eq. (13) can be found from 
the initial conditions (Point a). The portion of the overshoot following 


Fig. 3-8.—Limiting of an overshoot. 
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Point h is the same as if there were no limiting, except that a new value 
of the constant A, determined by the conditions at Point fe, is again 
required. 

3«3. Circuit Design for Minimum Overshoot.—Since the magnitude 
of the overshoot produced by a given circuit is inversely proportional 
to the time constant of the circuit, it is theoretically possible to make all 
overshoots negligible simply by making all the time const ants sufficiently 
large. Practically, however, there is a limit to the maximum usable 
values of resistance and capacitance, and it is generally impossible to 
design a high-gain amplifier with no overshoots at all. Furthermore, 
even if it were possible, some form of low-frequency-rejection filter to 
eliminate microphonics would still be needed. This filter would neces¬ 
sarily introduce an overshoot, since it would effectively introduce a short 
time constant. 

Although it is impossible to eliminate overshoots completely, it is 
advantageous wherever possible to design (‘irciiits so that the overshoots 
produced by them are negligible at the output terminals of the receiver. 
The magnitude of tlie overshoot following a very strong signal inust 
therefore be negligibly less than the magnitude of a very weak signal, or 
else the fractional overshoot must be negligibly less than the ratio of the 
weakest signal to the strongest. 

Because of limiting, the dynamic range of signals actually present 
at any given point in the amplifier varies from point to point in the 
amplifier. At each point of limiting, all signals above a certain amplitude 
are clipped. The dynamic range beyond this point is thus reduced, and 
therefore the allowable fractional overshoot is increased. Thus the first 
few circuits have the most severe re(iuirements on the time constants 
in order to eliminate overshoots. The nearer a given circaiit is to the out¬ 
put end the shorter its time constant can be without introducing appre¬ 
ciable overshoot. 

If the dynamic range of an amplifier is one million, the fractional 
overshoot produced by any circuit preceding the first point of limiting 
must be less than one-millionth if the overshoot is to be negligible at the 
output end. This condition can generally be achieved only if there is a 
short time constant later on in the amplifier. If all time constants were 
long, the fractional overshoot produced by the first circuit would be 
approximately equal to the ratio of the pulse length to the time constant. 
To make this negligibly less than 10~®, a time constant of the order of 
seconds would be required for a 1-gsec pulse. It is impossible to obtain 
this value of time constant in most practical cases. As discussed in 
Sec. 3*2, use of a short time constant later in the amplifier reduces the 
magnitude of the overshoot of time constant Ti due to the first circuit 
by 1 — Ti/T 2 - In most practical cases this is approximately the ratio 
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of the time constants. The fractional overshoot for the overshoot of 
time constant Ti is then given by 


Ti 1\ 


T2- 


Solving Eq. (14) for Ti yields 



(14) 

(15) 


Assuming that the overshoot must be one-tenth of the weakest signal 
in order to be negligible, a is 10“^ for a dynamic range of one million. 
Then, assuming as typical values r = 2 /xsec and T 2 = 5 Ti is found 
to be equal to 10,000 /xsec, which is not an unreasonably high value for 
some circuits. 

Overshoots in Conventional RC’-circuits ,—The expressions for the frac¬ 
tional overshoots of the common RC coupling, decoupling, cathode- 
bypass, and screen-b 3 pass circuits are given in Table 3*1. 

For coupling circuits, the upper limit on grid resistors for most tubes 
is about 1 megohm. If no grid current is drawn, a condenser of 0.01 yi 
gives a time constant of 10,000 /4sec. If the value of the resistor is 
closer to 0.1 megohm, the condenser required is 0.1 yi. These are 
reasonable values for use in most amplifiers, except those where extremely 
small size is required. However, the use of a postage-stamp'^ size 
O.Ol-ftf condenser with a 1-megohm grid resistor allows a fairly small 
amplifier to be built. 

If grid current is drawn, the grid resistor is shunted by the input 
conductance of the tube and no longer affects the time constant, which 
is now dependent upon the plate-load resistor and coupling condenser 
only. Since the plate-load resistor must carry the plate current of the 
tube, values higher than 50,000 ohms are not generally used. Although 
some special applications allow the use of a higher resistor, triodes are 
used in these cases for certain reasons discussed below (see Sec. 3*5). 
The plate resistance of the triode, therefore, effectively shunts the load 
resistor, and the parallel combination is generally less than 50,000 ohms. 
The coupling condenser required for a time constant of 10,000 /isec is 
therefore at least 0.2 yl and is generally higher. Elimination of over¬ 
shoots therefore becomes impractical with simple i2C-coupling if grid 
current is drawn. Note that the use later in the amplifier of several 
small time constants instead of only one introduces another factor in 
Eq. (14) reducing the fractional overshoot a. This procedure allows the 
use of a time constant smaller than 10,000 /isec in the first circuit. 

Decoupling circuits can generally be designed for negligible over¬ 
shoot. The plate load and decoupling resistors can commonly be made 
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as high as 10,000 ohms. This value of resistance requires a capacity 
of 1 Atf to get a time constant of 10,000 /isec. For a large amplifier this 
capacity is allowable, but for small amplifiers some other scheme must be 
used. Generally several small time constants later in the amplifier 
alleviate the problem. 

Screen-bypass circuits require components of the same order of 
magnitude as decoupling circuits and are therefore subject to the same 
limitations. For this reason, it is often advantageous, especially where 
small size is important, to use triodes and eliminate the screen-bypass 
circuit. 

Table 3*1 shows that the resistance determining the time constant 
of the cathode circuit is equal to the Qm of the tube. Enormous cathode- 
bypass condensers are required to obtain a time constant of 10,000 fisec; 
e.g., a tube having a Qm of 3000 /umhos requires a cathode-bypass con¬ 
denser of 30 ^f* For tliis reason it is common practice to leave cathode 
resistors unbypassed. If the cathode resistor is kept small, the loss in 
gain due to degeneration is not appreciable. In some cases, the cathode 
resistor is bypassed by a small condenser in order to improve the high- 
frequency response. In this case the time constant is so short that the 
overshoot is negligible and is obscured by the slow trailing edge of the 
pulse caused by poor high-frequency response. 

Secondary Overshoots in Circuits with Two Short Time Constants .— 
When there are two short time constants, it can be shown by considering 
Eq. (12) that there will, in general, be a secondary overshoot. The 
factor 1 — Tj/T is negative for the term involving the larger of the two 
time constants. After a sufficiently long time the term having the 
shorter time constant becomes neg¬ 
ligible with respect to this term. 

Since its sign is negative, it repre¬ 
sents an. overshoot in the opposite 
direction from the original over¬ 
shoot and therefore a secondary 
overshoot. The time at which the 
crossing of the baseline occurs is 
always equal to some value between Fig. 3-9.—Elimination of secondary over- 
those of the two time constants and drawing grid current, 

can be found by equating the two terms. Hence, the secondary over¬ 
shoot can be considered to be of negligible magnitude only if the longer 
time-constant overshoot is negligibly small. 

Elimination of Secondary Overshoot by Means of Grid Current .—^By 
use of grid current, the secondary overshoot normally produced by two 
short time constants can be avoided. As shown in Fig. 3*9, the charging 
of the coupling condenser by grid current produces an overshoot so much 
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larger than that in the ordinary case that it completely obliterates the 
secondary overshoot normally present. The recovery in this case is, of 
course, poorer than in the absence of grid current; however, in some 
applications elimination of the secondary overshoot is more desirable 
than quick recovery. 

This effect can very easily be considered quantitatively by using 
different values for the charging time constant and the discharging time 
constant of the circuit drawing grid current. 

Let T^a be the time constant of charge of this circuit and T^h the time 
constant of recovery. The expression for the instantaneous overshoot 
voltage, given by Eq. (12), involves T^h only, since there is no grid current 
during the overshoot. (This assumption supposes no secondary over¬ 
shoot, which would drive the tube into the grid-current region again.) 
Let Ti be the other short time constant in the amplifier. Then, sub¬ 
stituting in Eq. (12), 


t 

C 2 = Ae + 



(lb) 


A is determined by the initial value of the overshoot. Since the initial 
value is determined by the charging of the coupling condenser, T 2 h is not 
involved. Thus the fractional overshoot is the sum of those overshoots 
produced by T^a and Ti acting independently, or 



(17) 


Substituting this equation into Eq. (16) at ^ = 0 and solving for Ay 


, _ T26 - Ti - T^a 

- TO ' 

Substituting this into Eq. (16), 


(18) 


02 


fiiTib — Ti — TtcQ 

r2a(r» - TO 


e 



(19) 


If Ttb'^ Ti-\- T 2 a, both terms have the same sign, and there is no 
secondary overshoot. Optimum recovery occurs when Ta — T\-\- Tta, 
and the first term drops out. In this case, the recovery is the same as 
if the second coupling circuit were absent. 

Choke-coupled Circuit .—It has been shown that when grid current is 
drawn, the plate-load resistor must be made as high as possible to reduce 
the charging time constant of the coupling condenser. Since this 



Sec. 3-31 CIRCUIT DESIGN FOR MINIMUM OVERSHOOT 


127 


produces a large voltage drop across the resistor, considerable power is 
wasted. A high supply voltage and a high-wattage resistor are neces¬ 
sary. To avoid these complications, a choke can be used in place of the 
plate-load resistor. The choke acts as a high impedance during the 
charging of the coupling condenser but has a negligible d-c voltage 
drop. The circuit is shown in Fig. 3*10. 

In a circuit of this type, the inductance of the choke may resonate 
either with the stray shunt capacity or with the coupling condenser 
Cc, producing a train of damped 
oscillations following each pulse. 

This train of oscillations is effec¬ 
tively a series of overshoots and is 
therefore highly undesirable. To 
avoid this effect, both circuits must 
be damped by the grid resistor so 
that the transient following the 
pulse is not more than a single or 
at the most a double overshoot. 

Since the value of the grid resistor 
is determined by the amount of gain 
desired, the indu(*tance of the choke is determined by the condition for 
greater than critical damping. Thus 



Fig. 3-10.—Choke-coupling circuit. 


L ^ 4C./22. 


( 20 ) 


The overshoot produced by the charging of the coupling condenser can 
be analyzed in the same manner as that for the coupling circuit of Sec. 
3*2. At the start of the pulse there is no current flowing in the choke. 
Therefore all the current must be charging the coupling condenser. If 
the pulse length is short compared with the resonant period of the tuned 
circuit formed by the choke and the coupling condenser, the current flow 
through the inductance is negligible and the approximation can be made 
that all the current flow's through the condenser during the pulse. The 
voltage across the condenser at the end of the pulse is then 


ec. = 


laT 

Cc' 


( 21 ) 


The discharging of the condenser through the choke and the grid 
resistor can be broken up into two parts: (1) the building up of the current 
in the choke and (2) the discharging of the condenser. This simplification 
is possible because the time constant of the inductance circuit is very 
short compared with the discharge time constant of the condenser. The 
condenser can therefore be considered as a source of constant voltage while 
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the current builds up in the inductance; the inductance can be considered 
as a short circuit during the discharge of the condenser. 

At the instant of the trailing edge of the pulse, there is no current 
flow because of the inductance of the choke. The full voltage of the 
condenser appears across the choke. The current then increases exponen¬ 
tially, approaching a steady-state condition where the full voltage across 

the condenser appears across the 
resistor. The time constant is L/R. 
The condenser discharges Avith a 
time constant RC as in the conven¬ 
tional Jfi2C-coupled circuit. This is 
shovm in Fig. 3 T1. Thus the over¬ 
shoot differs from that produced by 
i?C-coupling only in the slow rise 
time caused by the charging of the inductance. The magnitude of the 
overshoot is equal to the original voltage across the condenser, which is 
given by Eq. (21). Since the magnitude of the signal is 



Fig. 3*11.—Overshoot produced by choke¬ 
coupling circuit. 


Cg —— IoRg 


the fractional overshoot is 


a = 


RgCc 


( 22 ) 

(23) 


Typical values for a choke-coupled circuit are Rg = 27,000 ohms, 
L = 85 mh, and Cg == 0.02 ^1, 

The time constant of the inductive circuits is then 3.15 Msec, which is 
small compared with 540 Msec, the time constant of discharge of the con¬ 
denser. This value is far from the 10,000 Msec needed for elimination of 
the overshoot. Choke coupling is therefore not used in applications 
where overshoots are not allowable. 

Smearer*^ Circuit. —^The type 
of circuit commonly called a 
'^smearer^' is similar in principle 


to the method of using grid current 
to eliminate a secondary overshoot. 

This circuit makes use of the sharp 
drop in plate resistance that occurs 
when a tube is driven positively 
from a point where the plate cur¬ 
rent is low. Figure 3‘12 shows a 
smearer. The tube is operated 
with a very high plate-load resistor shunted by a condenser (7*. This 
condenser can be an actual capacitor, but in many cases the stray 
capacity is sufficient. 
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A positive signal on the grid of this tube drives it into a highly con¬ 
ducting region where the plate resistance is low. The condenser C, is 
therefore charged very rapidly, as the time constant is short. At the end 
of the pulse, the negative overshoot on the grid cuts the tube off, thereby 
raising the plate resistance of the tube to infinity. The condenser C, 
must therefore discharge through the high plate-load resistor R, Since 
this time constant is long, the negative signal at the plate comes back 
exponentially to the baseline. If this time constant is sufficiently long 
(compared with the time constants of the overshoots, the overshoots are 
completely eliminated, at the cost, however, of stretching the pulse con¬ 
siderably and obscuring any weak signals that may be present during the 
decay of the pulse. 

Since the decay of the pulse in this type of circuit is exponential, the 
previous analysis of cascaded overshoots applies to this circuit as well, and 
an analytic treatment of it similar to that for the double short-time-con¬ 
stant circuit is possible. 

Diode Clippers .—An obvious method of eliminating overshoots before 
they have an opportunity to be amplified and to produce secondary over¬ 
shoots is to clip them by means of diodes as they occur. A diode, intro¬ 
duced into the circuit after each overshoot is generated, should pass the 
signal but reject the overshoot, which is in the opposite direction. Unfor¬ 
tunately, this simple procedure is not practical for several reasons: 

1. Since there is no perfect diode having a sharp discontinuity in its 
resistance, diodes act as ideal diodes only at high levels. Thus, if 
there are two overshoot-producing circuits in the early stages of the 
amplifier, diodes are of little use, since the secondary overshoot 
produced at low levels is in the same direction as the signal and 
cannot be eliminated at high levels by a diode. 

2. Because the diode does not act as a perfect short circuit in one direc¬ 
tion and a perfect open circuit in the other, overshoots are not 
completely clipped by the diode but are merely attenuated. Thus 
a strong overshoot may come through a diode in sufficient magni¬ 
tude to cause trouble later on. 

3. The impedance of a diode in the backward direction, particularly 
at low levels, is far from infinite. Thus a diode loads the circuit in 
which it is introduced. This is particularly serioui^ when the stage 
gain is high and all extraneous loading must be avoided. 

4. In clipping an overshoot, a diode also obliterates all weak signals 
occurring during the overshoot. This effect is illustrated in Fig. 
313. 

Despite these disadvantages, diode clippers can be used advanta¬ 
geously in numerous applications as long as their limitations are kept in 
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mind. The new germanium crystals/ which are considerably better than 
most common vacuum tubes for this purpose, may make possible the use 
of diode clippers in applications for which a vacuum-tube diode could not 
be considered. 

There are several types of circuits in which diodes can be used. The 

series diode, shown in Fig. 3-14(7, 
presents a low impedance to the 
signal and a high impedance to 
the overshoot, thus attenuating it 
by a factor equal to the ratio of 

j p--j the diode load resistance to the 

f ! I diode back resistance. Since the 

I •* 

1 / diode forward resistance is not zero. 



Fig. 3*13.—Loss of weak signal when 
clipping overshoot. 


there is some attenuation of the 
signal as well. 


The shunt diode, shown in Fig. 3*14/>, presents a high impedance to the 


signal and shunts the overshoot with a low resistance. The redu(*tion of 


i e 



Fig. 3* 14a.—Series diode. Fig. 3*146.—Shunt diode. 


overshoots resulting from use of a shunt diode is a function of the resist¬ 
ance of the circuit in which it is inserted and is equal to the ratio of the 
circuit resistance to the diode back 
resistance. Here, again, there is 
some attenuation of the signal itself, 
this time because the back resist¬ 
ance is finite. 

In using diodes, care must be 
taken not to produce unintentional 
‘'smearing'^ of the signal by the 
slow discharge of stray capacitances 
through the back resistance of the 31S.-Delay-lme coupUn* circuit. 

diode. In the series diode, shown ^in Fig. 3-14a, smearing can happen 
unless the diode resistor is small. 



»See Voi. 17, Chap. 5, of this series. 
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Diodes used directly in the circuit producing the overshoot do more 
than merely clip the overshoot. If a shunt diode, for example, is used 
in place of a grid resistor, the coupling condenser charges through a high 
resistance. The charging time constant is therefore long, producing a 
small overshoot. Moreover, the condenser discharges through a low 


resistance, thus recovering much 
more rapidly than would normally 
be expected. This same effect can 
be obtained without an auxiliary 
diode in a stage where the grid is 
driven negative, and any overshoot 
produces grid current. The grid- 
cathode circuit here acts as a diode, 
but only when there is no overshoot 
present before this stage. Any 
earlier overshoot is not shortened 


Fio, 3*1 G.- liewpoiihe of dc*la.v- 
liiie circuit to pulse. 



Fig. 3 17. Advaiitiige of rectangular over¬ 
shoot. 


by this short time constant; instead it charges the coupling condenser in 
the opposite direction through the low-impedance path of grid circuit or 
diode and produces a serious secondary overshoot. 

Delay-line Grid Circuit ,—If a delay line is used in the grid circuit of an 
amplifier, as shown in Fig. 315, a puloe at the input terminal travels to 
the end of the line and is reflected back in opposite phase. This reflected 
pulse in ^turn produces a second pulse, equal and opposite in sign to the 
original, and delayed by a time which is twice the length of the line, as 
shown in Fig. 3*16. This reflected signal can be considered as an over¬ 
shoot, which, instead of being exponential in shape, is rectangular. If 
the duration of an overshoot is defined as the time required for it to decay 
to a given absolute level, the rectangular overshoot has the great advan¬ 
tage of being constant in duration, regardless of signal strength, whereas 
the duration of the usual overshoot with exponential decay increases with 
signal strength. Thus the weak signals following a rectangular overshoot 
are preserved, whereas those following an exponential can be lost, as 
shown in Fig. 3T7. 

The effect of the delay line upon a long overshoot is illustrated in Fig. 
3-18. The delayed signal is subtracted from the undelayed signal to give 
the resultant. The difference in amplitude between the delayed and the 
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undelayed signals is the amount by which the undelayed signal has 
decayed during the delay and is equal to the amplitude of the overshoot: 


-- t 

a == —ao(l — e « ao 


(24) 


where a© is the fractional overshoot of the original signal, td is the delay 


time, and T is the time constant of 





Fio. 3*18,—Effect of delay line upon 
BignAl with overshoot (delay time equal to 
pulse width). 


less than unity. Note that if the 


the overshoot. This relation is very 
much like that for the reduction 
of overshoots by the factor of 
1 — Ti/T 2 by circuits having short 
time constants. Thus, the delay*- 
line circuit behaves with respect to 
previous overshoots like a circuit 
having a time constant equal to the 
delay time. 

The main disadvantage of the 
delay-line circuit is that the charac¬ 
teristic impedances of common de¬ 
lay lines are considerably lower 
than the load impedances generally 
desired in a high-gain amplifier. 
The use of this type of circuit, 
therefore, causes a loss of gain in 
all amplifiers except wide-band 
amplifiers, which use low load 
resistors. Also, there is a small 
loss in signal-to-noise ratio because 
the delayed noise adds to the 
undelayed noise, increasing the 
noise power. 

This analysis has assumed 
ideal behavior of the line circuit. 
Actually there is attenuation in 
the line, and the reflected signal 
is not so large as the original. 
This effect modifies Eq. (24), 
replacing the 1 by a number 
attenuation of the line is correctly 


adjusted, this number can be made equal to e in which case the over¬ 
shoot completely cancels out. This adjustment is generally not practical 
for large-scale production but is useful in the laboratory. 

If the line is not terminated in its characteristic impedance, there are 
multiple reflections, producing multiple overshoots. Even if these over- 
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shoots are small, they are important for a sufficiently large signal. The 
inherent advantage of the rectangular overshoot over the exponential 
is then lost. If the terminating impedance is less than the characteristic 
impedance, there is a reversal of sign on reflection, and a signal of the 



L 


Fig. 3*19a.— Pulse response (A delav-Hne circuit terminated in too low an impedance. 

same sign as the original signal is sent down the line. All the reflections 
are therefore of the same sign as the first, and the result is a lengthening 
of the overshoot in steps, as shown roughly in Fig. 3T9a. If the termina¬ 
tion is higher than the charactcristh* impedance, there is no sign reversal, 
and the signal is reversed in sign once each trip, thus producing reflections 



of successively alternating sign. This produces multiple overshoots, such 
as are roughly shown in Fig. 3’196. 

Exact termination is difficult, especially with commercial tolerances on 
resistors. The maximum per cent overshoot that can be expected is 
roughly the tolerance of the resistor used. The difficulty of termination 
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is accentuated by any nonlinearity in the grid circuit, such as would 
occur with a positive signal strong enough to draw grid current. For this 
reason a certain degree of mismatch is to be expected; and since it is pref¬ 
erable to have a lengthened single overshoot rather than multiple over¬ 
shoots, it is desirable to design the termination slightly lower than the 
characteristic impedance. This still gives a result sufficiently better 

than simple TfC-coupling to justify 
its use for some applications. 

The comlnnation of germanium- 
crystal clippers and delay lines is 
very effective. A crystal in series 
with the termination prevents load¬ 
ing of the original signal by the 
termination but still acts as a match 
for the reflection, which is opposite 
in sign. 'J'he nonlinear effect of 
the grid circuit on the termination 
can be eliminated by use of a series 
crystal, which allows the original 
signal to pass but acts as an open 
circuit for the reflected signal. This crystal also automatically clips the 
overshoot. A circuit of this kind is shown in Fig. 3*20. 

Inverse-feedback Pairs .—The inverse-feedback-pair circuit described in 
Chap. 6 can be used in a high-gain video amplifier to improve the over¬ 
shoots. Because of two effects, considerably better performance can be 
obtained from a properly designed feedback pair: (1) If a feedback-pair 
amplifier is designed so that negative signals appear at the input terminals 
of the pair, the constants of the pair may be adjusted so that ^vithout 
excessive loss of gain the positive signal appearing at the second grid is 
limited to a value that does not cause grid current to flow. (2) Feedback 
also has the effect of reducing the overshoot of the interstage coupling 
circuit by a considerable factor from what it would be in the absence of 
feedback. 

It is shown in Chap. 6 that the relative values of the load resistors in a 
feedback pair can be adjusted without changing the over-all response of 
the pair, provided that the feedback resistor is properly varied. This 
adjustment has the effect of varying the relative gains of the two stages 
without changing the over-all response. Overloading of the second grid 
can therefore be minimized by putting as much gain as possible in the 
second stage and as little as possible in the first. The maximum signal 
appearing at the second grid is then much less than in a circuit with the 
same over-all gain and no feedback, and the overshoot on the maximum 
signal is not so great. In some cases, it may even be possible to»design 



Fig. 3-20. l)ela>-line eircuil Ubing nystal 
clippers. 
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the pair so that no grid current is drawn at all; this is a considerable 
improvement. 

The theory of Chap. 6 cannot be applied to this problem without 
reservations, because large signals drive the tubes over a sufficiently wide 
range to make the assumptions of linearity invalid. Some theory using a 
nonlinear characteristic or making certain approximations can perhaps 
be worked out, but this has not yet been done. The procedure for design¬ 
ing this type of amplifier has been 
one of cut-and-try, using the tube- 
characteristic curves given in the 
tube manuals. 

The effect of feedback upon 
overshoots can be calculated by 
using the same fundamental ap¬ 
proach as was used in 8ec. 3-2. If 
the time constant of the circuit is 
assumed to be long in comparison 
with the pulse length, it is possii)le 
to calculate from the charging cur¬ 
rent and the pulse length the volt¬ 
age appearing across the coupling condenser at the end of the pulse. 
Thus, for the circuit of Fig. 3*21, the voltage across the condenser at the 
end of the pulse is 



_ IT __ 


(25) 


where Eg is the amplitude of the signal pulse appearing at the grid of the 
second stage. The portion of this that appears across the grid resistor 
at the end of the pulse can be shown to be 

e. R. 
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Rg + 
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(26) 
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Substituting Kq. (25) in Eq. (26) one finds the fractional overshoot to be 
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Thus for an amplifier where no grid current is drawn, so that Rg can 
safely be made large, the fractional overshoot is reduced by a factor of 
gtJt\R^/{Ri + /22 + R 12 ) over that of an amplifier without feedback. 
This effect is very useful in the early stages of high-gain amplifiers where 
huge capacitors would otherwise be necessary to eliminate overshoots. 

As an example, consider the following typical values for such a circuit: 

= i ?2 = 10,000 ohms. 

/^i 2 == 50,000 ohms. 

Qm = 3000 /Limhos. 

For these values, the fractional overshoot is improved by the appreci¬ 
able factor of 6. 

The recovery time constant, as might be expected, is given by the 
denominator of P]q. (27); 

\(, , ^ tfT i?. ) 

1 + 722 + RviJ \ QmRg gmR\R2 } 

Direci'^coupled Inverse-feedback Pair ,—The obvious method for elimi¬ 
nation of the problem of charging 
of the coupling condenser by grid 
current is the elimination of the 
coupling condenser. Any conven¬ 
tional direct-coupled circuit can be 
used, carrying along with it the 
usual disadvantage of direct-cou¬ 
pled circuits, in particular, the need 
for a more complicated power sup¬ 
ply. Use of an inverse-feedback 
pair in conjunction with direct cou¬ 
pling, as shown in Fig. 3*22, allows 
the use of an ordinary power supply 
of the type used for other video 
amplifiers. ^ 

In this circuit, the first tube of the pair is generally operated At a low 
plate voltage, at which the tube still performs satisfactorily as an ampli¬ 
fier. The grid of the second tube is directly coupled to the first plate, 
and the large second cathode resistor furnishes sufificient cathode bias to 
bring the cathode potential above the grid potential by the desired 

^ The unique advantages of the direct-coupled inverse-feedback pair were demon¬ 
strated by R. J. Grambsch at the Radiation Laboratory. 



Fig. 3*22.—Direct-coupled inveree-feedback 
pair. 
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amount. Because of the two types of d-c degeneration present in this 
circuit, it is unusually stable with respect to power-supply and tube varia¬ 
tions. The unique feature that enables its use as a practical amplifier 
is the effect of the feedback in reducing overshoot caused by the cathode 
bypass condenser, thus making possible bypassing of the large cathode 
resistor, which would otherwise cause a high loss in gain due to degeneration. 

By an analysis similar to that for the inverse-feedback pair, it can be 
shown that feedback reduces the cathode-circuit overshoot by the same 
factor as it reduces the coupling-circuit overshoot in the capacity-coupled 
feedback pair. This factor is given by Eq. (26), with Rg taken as infinite. 
Therefore, the factor by which the fractional overshoot is reduced is 
1 + {gmRiR2/Ri + -B 2 + Rn)- 

Thus it is possible to design a direct-coupled feedback pair in which 
the cathode of the second stage is bypassed. This has the advantage over 
all other types of circuits considered here in that it eliminates the problem 
of grid current. Note, however, that it is restricted to the case where 
negative signals only are impressed upon the first grid of the pair; for 
amplifiers that must handle both positive and negative signals this type of 
circuit is useless. 

Effect of Shunt Capacitance .—^The shunt capacitance to ground always 
present in coupling circuits has ^ 

been neglected thus far be(;ause, in 
common /2C-coupled circuits, its 
effect is only to slow up the leading 
and trailing edges of the pulse, 
since this capacitance must be 




Fia. 3*23.— Usual effect of 
* shunt capacity. 



Fig. 3*24.—Coupling circuit including shunt 
capacity. 


charged before any voltage change takes place. Thus the usual effect of 
shunt capacitance is that shown in Fig. 3*23. 

With some of the special circuits described here, such as the choke- 
coupled or feedback circuits, another effect of shunt capacitance may be 
present which leads to overshoots. This effect can occur in all circuits 
where the full voltage across the coupling condenser does not appear as a 
signal on the grid after the pulse but divides between several branches. 

Consider the typical coupling circuit of Fig. 3-24, with shunt capaci¬ 
tances Cl and C%. At the end of the pulse, before there is current flow in 
the resistors to bring about the distribution of voltages discussed in Sec. 
3*2, there will be a brief flow of current charging up the capacitances Ci 
and C 2 . The voltage on the coupling condenser is thus divided between 
the grid and plate circuits inversely as the associated shunt capacitances. 
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Therefore the magnitude of the overshoot depends upon the ratio of the 
capacitances rather than on the ratio of the resistances, as was mentioned 
in Sec. 3*2. As current begins to flow through the resistors, however, the 
charge on these shunt capacitances changes, and the conditions of the 
previous analysis hold. The time required for this change to take place 
depends upon the time constants of the shunt capacitance and the load 
resistors. 

The initial magnitude of the overshoot as caused by this shunt capaci¬ 
tance can differ considerably from the values obtained from the previous 
analysis. Thus for the case where Ri is very much greater than R 2 or for 
the analogous cases of choke coupling and inverse feedback, which depend 
for their effectiveness upon having only a small portion of the condenser 

voltage' appearing on the grid, the 
actual initial overshoot may be con¬ 
siderably greater than would be 
expected from Table 3-1 or from 
Eqs. (23) or (27). This effect is of 
comparatively short duration, as 
the ratio of its time constant to that 
of the expected overshoot is equal 
to the ratio of the shunt capacitance to the coupling condenser. Thus 
it appears as a sharp spike at the beginning of the overshoot, as shown in 
Fig. 3*25. 

This effect may be troublesome in cases where the circuit has been 
designed to have a negligible overshoot according to previous considera¬ 
tions. The spike may be enough larger than the overshoot to come 
through the amplifier as an appreciable signal. Because it depends to a 
large extent upon stray capacitances, the effect is difficult to track down 
experimentally. One obvious cure is to transfer the spike to the plate by 
loading the offending grid circuit with a small condenser; this changes 
the distribution of the coupling-condenser voltage between the plate and 
grid circuits. 

3*4, Design Considerations. —In the design of a complete amplifier, 
the individual circuits are chosen and combined in order to give the desired 
over-all performance. Because of the serious overload problem, the main 
consideration is usually one of overshoots; however, there are al§o other 
factors that must be considered. 

Recovery ,—A strong signal passing through an amplifier produces over¬ 
shoots obscuring following signals. The amplifier is ready for normal 
operation only after these overshoots have decayed to a level less than the 
weakest signals handled by the amplifier. The recovery time of an 
amplifier can then be defined as the time required for the decay to occur 
after the strongest signal that the amplifier can handle. 



Fia. 3 25.—Spike often p?odu(ed by shunt 
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Overshoots that are reduced to negligible amplitude at the output 
terminals of the amplifier can still be damaging to recovery. Overshoots 
produced by long-time-constant circuits are often easily reduced to 
negligible magnitude by a short time constant later in the amplifier. 
However, if the overshoot attains a sufficient magnitude to overdrive 
any stage before it encounters the short time constant, it causes a varia¬ 
tion in gain of this stage over a period of time during this overshoot, even 
though the overshoot itself is later reduced to negligible amplitude. 
This condition is illustrated in Fig. 3-2(), which shows a possible block 
diagram with waveforms of the last stages of an amplifier. The signal 
at the grid of the first of these stages has a long negative overshoot which 
has been produced by an earlier circuit. This overshoot effectively drives 
the grid negatively to a point below its nonnal operating level and holds 
it there for a considerable time. During this period the transconductance 
of the tube is below normal, and the gain of the stage for any signal o(‘cur- 





Kffoet of long overshoot on recovery. 


ring during this pcTiod is low. The output voltage of this stage is 
coupled to the output stage through a short-time-constant coupling, 
which produces an overshoot of short duration and eliminates the long 
overshoot. However, this does not help the recovery, which has been 
affected by the loss of gain of the previous stage during the overshoot. 
Thus, at the output of the amplifier, no long overshoot is \’isible, but poor 
recovery is indicated by the absence of noise immediately following the 
signal. (The output noise level is, of course, proportional to the gain of 
the amphfier because the input noise level is constant.) 

Equation (5) shows that the amplitude of the overshoot produced by a 
coupling circuit is inversely proportional to the time constant of recovery. 
Thus for good recovery either the time constant can be made very long, 
producing an overshoot of negligible amplitude, or it can be made very 
short, producing an overshoot of comparatively large amplitude but 
deca 3 ring very rapidly. Both of these approaches must be used in the 
design of any amplifier. Between these possibilities lies one value of the 
time constant which gives the worst possible result, as can be shown by 
considering the expression for the instantaneous value of the overshoot 
voltage 



(29) 
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This equation assumes that there is only one circuit producing the over¬ 
shoot. If t is set equal to /r, the recovery time desired for a given ampli¬ 
fier, then differentiation of Eq. (29) shows that the overshoot at this time 
is a maximum for T = tr. Thus for good recovery the time constant 
should be chosen either very much greater or very much less than the 
desired recovery time. 

If several overshoots are present in an amplifier, the recovery time of 
the amplifier is determined by the worst individual overshoot. Since all 
short time constants are made as short as possible, several equal short 
time constants are often found in amplifiers. The recovery is then longer 
than if only one short time constant were present but is of the same order 
of magnitude. 

Closely related to the problem of recovery is the problem of the allow¬ 
able number of overshoots in a given amplifier. Since there is no possi¬ 
bility of eliminating overshoots completely, high-gain video amplifiers 
can be divided into two groups. Those amplifiers in which there is no 
secondary overshoot in the same direction as the original signal will be 
referred to as single-overshoot amplifiers. Those in which a secondary 
overshoot and further overshoots are present \\ill be referred to as multi¬ 
ple-overshoot amplifiers. Whether or not a given amplifier should have 
single or multiple overshoots is determined by its application. 

Single-overshoot Amplifiers. —Single-overshoot amplifiers have an 
advantage over multiple-overshoot amplifiers where the recovery time 
desired is of the same order of magnitude as the pulse length. Thus 
where extremely rapid recovery is necessary, the single-overshoot ampli¬ 
fier must be used, as it must also in applications w^herc a secondary over¬ 
shoot appearing as a spurious signal would cause diflSculty. In some cases 
it may be possible to eliminate the secondary overshoot in the output 
circuit, as discussed later in this section, but this may involve a sacrifice 
in recovery time. 

There are several approaches to the design of a single-overshoot ampli¬ 
fier. The obvious method is to make one time constant short to give the 
desired recovery and low-frequency rejection, while all the other time 
constants are very long. Since it has been shown that a suflSciently long 
time constant cannot be obtained in the coupling circuit in the presence 
of grid ciu-rent, it is necessary to prevent the charging of the coupling 
condenser by grid current either by brute force'' or by use of the special 
inverse-feedback-pair circuits previously described, coupled either 
capacitively or directly. 

In the brute-force method of preventing grid current, the operating 
potentials of the stage are chosen so that the maximum output voltage of 
each stage having a positive output signal will not drive the succeeding 
Stage into grid current. 
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If the amplifier handles signals of only one polarity, the stages can be 
divided into two types: those driven by negative signals and those driven 
by positive signals. The maximum output voltage of a negatively driven 
stage is that produced by cutting off the tube; this is equal to the voltage 
drop in the load resistor. To keep this drop low, a tube that draws a 
relatively low plate current for a given Qm should be used and the tube 
should be operated at a low bias. In order to obtain satisfactory amplifi¬ 
cation from the positively driven stage while operating it at a high bias, 
the tube used must be one having a reasonable value of transconductance 
at a high grid bias. Tubes of high power consumption such as the 6AG7 
must therefore be used. If the amplifier must handle both polarities 
of signals, high-current tubes must be used all the way through, with each 
tube operated at a bias and a current low »‘nough to give a satisfactorily 
limited output. Because increasing bias and decreasing plate current 
tend to decrease the transconductancc. the gain obtainable per stage in an 
amplifier required to handle both polarities of signals is considerably less 
than in an amplifier handling only one polarity. 

The use of inverse-feedback pairs allows the use of common amplifier 
tubes operated at comparatively low current. This circuit permits a 
considerable saving in weight and power consumption over the brute- 
force circuit. Note, however, that this type of circuit is subject to the 
spike type of overshoot due to shunt capacitance described in Sec. 3-3. 
The brute-force circuit, where all the voltage across the coupling 
appears as overshoot across the grid, does not suffer from this effect. 
The inverse-fcK'dback pair is restricted to circuits where only one polarity 
of signal is used, and a negative signal is applied to the first grid of the 
pair. For this type of amplifier, performance as good as that of the brute- 
force circuit can be obtained at a considerable saving of weight and power. 
For amplifiers required to handle both polarities of signals, the only 
approaches discussed here that can be used are (1) direct coupling and 
(2) the prevention of grid current by brute force. 

Another possibility for an amplifier required to handle only one polar¬ 
ity of signal is the double short-time-constant circuit discussed in Sec. 3*3 
which eliminates the secondary overshoot by making use of grid current. 
Because there are two short time constants to reduce the overshoots 
produced in the previous circuits, the time constants of these circuits need 
not be so long as in amplifiers having only a single short time constant. 
Thus in this circuit a small amount of grid current is allowable in an early 
stage, since the overshoot produced can be rendered negligible by the 
two short time constants following. This possibility allows even further 
simplification of the amplifier than was obtainable \vith the use of inverse- 
feedback pairs and is particularly useful in low-voltage applications where 
the power supply does not permit the use of brute force, direct coupling, 
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or inverse feedback. However, the recovery of the double-short-time- 
constant circuit is generally not so good as that of circuits using only a 
single short time constant, inasmuch as there are two short time constants 
to determine the recovery, instead of one.^ 

Special circuits, such as the delay-line coupling circuit and germanium- 
crystal clippers, can be used to advantage in single-overshoot amplifiers. 
The delay-line circuit can be used in place of the short time constant; the 
germanium crystal can be used wherever a clipper can serve a useful pur¬ 
pose (see Sec. 3-3), 

MuUiple^overshoot Amplifiers ,—For applications where multiple over¬ 
shoots are allowable and the desired recovery time is moderately long in 
comparison with the pulse length, a multiple-overshoot amplifier is the 
simplest solution. Simple i?C-coupled circuits can be used with moder¬ 
ately short time constants in the coupling circuits. Grid current is 
allowable provided that the grid resistors are not more than twice the 
plate-load resistors, thus making the time constants for positive and 
negative signals approximately equal. Bypass and decoupling circuits 
can use much shorter time constants than are permitted in a single-over- 
shoot amplifier, since there are more short time constants in the amplifier 
to reduce the overshoots produced by these circuits. For some applica¬ 
tions the use of circuits more complicated than the simple /2C-circuit is 
advantageous. The choke-coupled circuit previously described can be 
used to some advantage in a multiple-overshoot amplifier to obtain a high 
gain per stage. The smearer circuit can be used at some points to improve 
the recovery. Delay lines can be used in place of any or all short time 
constants with the improvement in recovery discussed in Sec. 3*3. They 
are, however, subject to the disadvantages also outlined in that section, 
mainly the one of low impedance, w^hich reduces the gain available per 
stage. Recovery can also be improved by clipping overshoots with 
germanium crystals, also with a possible loss in gain. 

As will be shown later in this section, multiple-overshoot amplifiers 
are much less subject to interference from microphonics and extraneous 
low-frequency signals than are single-overshoot amplifiers because of the 
greater low-frequency rejection afforded by the larger number-of short 
time constants. 

Output Circuits ,—If the application for which a high-gain video 
amplifier is used requires that the output signal be viewed on an indicator, 
standard output circuits, such as have been described in Chap. 2, can be 

* According to Eq. (19), it is possible to adjust the time constants of the double¬ 
short-time-constant circuit to eliminate the first term and obtain recovery equivalent 
to that of a single circuit. In actual practice the recovery is always worse than that of 
a single circuit because of the difficulty of exact compensation. Overcompensation is 
usually necessary to ensure that there be no secondary overshoot. 
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used. However, there are many applications where the amplifier output 
is never viewed but is merely used as a trigger for some other circuit. For 
these applications, it is often advantageous to make the amplifier output 
circuit a trigger circuit of some sort. 

The most common type of output trigger circuit is the multivibrator, 
one form of which is shown in Fig. 3*27. The various types of circuits, the 
types of waveform obtainable, and other features of the multivibrator are 
discussed elsewhere in this series.^ However, there are certain specific 
(baracteristics of these circuits, regarded as output circuits for high-gain 
video amplifiers, which will now be examined. 

It is generally advantageous to trigger the multivibrator \vith a 
negative signal on the normally conducting tube; in this way the amplifi¬ 
cation of this tube is utilized. Furthermore, the multivibrator action 
can prevent the charging of the input coupling condenser by grid current. 
If there were no multivibrator action, the positive overshoot would drive 
the input grid into the positive region and charge the coupling condenser 
with grid current, thus producing 
a long secondary overshoot. The 
multivibrator action, however, 
causes a large negative pulse, hav¬ 
ing a duration determined by the 
constants of the circuit, to appear 
on this grid. If this pulse is greater 
in amplitude than the positive 
overshoot on the input signal, as 
may well be, the grid will remain 
negative, and no grid current \vill 
be drawn. Care must be taken, 
however, that the positive over¬ 
shoot* is not greater than the nega¬ 
tive multivibrator pulse; othermse the overshoot will serve as a trigger 
to the multivibrator, causing the pulse to end too soon. 

If a multivibrator output circuit is used with a multiple-overshoot 
amplifier, it is often desirable to make the length of the multivibrator 
pulse slightly greater than the time required for all the overshoots follow¬ 
ing a strong signal to decay. There is then only one output signal for 
each input signal to the amplifier, regardless of the number of overshoots 
produced in the amplifier. This eliminates the possibility of overshoots 
appearing as spurious signals and providing false triggers to later circuits. 

One variation of this circuit can be used in cases where the original 
pulse length is to be preserved, but all overshoots must be eliminated. 

* VoL 19, Chap. 9, **Rectangular waveform generators,of the Radiation Labora¬ 
tory Technical Series. 



Kiq. 3*27.—Multivibrator output stage. 
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In this case, the input signal to the grid of the normally conducting tube 
in the multivibrator is of positive sign, with a negative overshoot as shown 
in Fig. 3*28. The positive signal is amplified by the first tube, producing 
a negative signal which has no effect on the second tube, which is already 
nonconducting. The negative overshoot, however, is in the proper direc¬ 
tion to cause multivibrator action, and the resulting multivibrator pulse 
can be made sufficiently long to cover all the overshoots. If the output 
signal is taken from the plate of the first tube, the result is a negative 
signal followed by a large positive overshoot, equal in length to the dura¬ 
tion of the multivibrator pulse. If this overshoot is objectionable, it can 
be clipped by a diode. 

Another special output circuit is shown in Fig. 3*29. It is used in 
amplifiers operating at a low voltage, where it is desirable to get a high- 



Fig. 3*28.—Multivibrator output circuit. 





Fig. 3*29.— High-output voltage circuit. 



voltage output signal, usually considerably higher than the supply voltage. 
The output stage is a power-amplifier tube, operated to draw a high plate 
current through an inductive load. When a negative signal on the grid 
of this tube shuts off the current, a high voltage L di/dt is generated across 
the inductance; this can be many times greater than the supply voltage. 
It is also possible to combine this circuit with the multivibrator by using 
an inductive plate load in the tube that is normally conducting. 

Microphonics and Low-frequency Interference .—In any amplifier that 
has a high gain in the audio range, extraneous signals may appear as the 
result of mechanical shock or vibration or of pickup from adjacent power 
equipment. The problem of reducing this effect to a negligible level is 
different for each individual amplifier, depending upon the performance 
requirements of the amplifier and the particular conditions producing 
extraneous signals under which the amplifier will be used. However, 
certain general approaches to the problems are applicable in all cases. 
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Despite all precautions that may be taken to prevent extraneous 
signals from getting into the amplifier, it is almost certain that they will 
be present with sufficient amplitude to necessitate their removal by some 
sort of filtering in the amplifier. This filtering must be inserted at some 
point before the signals reach sufficient amplitude to cause variation in 
the transconductance of the tubes, as in the case of long overshoots dis¬ 
cussed at the beginning of this section. The simplest form of such a 
filter is the short time constant used in single-overshoot amplifiers, which 


100 1000 10,000 100,000 

Frequency in cps 

Fig. 3*30.^—Attenuation vs. frequency for inicrophonic rejection circuits, (a) iBC-cirouit, 
5r = 10 /Asec; (b) J?C-circuit, r ~ 1 /nsec; (c) delay lino, td = 1 /nsec. 


will reject low frequencies to a certain extent. This is shown in Fig. 
3*30, which plots attenuation vs. frequency for two values of the time 
constant. The shorter the time constant the better the low-frequency 
rejection; but if the time constant is too short relative to the pulse length, 
the pulse will drop sharply in amplitude during its length; this drop is 
generally undesirable. If several short time constant circuits are present 
in an amplifier, the low-frequency rejection is much better than with 
only one, but there are more overshoots. Thus, in the design of an 
amplifier using i?C-coupling, the time constants are made as short as 
possible without making the pulse response unsatisfactory. 

The delay-line grid circuit described above can be used to reject low 
frequencies. If the line is lossless, the reflected signal, for any low-fre¬ 
quency sine wave, is equal in amplitude and almost ISO'^nut of phase with 
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the original signal. Because of the phase delay introduced by the line, 
the cancellation is not complete. The cancellation can easily be cal¬ 
culated, since the resultant signal is the difference between two equal sine 
waves differing in phase by 27r//,/, where / is the frequency and ta is the 
delay of the reflected signal with respect to the original signal. The 
attenuation-vs.-frequency curve for the delay line is also plotted in Fig. 
3*30, showing that the low-frecpiency rejection of this circuit is very nearly 
equivalent to that of an i2C-circuit having a time constant equal to /<i. 

The choke-coupled circuit has particularly good low-frequency rejec¬ 
tion because it has two fieciuency-sensitive elements, the choke and the 
coupling condenser. It is roughly equivalent to two /iC-circuits in 
cascade. 

As was shown for the case of long overshoots, it is insufficient merely 
to make the amplitude of low-frequency signals negligible at the output 
terminals of the receiver. The low-frequency rejection circuit must be 
inserted before the amplitude of the extraneous signals is large enough to 
change the transconductance of any tube. 

The other approach to the problem of extraneous low-frequency signals 
is to prevent their occurrence initially. Interference brought in by the 
power supply can be reduced by inserting appropriate filters in the B-sup- 
ply and heater leads or in the power line. Stray pickup can be reduced by 
proper shielding and grounding. Microphonics can be reduced by shock¬ 
mounting the amplifier, particularly the first tube, and by using tubes 
that are less microphonic. The exact extent to which these methods must 
be used and the amount of filtering necessary depend upon the relative 
difficulty that these schemes impose. Each amplifier presents an indi¬ 
vidual problem. 

Pulse Stretching ,—There are some applications for high-gain video 
amplifiers requiring that the pulse length be preserved in passing through 
the amplifier, regardless of signal strength. This problem is serious 
because of the large dynamic range of the amplifier. A signal that is 
several volts at the input terminal is repeatedly amplified and limited 
throughout the amplifier, thus the signal appearing at the output ter¬ 
minals is only that portion of the input pulse below the saturation level 
of the amplifier, i.e., about one-millionth of the original signal, amplified 
up to saturation level. The width of the output pulse is therefore the 
width of the input pulse measured at a point 120 db down. Therefore, 
any slope in the trailing edge of the pulse due to shunt capacitance, as 
shown in Fig. 3*23, results in stretching of a strong pulse after repeated 
amplification and limiting. 

Pulse stretching can very easily be analyzed quantitatively if a few 
simplifying assumptions are made. Consider a pulse, such as that shown 
in Fig. 8-23, consisting of an exponential rise followed by an exponential 
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decay, as might occur if a rectangular pulse were distorted by the presence 
of shunt capacitance in a single circuit, e.g., the amplifier input circuit. 
Assume that this pulse is applied to an extremely wide-band amplifier, 
which has a negligible effect on the slopes of the leading and trailing edges 
of the pulse and merely amplifies and limits the signal. The output signal 
of this amplifier is then applied to a device measuring the length of 
the pulse at the level corresponding to the amplitude of the minimum 
usable signal, so that the portion of the signal above the minimum usable 
level is of no interest. Since the amplifier does not distort the portion of 
the pulse below this level, the apparent pulse length at the output ter¬ 
minals is equal to the length of the pulse at the input terminals, measured 
at the minimum uaa):)le level. The pulse therefore appears to be longer 
than its true length by an amount equal to the time required for the pulse 
to decay from full amplitude to the minimum usable level. 

Since the decay is exponential, the expression for the signal voltage 
during the decay is given by 

-1 

c, - Eae - (30) 

where T is the time constant of the circuit, and Ea is the pulse amplitude. 
This equation can be reduced to 


20 log, 

^ ft 
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8.68 

T 


53.66, 


(31) 


where b is the 3-db video bandwidth of an /?C-circuit having a time con¬ 
stant T, b therefore being eciual to ]/2wT, 

If e, is taken as the minimum usable signal, the quantity 20 logio {EJe^) 
is the signal amplitude expressed in decibels above the minimum usable 
level. Equation (31) shows that the ratio of this quantity to the pulse 
stretching caused by this signal is, for a given single-stage jRC-coupled 
amplifier, a constant independent of the signal strength, depending only 
on the bandwidth of the amplifier. The ratio, expressed in decibels per 
microsecond, is often used to specify the pulse stretching for an amplifier. ^ 

In an actual amplifier, the simplifying assumptions may not hold. 
The circuits within the amplifier may lengthen the decay time. Since 
limiting occurs between stages, using the over-all bandwidth of the ampli¬ 
fier as 6 in Eq. (31) does not give the correct result. The effects of each 
circuit cannot be considered individually, because the amount of pulse 
stretching produced by several circuits is not the sum of the stretching 

^ When a square-law detector precedes the amplifier, as mentioned in Sec. 4*1, the 
value of the pulse stretching in decibels per microseconds for the receiver^ consisting 
of the combination of detector and amplifier, is half that for the amplifier* In this 
chapter it is the value for the amplifier alone that is considered. 
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produced by the individual circuits. Thus the exact calculation of the 
pulse stretching is somewhat complicated. However, the approximation 
of Eq, (31) is often adequate if cautiously interpreted. 

The obvious method of reducing pulse stretching is by decreasing the 
rise time of the circuits causing it, i.e., increasing the bandwidth of the 
stages causing the pulse stretching. This method involves a certain 
sacrifice in gain per stage because the minimum shunt capacity is dc^ter- 
mined by the Aviring and tube interelectrode capacitances, and the only 
method of reducing the rise time is therefore the reduction of the load 
resistors with consequent loss of gain. 

Another possible method of reducing pulse stretching is by introduc¬ 
tion of an overshoot early in the amplifier before appreciable limiting 
takes place. This method has the 
effect of making the signal cross 
the baseline at a definite point, 
as shown in Fig, 3*31, instead of 
approaching the baseline asymp- 
totically, as in the previous case. 

This means that the maximum 
amount of pulse stretching that 


Q>) 

Fio. 3‘31. —Stretching limited by over- Fig. 3-32, —Effect of integration on long 
shoot. overshoot. 

can occur in the amplifier is the distance ah in Fig. 3*31, regardless of the 
amount of amplification and limiting following this point. 

The use of pulse-length discrimination may in some cases impose a 
restriction on permissible fractional overshoot. One type of circuit fre¬ 
quently used in pulse-length discriminators is a limiter followed by an 
integrating circuit, which gives an output proportional to the area of the 
pulse which is, since the amplitude is limited, proportional to the pulse 
length. If there is an overshoot of small peak amplitude but long dura¬ 
tion present, its area may be sufficient to make it an appreciably large 
signal after integration, as shown in Fig. 3-32. In this case, therefore, 
precautions must be taken to ensure that long-time-constant overshoots 
are negligible, not only before integration but after integration as well. ^ 
8*5. Small Amplifiers*—High-gain video amplifiers find considerable 
application in portable and airborne equipment, where space, weight, and 
power drain must be kept as low as possible. These requirements com¬ 
pletely change the design of the amplifier. Circuits are chosen not only 
for their performance but for their ability to make use of small components 
and to require a minimum of power. 
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Types of Small Amplifiers ,—^The various applications of small ampli¬ 
fiers may be grouped into several general classes according to the power 
available for the amplifier. There are applications where sufficient power 
is available to meet the needs of any circuit chosen. The problem is then 
merely the design of a lightweight, compact amplifier, using tubes with 
a-c-operated heaters, operating at moderately high plate voltages and 
currents. 

There are applications where the available power supply limits the 
plate current, the heater current, or both. In this case tubes Avith a-c 
heaters are again used, but they may have to be types selected for low 
heater drain, operated at lower plate current. It is quite possible that 
this type of amplifier may use more tubes than one in Avhich J5-supply 
current consumption is no consideration 

Where the only source of power is a storage battery or generator of 28 
volts, it is advantageous to design an amplifier that does not require a 
plate voltage higher than 28 volts, thus eliminating the need for dyna- 
motors, vibrators, or similar equipment. Here the primary concern is to 
obtain the desired gain and performance vdth a 28-volt ^-supply, size 
and heater poAver being of secondary importance. The JS-supply current, 
negligible in comparison with heater current, is of no concern. 

For some portable applications, the only source of poAver available 
is dry l)atteries. Since the operating time of such equipment is inversely 
proportional to the poAver drain, it is important that the poAver drain be 
kept as low as possible. Filament-type tubes must be used AA^herever 
possible because of the enormous saving in poAver over tubes using indi¬ 
rectly heated cathodes. 

Choice of Tubes. — In small amplifiers, the prime consideration in 
choosing tubes and circuits is gain rather than gain-bandwidth product, 
as in most other pulse amplifiers. The best tube is the one furnishing 
the most gain for a given space or power requirement. In many applica¬ 
tions, the only requirement on amplifier response is that the output 
waveform indicate the presence of signals, and no other information 
regarding the nature of such a signal is necessary. Thus very large dis¬ 
tortion of the pulse is alloAA^able. 

From this point of view it becomes eAudent that triodes are generally 
superior to pentodes for small amplifiers, despite the advantage of pen¬ 
todes in having a higher amplification factor. In order to utilize the high 
pentode amplification factor, high plate-load resistors must be used. 
Their use produces a high d-c voltage drop across the load resistor, thus 
necessitating the waste of considerable power and the use of high-wattage 
load and decoupling resistors. The use of the choke-coupled circuit to 
circumvent this problem introduces added complexity to the circuit and 
increases its size by adding the chokes, which may well be larger than the 
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tubes used. By choosing suitable compromise values, an amplifier in 
which the gain per stage is higher than that obtainable with triodes can 
still be built using pentodes without excessive power consumption. How¬ 
ever, the use of twdn-triode tubes makes possible a considerably higher 
gain per envelope than that obtainable with pentodes. Furthermore, the 
elimination of the screen-dropping resistor and bypass condenser may 
allow a considerable saving in size, especially where miniature and sub¬ 
miniature tubes are used, and the size of the amplifier may well be deter¬ 
mined more by the number and size of the other components than by the 
tubes. The screen-bypass condenser for the first tube in particular 
presents a serious problem since it must be fairly large to ensure good 
recovery. 

The main disadvantage of triodes for normal pulse amplifier use, 
namely, the Miller effect, is of little significance for this type of amplifier. 
Although the grid-plate capacitance appears across the input terminals 
multiplied by the gain of the stage, thus causing the input capacity of the 
stage to be unusually high, this merely has the effect of reducing the 
bandwidth, thereby slowing the pulse rise and fall time. With triodes 
having low grid-plate capacitance, such as the 7F8 and 6JG, the rise time 
is still fast enough for a 2-/4sec pulse to reach a flat top, so that the Miller 
effect does not reduce the pulse gain. A reduction in pulse gain may 
occur, howrever, for shorter pulses or with tubes such as the 6SN7 and 
6SL7 having higher grid-plate capacitances. The coupling condenser 
must be kept considerably larger than the equivalent input capacitance, 
since the two capacitances are effectively in series across the plate load 
and act as a capacitance voltage divider. If the coupling condenser is 
too small, a considerable portion of the signal is lost across it. There is, 
therefore, a limitation on the shortest possible time constant that can be 
used without loss of gain. 

Choice of Circuit .—The choice of the circuit to be used for a small 
amplifier depends upon the size and pow er requirements and the desired 
recovery. Brute-force prevention of grid current, with large time con¬ 
stants for all circuits except one, is not suitable for a small amplifier 
because of the large components retiuired. Inverse-feedback pairs, 
direct- or capacity-coupled, can be used for amplifiers using heater- 
cathode type tubes, with a high-voltage plate supply. Because of the 
absence of separate cathodes in filament-type tubes, direct coupling 
cannot be used for them. Neither type of inverse feedback can be used 
under low voltage conditions wdthout excessive loss of gain. Thus, the 
double short time constant is the only scheme outlined here usable for a 
single overshoot amplifier having a low plate-supply voltage. 

For multiple-overshoot amplifiers, straight iJC-coupling is simplest 
and best. Choke coupling can be used, but the advantages scarcely 
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justify the added weight and size. 
28-volt power supply, more stages 
are necessary for a given gain than 
with heater-cathode type tubes 
operated with a high B-supply volt¬ 
age, because the transconductance 
of the latter is much higher. 

For some special applications in 
which a high /i-supply voltage of 
approximately 300 volts is available 
but the allow^able current drain is 
hnv, a reduction of the current drain 
by a factor of 2 can be achieved by 
connecting the tubes in pairs in 
series across the i^-supply, as shown 
in Fig. 3*33. For pulses, the pair 
represents an ordinary pair of 
amplifier stages, since the cathode 



of the second stage is effectively grounded by the largo condenser C, 


For direct current, the two tubes are in series across the B supply. Thus 



Fia. 3*34.—Series^fed direct-coupled inverse-feedback pairs. 
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the voltage across each tube is half the B supply (150 volts, if the total is 
300), which is still enough for good amplification, whereas the current 
drawn from the supply for the two tubes is only the plate current of one 
tube. This same idea can be extended to the direct-coupled inverse-feed- 
back pair, as shown in Fig. 3*34. 

The characteristics of the amplifier are not determined completely by 
the circuit diagram. • As has been discussed previously, stray capacitance 
can play an important part in the pulse response of the amplifier. Even 
more important in small amplifiers is the possibility of stray feedback, 
which may have a peculiar effect on the pulse response of the amplifier; if 
there is enough feedback, the result is oscillation. These effects can be 
avoided by proper layout and by properly grounding all ground points. 
Techniques for improving stability are discussed elsewhere in this series 
in great detail.^ Briefly, the following points must be considered: The 
stages should be laid out in a line from input to output terminals; com¬ 
mon ground points on the chassis should not be used for several stages, 
heaters should be grounded to the chassis at points where there are no 
other connections. These points will be illustrated in Sec. 3*6. 

3*6. Examples. —In this section, six amplifiers are described; these 
present a good cross section of the types of amplifiers that can be used. 
For convenience they are numbered from one to six and are referred to 
by number. A summary of the characteristics of these amplifiers is 
given in Table 3-4, which specifies the fidelity with which the pulse is 
reproduced, the recovery time for full sensitivity after a 1-volt signal, the 


Table 3*2.—Summary of Amplifier Characteristics 


No. 

Fidelity 

Approximate 
recovery, /ieec 

No, of 

over¬ 

shoots 

Circuit 

Output 
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Tubes used 
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Si*e 

1 

Good 

15 

Single 

Brute 

force 

Simple 

Large pen¬ 
todes 

Considerable 

Large 

2 

Fair 

30 

Single 

Direct- 

coupled 

pairs 

Multivi¬ 

brator 

Submin. 

triodes 

A-c heater low 
B drain 

Tiny 

3 

Fair 

30 

Single 

Double 
short 
time con¬ 
stant 

Choke 

Loktal twin- 
triode 

28 volts 

Small 

*4 

Poor 

100 

Multiple 

Straight 

RC 

Special 

28 volts 

Loktal twin- 
triode 

28 volts 

SmaU 

5 

Poor 

100 

Multiple 

Choke 

coupled 

Smearer 

Miniature 

pentode 

A-c heater low 
B drain 

Small 

6 

Poor 

100 

Multiple 

Straight 

RC 

Multivi¬ 

brator 

Miniature 

twin- 

triode fila¬ 
ment type 

Batteries 

i 

SmaU 
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number of overshoots, the type of circuit used, the type of output circuit 
used, the general class of tubes used, the power requirements, and the 
relative size. 

Amplifier 1.—Figures 3-35 to 3*38 show a high-giiin video amplifier 
using the brute-force single-overshoot circuit, consisting of six stages, 
three 6AC7^s and three 6AG7's. The amplifier^ is designed for negative 
pulses of about 2 /xsec, and holds pulse stretching^ to 120 db/Msec. 

The stages of the amplifier are designed in pairs, a typical one of which 
is shown in Fig. 3*35. In order to drive the 6AG7 into grid current, the 
grid voltage must rise above the cathode potential. At zero grid bias the 
plate current of the 6AG7, as operated in this amplifier, is about 64 ma. 



Adding to this the zero-signal screen current of 6 ma, there is a total of 
70 ma flowing through the cathode resistor during a pulse that barely 
drives the amplifier into grid current. The cathode voltage is therefore 
0.070 X 160 = 11.2 volts. If no grid current is to be dra^vn, the signal 
on the grid of this tube must therefore be limited to less than 11.2 volts. 
Thelimitedoutput voltage of the 6AC7 is 0.010 X 1100 = 11 volts, which 
is less than 11.2 volts and therefore does not drive the 6AG7 into grid 
current. In the circuit diagram of Fig. 3*36 the values are slightly differ¬ 
ent and indicate on the basis of the previous calculation that grid current 
will occur. Actually, there are some discrepancies in the tube char¬ 
acteristics, which make the circuit of Fig. 3*36 practical without the draw¬ 
ing of grid current. 

The time constants of all circuits are long except for that of the cou¬ 
pling circuit between the fourth and fifth stages, which is made short to 

^ M. F. Crouch, **The Design of High-gain Video Amplifiers for Pulse Recep¬ 
tion,” Radiation Laboratory Internal Group Report 61-7/14/43, pp. 29-31. 

^ 60 db//«sec for a receiver consisting of a square-law detector preceding an ampli¬ 
fier of this type. 
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Fig, 3*36.—Complete circuit diagram for amplifier No. 
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introduce a single overshoot and to reduce microphonics. Because the 
* application requires that there be a sag of not more than 20 per cent in a 
2-/xsec pulse, a time constant of 10 ixsea is used for this circuit. Since the 
signal on this grid is negative, the overshoot produced drives the tube 
into grid current, thus shortening the time constant of recovery for this 
circuit. 

Cathodes are left unbypassed, except for the small condensers used for 
high-frequency peaking in the second and fourth stages. The screen 
bypass condensers are returned to the cathodes rather than to ground so 
that the signal component of the screen current may not flow through the 
cathode resistor and produce added degeneration. The degeneration is 
kept as low as possible by the use of small cathode resistors. 



Fig. 3-37.—Layout of amplifier No. 1. 


To ensure that the pulse stretching be held to 120 db/jusec, the band¬ 
width of the amplifier, according to Eq. (31), must be about 2 Mc/sec, 
which is the actual case. 

The layout of the amplifier is straightforward and is shown clearly 
in Fig. 3-37. The row of condensers nearer the tubes are the screen bypass 
condensers, the others being decoupling condensers. Of particular impor¬ 
tance are the ground connections. There are three ground points for 
each tube, connected to pins 1, 2, and 3 of the tubes. For the 6AC7 these 
correspond to the shell, heater, and suppressor. For the 6AG7 these are 
the shell and suppressor, heater, and internal shield. In general, to 
ensure stability all circuit grounds should be connected to the suppressor 
pin and none to the heater. In this case, it has been found permissible 
to violate this principle to a small extent by returning the cathode circuit 
to the heater pin. Any further violation of this principle will definitely 
cause trouble. In the form of Fig. 3*37 the amplifier is stable with a small 
cover over the circuits of the first tube and the remainder of the amplifier 
open. For convenience, a cover fitting the entire amplifier is used. 
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To reduce microphonics the first tube is shock-mounted. The leads to 
this tube, as shown in Fig. 3*37, are not connected to the socket itself bu<^ 
to tie points mounted on a bakelite ring, which are connected by flexible 
leads to the shock-mounted tube. 

The amplifier requires an electronically regulated power supply fur¬ 
nishing 120 ma at 300 volts. Filtering in the heater line is necessary to 
prevent transients oii the power line from being picked up within the 
amplifier and being amplified as signals. 

Figure 3*38 shows the top view of the chassis of this amplifier, showing 
the large condensers used for screen bypass and decoupling. 

Amplifier 2.—Figures 3*39 to 3*41 show a small amplifier made of 
subminiature tubes in a circuit of direct-coupled inverse-feedback pairs 



with a multivibrator output circuit. The inverse-feedback pairs are 
designed as described in Sec. 3*3. The last two tubes form a multivibrator 
which is triggered by the negative signal appearing on the grid. The 
short time constant for the elimination of long overshoots and low-fre¬ 
quency interference is the 1-Msec coupling time constant in the multi¬ 
vibrator, determined by 50 ppi and 20,000 ohms. In addition, the time 
constant in the grid circuit of the first tube of the multivibrator is shorter 
than is apparent, since the 1-megohm grid resistor is shunted by the 
conductance of the grid, which is normally positive. 

- Overshoots from other sources are minimized by the use of direct 
coupling to the positively driven stages and of long time constants in the 
negatively driven stages. Decoupling has been eliminated, as the ampli¬ 
fier is quite stable if the JS-supply impedance is low. This low impedance 
can generally be achieved by using a condenser of moderate size (between 
0,1 and 1 pi) across the supply. The circuit diagram for this amplifier is 
shown in Fig, 3*39, 
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The unique feature of this amplifier is the small size obtained by the 
use of subminiature tubes. The details of layout and construction are 
shown in Figs. 3-40 and 3*41. The tube clamps are mounted on a bake- 
lite strip, along with turret lugs, which are used for all connections. Slots 
are put into the strip to allow for the mounting of the postage-stamp- 


B+ 



size 0.01-/if condensers. The power leads are strips of copper foil run¬ 
ning along the back side of the strip, as shown in Fig. 3-40a, the upper strip 
being the B bus and the bottom strip being the heater bus. This arrange¬ 
ment serves the purpose of keeping the power leads close to the chassis, 
out of the way, and avoids congestion of leads. The strips are distant 
from circuit components and, having high capacity to ground and low 



inductance, are not so likely to cause feedback trouble as are ordinary 
wire leads. 

The strip is mounted in the chassis, a similar bakelite strip being used 
to insulate the copper strips from the chassis. All connections are made 
to the turret-lug terminals on the strip, except for ground connections, 
which are made to turret lugs mounted directly into the chassis below the 
strip. There is a separate ground lug for each stage, plus other ground 
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lugs where the heaters are grounded. Some lugs serve as grounds for two 
heaters; others for one, depending upon convenience, but no lug is used 
both for heaters and for other circuits. With the precaution of separate 



Fiq. 3*42.—^Amplifier No. 3. 


grounds and the copper strip as the heater lead, there is no need for further 
filtering of the heater current. 

Amplifier 3.—Figure 3*42 shows an amplifier circuit that operates 
from a 28-volt supply. Because the double-short-time-constant circuit 
is used, there is only a single overshoot. The type 7F8 twin triode is used 
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for all stages except the output and performs quite well with a plate sup^ 
ply of only 28 volts, although the gain per stage is naturally not so high as 
it would be with a higher plate voltage. Six stages of amplification are 
required before the output stage. 

The amplifier is designed for a negative input signal. The two short 
time constants are in the fourth and sixth grid circuits, with all other 
time constants made very long. The time constant in the sixth grid cir¬ 
cuit is short when grid current is drawn but increases to 10 /xsec during the 
overshoot. (For strong signals triodes 3 and 5 are cut off, and their plate 
resistance is then infinite.) The time constant in the fourth stage is about 
2 /isec. Thus, in Eq. (19), Ti is 2 /usee, Tih is 13.5 and 7\a is very 
short. This circuit clearly meets the condition for no secondary over¬ 
shoot, namely, that be greater than the sum of l\a and Ti, mth a con¬ 
siderable factor of safety. 



Fig. 3*43. — Block diagiam of aniplifiei No. 4. 


The recovery of the amplifier after strong signals is therefore gov¬ 
erned by the 16-/usec time constant. Since this coupling circuit occurs in 
the sixth stage after considerable limiting has taken place, the recovery is 
acceptable for most applications. 

The overload problem in general is not so severe in 28-volt amplifiers 
as in those having a high plate voltage. Since the maximum possible 
signal that can appear upon any plate is about 10 volts instead of 100, 
an improvement of 20 db is automatically present. 

The output circuit used is the one previously described in Sec. 3-4. 
The tube used is the twin pentode 28D7, which can draw a fairly heavy 
current with only 28 volts on the plate and screen. 

The layout of tliis amplifier is not shown but is quite straightforward. 
The tubes are laid out in a line from input to output. The general 
placement of components is similar to that of Amplifier No. 4, as illus¬ 
trated in Fig. 3*456, except that the added complications of folding the 
strip back on itself and of using tmn input circuits are not necessary. 

Amplifier 4.—The amplifier shown in Figs. 3*43 to 3*46 is also designed 
to operate from a 28-volt power supply. The special requirement for 







Fig. 3-44.—Circuit diagram of amplifier No. 
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this amplifier is that signals from either of two input channels, with 
opposite signs of input signal, cause the amplifier to furnish a 12-volt 
trigger into a 95-ohm cable. The exact nature of this amplifier can be 
understood from the block diagram of Fig. 3-43. In order to get the 
necessary relative inversion, the two input channels are mixed after one 
stage of amplification for the positive signal and two stages for the nega¬ 
tive. This mixing stage is followed by four stages of amplification and a 
multivibrator. In parallel with the normally conducting tube of the 
multivibrator, except for the plate circuit, is a driver stage using the 
high-voltage output circuit described in 8ec. 3*4. The large output pulse 
is used to drive a cathode-follower output stage. Considerable output is 
obtained by use of type 28D7 twin-beam power-amplifier tubes as the 
driver and the cathode follower. The 7F8 twin triode, although not 
designed for 28-volt operation, performs well as an amplifier under this 
condition and is used for all stages except the output. 

The circuit shown in Fig. 3*44 is one of straight /iC-coupling vdth 
multiple overshoot. The time constants are chosen to make the recovery 
as rapid as possible. Short- time constants are introduced into the ampli¬ 
fier as late as possible, so lhat the signal is limited before reaching these 
circuits and produces smaller overshoots. However, it is important that 
long overshoots do not reach sufficient amplitude to drive tubes into grid 
current. Hence, the short time constants are used in the coupling circuits 
of the first negatively driven stages, where the long positive overshoot 
would drive into grid current. 

The time constants in the early stages are all made long. The problem 
of grid current is disregarded in the first positively driven stage (the 
maximum possible signal is still so small that any overshoot produced by 
grid current is made negligible by the short time constants followng). 
The following stage, however, although negatively driven, is driven into 
grid current by the long overshoot. Since this would produce an 
extremely long paralysis of the amplifier, a short time constant is used for 
coupling at this point. The next stage is driven into grid current by the 
signal; hence the grid resistor is made approximately equal to the plate 
resistor to prevent a long recovery. The coupling condenser is made as 
large as possible (0.01 /xf) to reduce the amplitude of the overshoot pro¬ 
duced here to a minimum. At the output of this stage, the long over¬ 
shoot has been amplified to a level where it is again troublesome, and 
another short-time-constant coupling is inserted. The time constant of 
coupling into the multivibrator is long, but the grid resistor is kept low 
because the requirements of the multivibrator, which is a straightforward 
circuit. All decoupling-circuit time constants are large; thus there are 
only two short time constants in the circuit. 

The layout of this amplifier presents a peculiar problem because the 
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space requirements do not permit the use of a narrow strip. The lay¬ 
out as shown in Fig. 3*45 solves the problem. 

Figure 3•45a is a diagram showing the pin numbers of the tubes and 
numbering them for identification, and Fig. 3*45fc is a photograph of the 



Fia. 3 456.—Photograph of layout of amplifier No. 4. 

layout. The functions of the tubes, as numbered in Fig. 3-45a are as 
follows: 

Triodes Vu and Fja are the first two stages of amplification in the 
negative signal channel, the input lead coming in from a connector on 
top of the chassis, located at the center of Tubes Fi, Fa, Fs, and Fe. This 
connector is obscured by the parts covering it, but the input coupling 
condenser can be seen running alongside Tube F i, next to the large decou¬ 
pling condenser. 
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Triode Fib is the input stage for the positive signal channel, the input 
connector being clearly visible on the front panel in front of Tube Fi. 

The two channels are mixed at the plate of F 2 a, and the following four 
stages of amplification are Triodes F 2 b, Fsa, Fsb, and F 4 a. 

Beam-power Tube Fso and Triode Fib form the multivibrator, Fsa 
being the normally conducting tube; Tube Fsb is the driver, and Tube 6, 
both halves connected in parallel, is the cathode follower. 

The input and high-level amplifier stages are at opposite corners of 
the amplifier. Although the output stage is next to the input, the feed¬ 
back loop is broken by the normally nonconducting half of the multi¬ 
vibrator. Therefore, there is no transmission of signal around the loop. 


+300 V 



except immediately after a signal, when the recovery time of the multi¬ 
vibrator prevents continuous ring-around. Stray feedback is reduced still 
more by the 0.05-/xf decoupling condensers, which, standing on their sides, 
act as interstage shields, since they are at ground potential for pulses. 

One difficulty encountered when 28D7 tubes are used is their heater 
power requirement of 11.2 watts. This requirement means that unless 
proper precautions are taken, there will be a considerable temperature rise 
in any equipment using these tubes. With the amplifier enclosed in a 
metal box with no ventilation, the temperature at points in the chassis 
rises to above 90®C. The maximum temperature can be reduced by 
providing for ventilation by making holes in the box and installing a fan. 

Amplifier 5.—Figure 3-46 shows the circuit diagram of an amplifier 
using miniature pentodes with the choke-coupled circuit. This amplifier 
was designed to get the most gain from the fewest tubes with a recovery 
time of 100 gsec. For this reason the 6AK5-pentode choke-coupled 
circuit was chosen. For most purposes, this amplifier is inferior to one 
that could be designed using twin triodes, such as the miniature 6J6 or the 
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loktal 7F8. This is because the twin triodes, even with less gain per 
stage, permit more gain per envelope and also permit elimination of the 
chokes, which in this case occupy more space than the tubes. Further¬ 
more, the power consumption of the triodes can be reduced, with a reason¬ 
able gain being maintained, by using high load resistors. 

The chokes chosen for this amplifier, 85 mh, represent the largest 
readily available air-core chokes. The coupling condensers are not criti¬ 
cal so long as the circuit is more than critically damped. The load 
resistors are chosen to give a gain of 40 db per stage, so that the over-all 
gain is about 120 db. 

To keep the amplifier stable, extreme care is required in layout and 
grounding, because of the high gain in so small a space. To avoid 



instability, a small condenser (100 ^^f) is necessary to bypass the screen 
of the first tube to its cathode directly at the tube socket. The heaters 
must be grounded properly, and heater chokes are required. 

To remove the necessary overshoot in the output of the third ampli¬ 
fier stage, a smearer is used. Any triode is suitable for the purpose. 
In this case a 6SL7 is used, simply because the other half of the tube is in 
use elsewhere in the equipment. 

Amplifier 6.—Figure 3-47 shows the circuit diagram of an amplifier 
designed to operate from a battery supply for portable use. In this type 
of application, an enormous saving in heater power is realized by use of 
filament-type tubes, such as the 3A6 twin triode and the 1L4 pentode. 
Because there is no cathode in these tubes to isolate the filament supply 
from the signal path, the filament circuit is much more critical than it is in 
amplifiers using tubes with indirectly heated cathodes. 

Because the filament carries signal current, the filtering of the filament 
circuit is very critical. A large condenser, about 25 is generally 
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necessary across the filament of the first tube in order to ensure stability. 
With proper care in layout and grounding and separate filament-voltage 
dropping resistors for each stage, the 25-iuf filament condenser should be 
sufficient for stability. However, the 26-Mf condenser alone would not 
be sufficient to eliminate low-frequency interference that could enter the 
amplifier through the filament circuit if a vibrator or dynamotor were 
used. For this purpose a series iron-core choke of low d-c resistance 
would be required. 

Except for the filament circuit, the amplifier is quite straightforward, 
up to the multivibrator. Since there are two short O-jitsec time constants 
in the latter stages, the long time constants in the first few stages need 
not be very long. Thus the time constant between the first two stages is 
about 1000 /xsec, and that between the second and third is about the same, 
depending upon the signal level that determines the plate resistance. 
The amplifier is designed for a positive input signal; hence the input 
to the third stage is positive, and the grid resistor must be less than the 
plate resistor to prevent blocking b 3 ’’ grid current. To make the time 
constant sufficiently large a condenser larger than that between the first 
two stages is required at this point. The next two stages have short 
time constants, 9 /xsec, and low grid resistors, to prevent blocking by 
grid current. 

The sixth stage is the conducting half of a multivibrator, triggered 
by the negative input signal. This stage is d-c coupled to the normally 
nonconducting tube of the multivibrator. Because of the very wide 
variation in the cutoff characteristics of the 3A5 tube, a 1L4 is used 
triode-connected, with its bias set by the lOOfc potentiometer in the grid 
circuit. This controls the firing level of the multivibrator and is generally 
set so that the triggering by noise is sufficiently infrequent. 

Multivibrator operation is not so reliable when using these filament- 
type tubes as it is for heater-type tubes. In particular, all impedances 
when the tubes are conducting are considerably higher than for corre¬ 
sponding heater-type tubes. Also, because of the absence of cathodes, 
cathode coupling is impossible. For this reason, d-c coupling is necessary 
in the multivibrator to ensure good recovery. In addition an extra tube 
is necessary to prevent overshoots and extraneous signals from turning 
the gate off too soon. This prevention of overshoots is accomplished by 
connecting the plate of a tube to the plate of the stage that drives the 
multivibrator. This tube is normally biased off but is d-c coupled to the 
plate of the normally conducting stage of the multivibrator. When 
the multivibrator fires, the positive gate is impressed upon this tube, 
rendering it conducting. This loads the fifth amplifier stage heavily so 
that no signals or overshoots pass this point during the duration of the 
gate. 
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SYNCHRONOUS AND STAGGERED SINGLE-TUNED 
HIGH-FREQUENCY BANDPASS AMPLIFIERS 

By Henry Wallman 

4 * 1 . Introduction.^—Typical of the wide-band bandpass amplifiers 
to be discussed in Chaps. 4 to 8 of this volume are amplifiers 2 Mc/sec 
wide at 30 Mc/sec of 110-db gain, 16 Mc/sec A\ide at 16 Mc/sec of 80-db 
gain, and 20 Mc/sec wide at 200 Mc/sec of 100-db gain. 

The design of amplifiers of this type poses two main problems: 

1. The theory of the interstage coupling elements needed to achieve 
such bandwidths and gains. 

2, The practical questions of obtaining freedom from regeneration. 

This chapter contains a detailed discussion of two schemes of inter¬ 
stage coupling; other schemes are considered in Chaps. 5 and 6. Chapter 
7 contains comparisons of the various amplifier-design methods and con¬ 
siderations of transient response, and Chap. 8 discusses measurement and 
alignment procedures, and means of avoiding regeneration. 

Although Chap. 7 contains a fairly extended treatment of the repro¬ 
duction of pulses of a carrier frequency, the questions principally analyzed 
in Chaps. 4 to 6 are those involved in the design of amplifiers of large 
steady-state bandwidths. The reasons for placing the main emphasis on 
steady-state rather than transient-response considerations are the 
following: 

1. For a tube type of given gm and C, speed of response is cut in half when 
one goes from a low-pass circuit to its centered bandpass analogue, 
because of the double-sideband nature of carrier-frequency signals. 
Thus when 6AK5's are used in a bandpass amplifier that uses a 
single-tuned circuit (which is the bandpass analogue of JBC-cou- 
pling), the gain/rise time ratio is only 100//xsec instead of 200//isec 
as in the low-pass case (see Sec. 2-2). 

2. The circuits that are practical in bandpass amplifiers have to 
be much simpler and consequently less efficient than the bandpass 
analogues of the high-speed, low-overshoot circuits of Chap. 2. 
Thus the bandpass analogue of the four-terminal linear-phase net- 

^ This chapter is based on Radiation Laboratory Report 524, ^^tagger-tuned IF 
Amplifiers/' Feb. 1944, by Henry WaUman. 
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work (Fig. 1*26), although entirely possible in theory, is quite 
unr^sonable in practice, as Fig. 4*1 shows. 

3. Because of reasons 1 and 2 and the gm/C limitations of present tube 
types, it is newssary in high-gain carrier-frequency pulse amplifiers 
to accept fairly large overshoots (10 per cent or more) in order to 
achieve rise tiqies as short 

as Msec. Fomtnately for 

radar applications, such over- 1 

shoots are tolerable. S 

4. With the variabi ity in tube ^ 

capacities permitted by the ^ J 

present JAN specifications, S 

the tuning changes caused by 3 

replacing tubes make it point- ^ T 

less to design a bandpass Jr ^ 

interstage network for the I j [ \ \ _ [_ 

utmost performance with re- Fio 4 l —Bandpass analogue of four- 
gard to smaU overshoot. ST.SJrTi'S.rSt. Ms." 

with its associated capacitor (inductor) to 
the desired band center. 


[For applications requiring the desired band center, 
carrier-frequency pulse amplifiers 

having high gain (10® or more), fast rise time (xV M^ec or less), and very 
small overshoot (1 or 2 per cent), it \Yill be necessary to have tube-types of 
hettergm/C ratio than the type 6AK5 and/or circuits accurately adjusted 
to the capacities of the individual tubes in use.] 

The Different Interstage-coupling Schemes .—The most common types 
of interstage coupling methods are 


1. Synchronous single-tuned. 

2. Stagger-tuned. 

3. Double-tuned (including stagger-damped). 

4. Inverse feedback. 


Each of these types has its advantages and disadvantages with 
respect to 

1. Efficiency, i.e., gain-bandwidth product. 

2. Constructional simplicity. 

3. Noncriticalness of adjustment. 

4. Ease of gain control and gain stability. 

These various characteristics will be examined for each of the types. 

Roughly speaking it can be said that the synchronous single-tuned 
scheme can be put in one class of maximum simplicity and minimum 
efficiency, whereas the other types are in another class having greater 
complication but also considerably greater efficiency. 
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The coupling schemes to which this chapter is devoted are those 
of the s 3 aichronous single-tuned amplifier and the stagger-tuned amplifier. 

Double-tuned circuits are discussed in Chap. 5 and inverse feedback 
in Chap. 6. 


4*2. One Single-tuned Circuit 



Fiq. 4 2 —A-c diagram of single-tuned 
amplifier stage 


shunt loss resistance of L and C). 


The Equation .—If d-c returns are 
neglected, the diagram of a single- 
tuned amplifier stage is as shown in 
Fig. 4*2, where C is the total circuit 
capacity (the output capacity of Ti 
plus the input capacity of T 2 plus 
the wiring capacity) and li is the 
total circuit resistance (the parallel 
resistance of the load resistor, the 
plate resistance of JTi, the input re¬ 
sistance of T’ 2 , and the equivalent 
he impedance is found to be 


where 


Z{f) = R 



/o = 


1 

(2ir VLC) 


( 1 ) 


is the resonant frequency or hand center and 


1 _ 1 _ 2irfa^ __ 1 IL 

2TfoRC Q R Ryjc 


is the dissipation factor (the reciprocal of the Q). 

If the transconductance of Ti is gm, the voltage gain from the grid of 
Ti to the grid of T 2 is 

9 = gn.R (2) 

at band center and 


gmZiJ) 



(3) 


as 4 function of frequency. The gain is a maximum at band center, and 
this maximiun gain will be denoted by g. 

Geometric Symmetry .—^The complex function in Eq. (1) displays 
^‘geometric symmetry''; i.e., for any two frequencies / and fl/f hav^jj 
/o as thw geometric mean, the absolute values are equal and the phase 
angles opposite in sign. 
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Bandwidth .—Throughout Chaps. 4 to 8 of this book, bandwidth'^ is 
denoted by (S> and means full 3-db bandwidth, i.e., the bandwidth included 
between the left and right half-power or 0.707-voltage points. • 

The reasons for this choice of 3-db bandwidth are first that the 
mathematics is easier and second that the noise bandwidth^ is, except for 
a single single-tuned stage, quite accurately equal to the 3-db bandwidth.^ 
Prom Eq. (1) it follows that a 3-db point / = / occurs where 


L 

/o 



or, substituting d == l/( 27 r/o/?C), where 


^ J 2tRC 

Because of the geometric symmetry about /o the other 3-db point is 
fl/f] hence the bandwidth is 

“ - sic- 


Thus, the bandwidth of the circuit of Fig. 4-2 is independent of the center 
frequency. 

Another consequence of Eq. (4) is 

, _ bandwidth _ ® 

band center ~ /o ^ ^ 

Approximate Form; Arithmetic Symmetry .—One may write 

IjzJo ^ (f + fo)(f-fo) 

/o / ffo ffo 


^ The noise bandwidth of an amplifier, the B in the noise power formula kTB, is 
the width of an idealized bandpass filter having the same total area as that under the 
power-vB.-frequency curve of the amplifier and having the same peak value. For 
synchronous single-tuned amplifiers the ratio of noise bandwidth to S-db bandwidth is 
1.57,1.122, 1.155,1.13,1.11,1.10, . . . , 1.06 , for 1, 2, 3, 4, 5, 6, . . . , « stages, and 
for a single staggered n-uple (l/\/(1 -f- x^*) voltage curve) the ratio js 1.11, 1.06, 
1.025, 1.02, 1.01, . . . , 1.00 forn « 2, 3, 4, 5, 6.oo. 

* In addition there is the following fact about transient response and bandwidth: 
For a large variety of common coupling arrangements, e.g. one, two, or infinitely many 
synchronous single-tuned circuits, one or two transitionally coupled double-tuned 
circuits, a transitionally coupled triple-tuned circuit, etc., the rise time is very oktsdy 
a certain fixed constant (namely, 0.7) times the reciprocal of the 3-db bandwidth. 
Rise time here denotes the time for the step-function response to go from IQ to 90 per 
eant of its steady-state value (see Fig. 7^7). 
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Now for values of /close to/o it is approximately true that (/ + /o)// ~ 2; 
hence 

L h ^ o Ln-h 

h / '^ /o ' 


For circuits whose bandwidth is small compared with the resonant 
frequency, i.e., low-disSipation circuits, a good approximation to the right 
side of Eq. (1) is therefore 


R 


d 


d+j2 


f-fo 

fo 


or, using Eq. (5), 


Z(f) « R 


+ j{f — fo) 


( 0 ) 


In contrast to the right side of Eq. (1), Expression (6) displays 
‘‘arithmetic symmetry,” i.e., for any two frequencies / and 2/o — / 



having /©as their arithmetic mean the absolute values are equal and the 
phase angles opposite in sign (see Fig. 4*3). 

It is true of the approximation in Expression (6), as of the exact 
form in Eq. (1), that 

The exact fonn of Eq. (1) would, of course, diow arithmetut 
metry if plotted on a logarithmic frequency scale. 

Denoting/ — /o in Expresraon (6) by x, so that x represents frequency 
resonance, Expresraon (6) is proporticmal to 


<7) 


i® + jx' 


AMPLIFIER FIGURES OF MERIT 
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Taking CB = 2 yields the normalized selectivity function of a single-tuned 
circuit 

1 

1 +JX 

whose absolute value 

_ 1 _ 

\/Y+~^ 

is shown in Fig. 4-4. 

4*3. Amplifier Figures of Merit. Gain-bandwidth (9®) Product for a 
Single Sttige .—The evident figure of merit for a one-stage amplifier is the 


Relative voltage 



Fig. 4 4.—Normah*ed resonance curve of single-tuned circuit, arithmetic symmetry. 


product of voltage gain at band center by bandwidth.^ For any given 
circuit configuration it is always possible to increase the bandwidth at the 
cost of a proportionate reduction in gain, thereby preserving the product 
of gain and bandwidth. This fact follows from the impedance-level 
transformation applied to the given circuit, which consists of multiplying 
the value of each of its resistances by a factor ifc, leaving the capacity 
values unaltered, and multiplying the value of each inductance by k\ 
It is not hard to see that the impedance at any frequency / is fc times 
the impedance of the original network at frequency kf; hence the gain 
at each frequency is multiplied by fc, and the bandwidth divided by A. 

^ On a steady-state basis; on a transient basis the appropriate criterion is gain/rise 
time (see Chap. 2). Sometimes the amplifier designer is concerned with steady-state 
behavior (wide-band amplifiers), sometimes with transient behavior (fast amplifiers). 
Fortimately, as previously mentioned, for the more common interstage circuits the 
product of bandwidth and rise time is approximately independent of the particular 
coupling circuit employed. Rise time is, however, not the only index of transient 
response; the percentage of overshoot is also very important. A full characterisation 
of transient response can be given only by a graph such as that of the st^funotion 
reiponse (see Fig. 7-7). 
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g<B Product and g® Factor for One Single-tuned Stage. —From Eqs. (2) 
and (4) it follows that the gain-bandwidth product for one single-tuned 
stage is‘ 

s« = fe- 

In order to focus attention on the circuit rather than on the tube the 
g® product will be normalized by expressing it in units of g^/ {2irC ); so 
normalized this quantity will be called the g® “factor/^ Thus, Eq. (8) 
is equivalent to the statement for one single-tuned stage that m 

g® factor =1. (9) 

g® Product for Mult stage Amplifiers. — When dealing with an n-stage 
amplifier, the appropriate figure of merit is not over-all gain^ times 
over-all band^^^dth, but rather 

(Over-all gain)^''"* X over-all bandwidth. 

As before, one can show that for a given scheme of interstage coupling 
this product is constant, whether the over-all bandwidth is large or small. 

The following notation will therefore be adopted: whenever one 
speaks of the ‘‘g® product of an n-stage amplifier, the g ^\ill denote 
the nth root of the over-all gain and the ® will denote the over-all band¬ 
width. Further, the *'g® factor^’ will mean the g® product expressed 
in units of 

It is sometimes convenient to give the name ‘^mean stage gain” to 
the nth root of over-all gain. 

44. Cascaded Synchronous Single-tuned Circuits.— The Factor for 
Synchronous SingleAuned Amplifiers. —If n identical single-tuned stages 
with selectivity functions 1/(1 A- jx) (see Fig. 4*4) are cascaded, the 
over-all selectivity function is 

(nb)' 

because of the isolating action of the tubes, and the over-all bandwidth, 
derived by setting the absolute value of Expression (10) equal to l/-\/2J is 

Over-all bandwidth = one-stage bandwidth X V(2‘/" — 1). 

For n > 1 a good approximation to 2^'" — 1 is (In 2)/n, from the power 
series expanraon of 2*/"; moreover 1/Vln 2 = 1.2 very closely; henee 

t Not. that Eq. (8) i. independent of frequency; for a given gain it i. no eaaior to 
get a wide bandwidth at a high frequency thui at a low. 

' “Oain" always means voltage gam at the center of the over-ail pass band. 
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one may write 

i-. 111 . j • jxi. one-stage bandwidth , . 

Over-all bandwidth = -^— 7 =- (approx.). 

1.2 V w 

Therefore, for an amplifier of cascaded synchronous single-tuned circuits, 

g(B factor =-^— 7 = (approx.). ( 11 ) 

1.2 V n 

Equation ( 11 ) approaches zero as n increases, and the rapidity with 
which it approaches zero represents the principal weakness of syn¬ 
chronous single tuning. 

Table 4 1.—Shrinking of Over-all. Bandwidth in a Synchronous Single-tuned 

Amplii^ieb 


n 

y /{^\. 7 n 17 (exact) 

(approx.) 

1 

1 00 j 


2 

0 64 

0 59 

3 

0 51 

0 48 

4 

0 44 

0 42 

5 

0 39 

0 37 

6 

0 35 

0 34 

7 

0 32 

0 32 

8 

0 30 

0 29 

9 

0 28 

0 28 


Table 4*1 sho^\&, for example, that if a nine-stage synchronous single- 
tuned amplifier is to have an over-all bandwidth of 4 Mc/sec, then each 
individual stage must be 4/0.28 = 14.3 Mc/sec wide. Further, assuming 
gnt/2wC == 57.3 Mc/sec, as for 6AC7’s with g^n = 9000 jumhos and 
C = 25 /i/zf, the g(B product is, from Eq. ( 11 ), only 

16 Mc/sec = 0.28 X 57.3 Mc/sec; 
hence the stage gain is only 4. 

Maximum Bandwidth Possible at a Given Over-all Gain ,—^The circum^ 
stance that the g(B factor tends to zero implies that there is a maximum 
bandwidth for cascaded amplifiers of a given over-all gain and employing 
a given tube type no matter how many stages are permitted.^ 

For synchronous single-tuned stages the maximum bandwidth occurs 
when the gain per stage is (= 4.34 db), and the use of any larger 
number of stages yields only a smaller over-all bandwidth. This state- 

^ This theorem appears to have been first noted by Alan Hazeltine, Discussion cm 
The Shielded NeutrcJdyne Receiver,’ by Dreyer and Manson,” JProc. IM,E,, 14 , 306" 
412, (1926), particularly p. 406. The author is indebted to Mr. H. A. Wheeler for 
this reference. 
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ment is proved as follows: Denote by 9 required over-all gain, so 
that for an n-stage cascaded amplifier the stage gain is 9‘''”> denote by 
(B(n) the over-all bandwidth of the n-stage amplifier; the problem is to 
find the value of n maximizing (B(n). 

From Eq. (11) one has 


g*^“®(n) 


Qm _ 1 

2vC \ 2 y/n 


( 12 ) 


or 

«(n) = 

2irC 1.2 Vn 9'^” 

Setting (d/dn)<Si{n) = 0 shows that (B(n) is a maximum for n = 2 In g, 
or g^/** = y/e = 4.34 db, completing the proof. 

Unfortunately, the limitation on over-all bandwidth represented 
by this theorem is by no means an academic one; for present tubes the 
maximum possible bandwidth often turns out to be considerably less 
than is needed. Consider, for example, a synchronous single-tuned 
100-db amplifier. The maximum bandwidth occurs with 23 stages 
(100 db/4.3 db). The g® factor is 1/(1.2 y/^) = 0.174. If GAC7^s 
are used and if gm/2TC is assumed to be equal to 57.3 Mc/sec, the g(B 
product is 10 Mc/sec for 23 stages. Since the stage gain is y/e = 1.05, 
the over-all bandwdth is only 6 Mc/sec, which is entirely inadequate for 
many purposes. (It is worth repeating that the use of any number of 
stages greater than 23 would only reduce the over-all bandwidth.) 

t 4«6. Example of a Synchronous Single-timed Amplifier. Six-stage 
110-db 6AC7 Synchronous Single-tuned Amplifier Centered at 30 Me/Sec .— 
For bandwidths a third or less of the maximum bandwidth possible with 
synchronous single-tuned circuits, the use of such circuits is not too 
imeconomical, and in such cases this method has been widely employed, 
principally because of its simplicity. The following is a typical example: 

If an interstage capacity of 26 mA and, to be conservative, a 6AC7 
transconductance of 8000 /xnihos are assumed, the ratio gm/MJ is 
61 Mc/sec. 

The stage gain is = 18.3 db or 8.26; the bandwidth per stage is 
therefore 6.17 Mc/sec (61/8.26). The over-all bandwidth is then, 
according to Table 4-1, 2.16 Mc/sec (6.17 X 0.36). 

The individual interstages have the a-c diagram of Fig. 4.2 where 
C « 26 ixtdf L is chosen to resonate with C at 30 Mc/sec (hence 
i » 1.13 fth), and R = 1030 ohms as follows from either 


or 


Stage gain == gJR == 8.26 
Stage bandwidth *= « 6.17 Mc/sec. 
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Practical EmbodtmenL —The circuit of an actual amplifier of this sort, 
designed by P. R. Bell, is shown in Fig. 4*5, and a photograph is shown 



Fiq. 4>5.—Circuit diagram of 6-stage 110-db 6AC7 synchronous single-tuned ami^fier 

centered at 30 Mc/sec. 

in Fig. 4*6. The coils marked Li in F%. 4-5 are self-resonant chokes at 
30 Mc/sec, wound on the load resistors, and are used to keep tl^ plate 
voltage as high as the screen voltage. 
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The tuning coils are tuned by copper 
plugs that can be moved into the field of the 
coils, thereby reducing their inductances. 
The alignment of such amplifiers can be 
carried out by tuning the individual coils 
so as to give maximum second-detector out¬ 
put signal when a 30 Mc/sec sine-wave signal 
IS supplied to the input circuit. To assure 
that there are no gross errors, such as an 
incorrect damping resistor, it is, however, 
advisable to explore the amplifier pass band 
with a frequency-modulated signal generator, 
as described in Chap. 8. 

4<6. Staggered n-uples. Arithmetic 
Symmetry.—In this section single-tuned 
circuits will be considered, in the approxi¬ 
mation of Sec. 4-2, to have arithmetic 
symmetry. The exact case of geometric* 
symmetry will be taken up in Sec. 4*7. 

Definition^ Advantages, and Disadvantages 
of a Staggered n-uple ,—The goal of this sec¬ 
tion is to demonstrate that 

(1) it is possible to stagger the tuning of 
n suitably damped si ngle-tuned stages 
so as to get a 1/ \/(l + selec¬ 
tivity curve (such an arrangement is 
called a flat-staggered n-uple^), as 
depicted in the upper half of Fig. 7*7, 
and 

(2) the gcB factor for a flat-staggered 
n-uple is 1.® 

It is important to have a clear picture of 
the relative standing of points (1) and (2). 
It is often thought that getting t he ^^maxi- 
mally flat^^ selectivity curve 1/V(1 + 
is a good thing in itself, i.e., that there is 

^Qf bandwidth 2; other bandwidths are then 
obtained trivially (see Table 4 2). 

2 Another way of expressing (2) is this: A flat- 
staggered n-uple has as great an over-aU bandwhltli 
as does just cme smgle-tuned stage of the same ataga 
gain. 
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something inherently desirable in a flat selectivity curve. Only under 
extremely unusual conditions is this the case, however. If one is 
concerned with steady-state considerations of covering a large range of 
frequencies (^^wide^’ amplifiers), it would be better to have a gain char¬ 
acteristic with small dips, covering a substantially wider band (see Sec. 
7*6). If, on the other hand, transient considerations are controlling, as in 
television ('‘fast^’ amplifiers), then the flat-topped curve is not ideal 
because it leads to overshoots. 

The only virtues of the l/\/(1 + curve [point (1) above] are its 
simple mathematical character and its easily recognized shape when 
viewed on a cathode-ray tube with a swept-frequency generator; it is here 
adopted only as a means to an end, the end being the high gCB factor 
[point (2)]. In a sense, a flat selectivity curve is the penalty for a good 
9CB factor.^ A really useful accomplishment, from the point of view of 
transient response, would be a stagger-tuning scheme with a good 9® 
factor and yet a rounded (Gaussian- error) ove r-all selectivity curve. 

Complex Impedance Having l/\/(1 x^") as Its Absol ute Value , — 

The (minimum phase shift) complex impedance having l/\/(1 + x^) as 
its absolute value will now be determined. 

This procedure turns out to be very useful in the treatment of the 
exact single-tuned circuit, and the complex impedance is needed in any 
case for the determination of transient response in Chap. 7. 

Factoring,^ 1 -f — 

[(a;2-€i)(a;2-€i)][(a;2-€2)(x2~€2)] * • • [{x^-€n,2){x^-en/2)lneven, . 

[(a;2-€i)(x2-€i)][(x2-€2)(x2-i2)] * * * [(a:2+l)], wodd, ^ 

where the € are the nth roots of — 1 and overlining indicates complex conju¬ 
gate. One now seeks complex expressions of the form {jx — Km){jx — lU) 
whose absolute values squared are equal to the brackets of Eq. (13). 
Equating coefficients of 

\(jX — = (X^ + — X^ + 

and (a?2 - - €«) = - (€«, + i«)x2 + €«€« shows that = -€m, or 

Km = ( — Cm)^, (14) 

where in order to make the resulting impedances realizable, the value of 
Km is selected that lies in the left half-plane. It then follows that the Km 
are those of the 2nth roots of (— 1)”+^ that lie in the left half-plane. 

* Fortunately the overshoot that goes with a l/\/(l + curve is not too great 
for moderate values of n, so that the penalty is not too severe; for n » 1,2,3,4,6,6, 7, 
the percentage overshoots in the step-function responses are 0^ 4.3, 84, 10,8, 12.8^ 
14.8, 15.4, respectively (see Fig. 7*7). 

* Such a factoring was used by V. D Landon, ^'Cascade Ampliflw with 
Flatness,^* RCA 8es., iOii, 347-382, in particular p. 350; a similar factoring was efirim 
pmd by & Butterworth, **On the Theory of Filter Amplifiers,'^ WirtUn 
838-541, in |iartiouIar p. 837. 
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Equations (13) and (14) show that l/\/l + is the absolute value of 

— — • * * (ja: —Kn/2)(ia;-icn/2)},neven, 

^/\ijx—Ki){jx-h^{jx — K%){ix — h2) • • • (j^^+l)), nodd; 

see Fig. 4-7. 

Equation (15) ia thus a complex function having 1/Vl[r+1^ as 
absolute value. Equation (15), moreover, has no poles in the right half 

of the \ = y + jx plane and hence ^ 
is a realizable impedance function. 
Finally Eq. (15) has no zeros in 
the right half of the plane and 
hence, as a minimum phase-shift 
impedance, is uniquely determined 
by its absolute value.* In other 
words, Eq. (15) is the complex 
impedance function of minimum 
phase shift having l/v^(l + 
as absolute value. 

By writing k„, (Eq. (14)) in 
the form a + one sees that 

1 

\/(l + ^ 

is the absolute value of 

1 


[mi^+>(i±cosi)][.m|+i(»±co.^)] ■ ■ ■ 

[sin +i(x± ox ^‘** )]’ » w*”. 

1 


[™ £+■'(* ± a)] a+•’(**'” a) 

. . . 

(H 

- jx), n odd (16) 


Each of the n linear factors of Eq. (16) is the selectivity function of a 
staggered single-tuned stage; for example, the first two factors 


^O. Bnme, ^'Synthesis of a Finite Two-terminal Network,” Jour. Math. Phyn.^ 
iO, 19X->2d6 (1931). 

*y, W. Lee, Synthesis of Electrical Networks,” Jour. Math. PHys.^ ii, 83-118 
(1938); H. W. Bode, U.S. Patent 2123178 (1938), ^ Relations between Attenuation and 
Ptiase in Amplifier Design,” Bell System Tech. Jour.y 1940, 421-434, and Network 
AtMyms and Feedback Amplifier Design, van Nostrand, New York, 1945, Chap. 14. 




Fig. 4*7.—Location of poles for a flat 
staggered n-uple (a) n » 2; the 4th roots 
of —1 in the left half-plajie. (6) n ** 3; the 
6th roots of +1 in the left half-plane. 
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_ 1 _ 

“”5;a) 

are the selectivity functions of single-tuned stages with [see Expression 
(7)] bandwidths 2 sin 7r/2n and resonance peaks cos ir/2n to the left and 
right respectively of band center. Clearly, therefore, the entire com plex 
impedance in Eq. (16), and with it the absolute value l/\/(l + can 
be synthesized by moans of a cascade of n amplifier stages coupled by 
suitable single-tuned circuits. These stages are arranged in symmetrical 
pairs (Fig. 4-8), except that in the case where n is odd the last factor 
represents a centered stage. 

The point of this synthesis by factoring is that the isolating action of 
vacuum tubes permits the building up of complicated impedances a 



factor at a time, each simple factor being extremely easy to adjust and 
with no interaction among the various adjustments. 

Synthesis by factoring can, of cours e, be use d to obtain absolute-value 
curves more complicated than l/\/(l + Indeed, the method 

appears to be of general application in all cases where one desires an ampli¬ 
fier of specified pass band and more or less high gain—‘‘filter amplifiers,’' 
as Butterworth would call them. The amplifying action of several 
tubes is needed in order to secure the gain. One then might as well 
make use of their isolating action also, thereby making it possible to 
employ only very simple circuits throughout. 

Proof That the gOJ Factor of a Flat Staggered n-uple Is 1.—Equation 
(16) has demonstrated point (1) of Sec. 4* 6, that it is possible to stagger n 
single-tuned stages so as to get a + x^^) selectivity curve; it 

remains to show (2) that the gcB factor is 1. This follows very easily, 
however, by associating the numerator i with each of the n factors of 
Eq. (16). So modified, each of these factors represents a single-tuned 
stage of g(B factor 1. The absolute value of the product, 

(*)" 
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has an over-all gain of (i)” and therefore a stage gain of i. Because its 
over-all bandwidth is 2, the g® factor is 1, as desired. This completes the 
proof of the assertions of Sec. 4*6. 

Staggered n-uple Table, Arithmetic Symmetry ,—Table 4-2, derived 
from Eq. (16), shows how to make up a flat staggered n-uple, n = 1, 
. . . , 7, centered at /o and with over-all bandwidth ®, under the assump¬ 
tion of arithmetic symmetry, i.e., ®//o small. 

Table 4*2 shows that the component single-tuned stages of a staggered 
wr-uple have smaller bandwidths than the over-all bandwidth of the 
n-uple. This case contrasts with the case of synchronous-tuned ampli¬ 
fiers, where, as has been seen, the individual bandwidths are considerably 
larger than the over-all bandwidth. 


2 . 


Table 4-2.— Flat Staggered rj-rpLEs 
Approximate case: Arithmetic symmetry’’, 

Band center = /o, over-all bandwidth = (B, and (B//o small 
n (Component singh'-tuned stages 

Staggered-pair. Two stages staggered at/o ± 0.35(B of bandwidth 0.71® 

{ Two stages staggered at /o ± 0.43® of bandwidth 0.5® 
One stage centered at/o of bandwidth ® 

/Two stages staggered at/o ± 0.46® of bandwidth 0.38® 
iTwo stages staggered at /o ± 0.19® of bandwidth 0.92® 
'Two stages staggered at /o ± 0.48® of bandwidth 0.31® 
Two stages staggered at/o ± 0.29® of bandwidth 0.81® 
One stage centered at/o of bandwidth ® 

Two stages staggered at/o ± 0,48® of bandwidth 0.26® 
Two stages staggered at/o 
[Two stages staggered at/o 
rTwo stages staggered at/o 
Two stages staggered at/o 
Two stages staggered at/o 


3. Staggered-triple .... 

4. Staggered-quadruple. 


5. Staggered-quintuple. . 


6. Staggered-sextuple. 


7. Staggered-septuple. . 


± 0.35® of bandwidth 0.71® 
± 0.13® of bandwidth 0.97® 
± 0.49® of bandwidth 0.22® 
± 0.39® of bandwidth 0.62® 
± 0.22® of bandwidth 0.90® 


I One stage centered at /o of bandwidth ® 


4*7. Staggered n-uples: Geometric Symmetry. —Considemtion will 
now be given to the exact treatment of single-tuned circuits, a matter 
which, as seen in Sec. 4*2, involves geometric symmetry.^ 

Definition of an Exact Flat’-staggered n-uple .—The goal of this section 
is to demonstrate that 


1. It is possible to stagger n single-tuned stages so as to get a 

, ^ The exact case appears to have been first treated, but in a cumbersome way, by 
Hudolf Schienemann, '^TrSgerfrequenzverstarker grosser Bandbreite mit gegenein- 
ander verstimmten Einzelkreisen,’' Telegraphen Fernsprech Technik^ 1939,1-7. Schie- 
nemann was apparently the first writer to point out the main advantage of stagger- 
tuning over synchronous-tuning, i.e., its larger gain-bandwidth fuwduet, although 
00mm had earlier noted the possibility of synthesising complicated networks from 
ai|Ug)le eiremts separated by tubes (^^filter amplifiers’^ in Buttoworth's denignation). 






Sec. 4-7] STAGGERED N-UPLES. GEOMETRIC SYMMETRY 


181 


selectivity curve (such an arrangement is called an exact flat- 
staggered Tiruple, whose bandwidth/band center ratio^ is 5). 

2. The gCB factor for a flat-staggered ri^uple is 1. 

Two Staggered SingU-tuned Stages of Equal Dissipation Factor ,— 
Substituting d = l/(27ryoC) in Eq. (3) one gets 


1 



as the gain function. Expressing gain in units of fif«/27rC one can write 


1 



It is seen that the bandwidth of Expression (18) is d/o and the gain 

is l/(d/o), in accord with the g® 

factor of 1 for a single-tuned 

circuit. I 

Now suppose a single-tuned ^ 

stage peaked at frequency a is 

followed by a stage peaked at 1/a, 

so that / = 1 is the geometric 4-9.—Two exact single-tuned circuits of 

, same dissipation factor. 

mean of their resonant frequen¬ 
cies. Suppose further that the two stages have the same dissipation factor 
d (Fig. 4*9). Then the complex gain function of the product is [see Eq. 
(18)] 

I 

Multiplying the denominators together yields 

. d- + .^ + 1 (/ - i) (/ - ‘) - (/. +^). (19) 

^ And whose band center is / « 1; other center frequencies are then obtained 
trivially (see Table 4*8). The value of 5 may be either less or greater than 1. 
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Now 

+ ^ = + 2 . 

and 

-(f + l).-(/-!)■-2. 

Hence the right side of Eq. (19) can be written as 

and one has 


1 

a 


a 




( 20 ) 


The point to observe about Eq. (20) is that the only variable in the right- 

hand side is the single combination j (-7) , displaying geometric 

symmetry about / = 1, which is the geometric mean of a and 1/a. 

Flat-staggered n-uples . —Multi plying the two terms in each bracket of 
Eq. (16) shows that l/\/l + is the absolute value of 

_ 1 __ 

1^1+ jx2 sin i + (jx)® j j^l + jx2 sin ^ + (jx)*j • • • 

1^1+ jx2 sin ” even, 

_ 1 _ 

1^1 + jx2 sin ^ + (ix)*j 1^1+ jx2 sin • • • 

(1 + jx), n odd. (21o) 

By analogy with Eq. (21a) it follows that 

1 
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is the absolute value of 




1 2S,m^+ , /-j 


I«* + i 23 sin “ t) 

_ 1 _ 

' ^ +j(f - n odd. (216) 
It is now possible to synthesize the absolute value 


by equating the coefficients of j 


+(/-})■ 

ts of j in 


in Expressions (20) and (21b) 


For the first factor of Expression (216), for example, one needs to know 
the dissipation factor di and resonant frecjuency ai satisfying 


Of + (a, - 1 ) 


25 sin 

2n 


Squaring Eq. (226) and replacing 


one gets 


(..+i) br(a.-i) +4 
+44!-4S>8iii<i; 


substituting Eq. (22a) yields 


solving, 


d\ - d!(4 + 6*) + 48* sin* ^ = 0; 


4 + 8* - Jig + 88* + S*- 168* sin*^ 


2 
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using the double-angle formula 1 — 2 sin^ v/2n = cos r/Uy one concludes 
that 

4 + a* - ./iG + 85* cos - + S* 

^^ - (22c) 

Equations (22a) and (22c) completely express di and ai in terms of d. 
Proceeding similarly with the other factors of Eq. (21) it is seen that 

is the absolute value of 
Jl^ 

\ i 

as 0:3 





The factors in Eq. (23) are the impedances of single-tuned stages of 
dissipation factors resonant in pairs at frequencies aji, and 1 /at,. This 
establishes assertion (1) of Sec. 4-7; assertion (2) is evident from the fact 
tiiat each of the factors of Eq. (23) has the 9(B factor 1, as does 


1 



itself. 
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Table 4*3.— Flat-stagoered n-uPLEs 
Exact case; geometric symmetry 
Band center » /o; over-all bandwidth « (B; and <B//o 


2. Staggered-pair. 


3. Staggered-triple 


4. Staggered-qiladruple 


5. Staggered-quintuple.. 


Component single-tuned stages 
Two stages staggered at foa and /o/a of dissipation 
factor dy where 




4 -h 5* - V16 + 6* 




-f-d* 


5* 


Two stages staggered at /oa and /o/a of dissipation 
factor d, one stage centered at /o of bandwidth (B, 
where 

4 + «* - Vie + 4a» + a* 


d> 


{■-hy 


-I- d* « 


Two stages staggtTed at /oai and fo/ai of dissipation 
factor di, two stages staggered at /oas and /o/aa of 
dissipation factors da, where 




di 


4 + a* - \/i6 + 5.656a» + a* 

2 

~ — *’> 

4 + a» - Vl6 - 5.656a« + 8« 
2 

-^ + dl = 8* 


Two stages staggered at /oai and fo/oei of dissipation 
factor di, two stages staggered at /oaa and /o/aa of 
dissipation factor da, one stage centered at/o of band¬ 
width (B, where 


di 




4 + 8« - Vl6 + 6.4728« + 6* 
2 

4 + 8» - V^ie - 2.4728* + 8« 


2 
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The various stages of an exact flat-staggered n-uple do not have the 
same gain at band center [/ = 1 in Eq. (23)], but instead, as follows from 



the gain of each stage at band center is inversely proportional to its own 
resonant frequency. Each pair of staggered stages has as much gain at 
band center as any other pair, however, and for the odd n case the gain 
of the centered stage is exactly the mean gain of the r^-uple. Further, 
for the odd n case the bandwidth of the centered stage is exactly the 
over-all bandwidth of the ?i-uple. 


T.\ble 4-4.—Flat-staggered n-iiPLEs 
Asymptotic case: for 5 — (B//o less than 0.3 
Bandwidth = /o, over-all bandwidth = (B; and (B//o » 5 
n C'omponent single-tuned stages 

2. Staggered-pair .. Two stages staggered at/o ± 0.35(B of dissipation factor 

0.715 


3. Stagger€‘d-triple 

4. Staggered-quadruplc 


5. Staggered-quintuple. 


6. Staggered-sextuple 


7. Staggered-septuple 


Two stages staggered at /o ± 0.43(B of dissipation factor 
0.55, one stage centered at /o of bandwidth (B 

Two stages staggered at /o ± 0.46(B of dissipation factor 
0.55, two stages staggered at /o ± 0.92(B of dissipation 
factor 0.195 

Two stages staggered at/o ± 0.48(B of dissipation factor 
0.315, two stages staggered at/o ± 0.29CB of dissipa¬ 
tion factor 0.815, one stage centered at /o of band¬ 
width (B 

Two stages staggered at /o ± 0.48(B of dissipation factor 
0.265, two stages staggered at /o ± 0.35® of dissipa¬ 
tion factor 0.715, two stages staggered at /o ± 0.13® 
of dissipation factor 0.975 

Two stages staggered at /o ± 0.49® of dissipation factor 
0.225, two stages staggered at /o ± 0.39® of dissipa¬ 
tion factor 0.625, two stages staggered at /o ± 0.22® 
of dissipation factor 0.905, one stage centered at /© 
of bandwidth ® 


Exact Case ,—^Table 4-3, derived from Eqs. (23) and (24), shows how 
to make up an exact flat staggered n-uple, n = 1, • • • , 5, centered at 
/o and with over-all bandwidth (B. The ratio (B//o is denoted by 8. 
Because nearly equal numbers are subtracted in these formulas, calcula¬ 
tions should be carried out to three decimals. 

Asymptotic Valves ,—^The asymptotic values of the expressions in 
Table 4*3 for small values of 8 are easily derived, taking into account the 
approximations 



and 
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for small values of a — (1/a). These asymptotic values are listed iu 
Table 4*4; they are accurate for h = (B//o less than 0.3; and because of 
their simplicity and accuracy in that range, they are to be preferred to 
the values derived from Table 4*2. 

4*8. Flat-staggered Pairs, in Detail. Graphs. —^Figure 4-10 was pre¬ 
pared from Table 4*3 for the case n = 2. The use of Fig. 4*10 will be 
clear from the followng example: 

Suppose a fiat-staggered pair of 8 Mc/sec bandwidth is to be designed 
with band center at 10 Mc/sec. Then /o = 10 Mc/sec, (B = 8 Mc/sec, 
and 6 = 0.8, so that from Fig. 4*10 one finds that a = 1.33 and d = 0.535. 
Therefore, the pair is to be constructed of one stage staggered at 

10 X 1.33 = 13.3 Mc/sec, 
of dissipation factor 0.535 and hence of bandwidth 
0.535 X 13.3 = 7.1 Mc/sec, 


and one stage staggered at 10/1.33 = 7.5 Mc/sec, of dissipation factor 
0.535 and hence of bandwidth 0.535 X 7.5 = 4.0 Mc/sec. 

Cascaded Pairs and Comparison with Synchronous Single-iuned 
Stages. —The selectivity function of a flat staggered pair has the form 

l/\/(l + ill the low dissipation case and 1 ^ 


exact case. These curves are squarer than those for single-tuned stages; 
and because they are squarer, the bandwidth goes down less rapidly it is 
easy to see that the over-al l bandwidth of m pairs is the bandwidth of 
one pair times ^— 1). For m > 1, a good approximation is 


Over-all bandwidth of m pairs 
(see Table 4-5). 


bandwidth of one pair 
1.1 


Table 4*5. —Sheinking op Over-all Bandwidth, m-cAscADBD Flat-stagoeeed 

Pairs 




1 

m \ 

— 1 (exact) 

(1.1 lys) 

1 

1.00 


2 

0 80 

0.76 

3 

0.71 

0.69 

4 

0.66 

0.64 

5 

0.62 

...-.jfci.,.. 

0.61 


1 And the overshoot is larger: 4.3 per cent for one pair, 6.25 per cent for two pairs, 
7.7 per cent for three pairs, 8.8 per cent for four pairs, 9.9 per cent for six pairs (see 
Fig, 7*6). 
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Fio 4 10 —Design curves for an exact flat staggered pair. 

Note: 

1. An exact flat staggered pair of stage gain 9 has as great an over-all bandwidth (B as 
does one single-tuned stage of gain 9* ^ » 9® "** flf»n/2irC 

2. An exact flat staggered pair of over-all bandwidth geometrically centered at /o 

consists of two single-tuned stages staggered at /oa and /o/a of dissipation factor d, 
a being given in the upper graph and d m the lower graph as functions of £ (B//o. 

3. An amplifier made up of m pairs has 1/(1 1 the bandwidth of one pair. 
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For an n-stage amplifier, n even, made up of n/2 flat-staggered pairs, 
the S(B factor is therefore 


1 


1.1 



(25) 


Dividing Expression (25) by Expression (11) one sees that the advantage 
in 9® factor of an n-stage flat-staggered-pair amplifier over an n-stage 
synchronous single-tuned amplifier is 



(26) 


Three elements contribute to this adva ntage: th e n/2 instead of n, 
because there are only half as many l/\/(l + x^) selectivity curves as 
there are stages; the fourth root instead of the square root, because of the 
1/V(1 + X*) curve rather than the l/y/ (1 + x^) curve; and the 1.1 
instead of the 1.2. 

Expression (26) has the value 2.0 for n = 6. This means that a 
six-stage amplifier in the form of three flat-staggered pairs has twice the 
gCB factor of a six-stage synchronous single-tuned amplifier; hence for 
the same over-all gain the six-stage flat-staggered-pair amplifier has 
twice the over-all bandwidth. 

4*9. Flat-staggered Triples, in Detail. Graphs .—^Figure 4-11 was 
prepared from Table 4*3 for the case n = 3. The use of Fig. 4*11 will 
be clear from the following example: 

Suppose a flat-staggered triple with a 20.6 Mc/sec bandwidth and 
band center at 14.3 Mc/sec is to be designed. Then /o = 14.3 Mc/sec, 
(B == 20.6 Mc/sec, and S = 1.44, so that from Fig. 4*11, a = 1.84 and 
d = 0.60. 

Therefore, the triple is to be constructed from 


One stage staggered at 14.3 X 1.84 = 26.3 Mc/sec, of dissipation 
factor 0.60 and hence of bandwidth 0.60 X 26.3 = 15.8 Mc/sec. 
One stage staggered at 14.3/1.84 = 7.8 Mc/sec, of dissipation factor 
0.60 and hence of bandwidth 0.60 X 7.8 =* 4,7 Mc/sec. 

One stage centered at 14.3 Mc/sec of bandwidth 20.6 Mc/sec. 


Cascaded Triples and Comparison with Synchronons Single-tuned 
Stages .—^The selectivity function of a flat staggered triple has the form 

l/ViX + *•) in the low-dissipation case and 1 j+ Hr in 
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0.1 02 03 OA 0.5 0.6 0.7 0.8 0.9 1.0 1.1 1.2 1.3 1.4 1.5 1.6 1.7 13 1.9 2.0 

«=CB//o 

Fig. 4-11.—Design curves for an exact flat staggered triple. 

Note: 


1. An exact flat staggered triple of stage gain 9 as great an over-all bandwidth 
as does one single-tuned stage of gain 9* i-e-» S® “* am/2vC, 

2. An exact flat staggered triple of over-^l bandwidth geometrically centered at 

consists of two single-tuned stages staggered at /oa and /o/a of dissipation 
factor d, and one single-tuned stage centered at /o of bandwidth (B, a being given 
in the upper graph and d in the lower graph as fusions of $ (B//o. 

3. An amplifier made up of m triples has 1/(1.06 ^m) the bandwidth of one triple. 
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the exact case. These curves are squarer than those for a staggered 
pair; and because they are squarer, the bandwidth goes down less rapidly;^ 
it is easy to see that t he over-a ll bandwidth of m triples is the bandwidth 
of one triple times ^2^^^ — 1. For m > 1 a good approximation is 


Over-all bandwidth of m triples 
(see Table 4-6). 


bandwidth of one triple 
1.06 ^ 


Table 4*6.—Shrinking of Over-all Bandwidth, ^-cascaded Flat^staggered 

Triples 



1 

1.06 \/m (approx.) 

w 

~ 1 (exact) 

1 

1.00 


2 

0.86 

0.84 

3 

0 80 

0.79 

4 

0.76 

0.75 

5 

0.73 

0.72 


For an ?i^stage amplifier, n divisible by 3, made up of n/3 flat-staggered 
triples, the g® factor is therefore 


1 


1.06 



(27) 


Dividing Expression (27) by Expression (11), the advantage in gCB 
factor of an n-stage flat-staggered-triple amplifier over an n-stage syn¬ 
chronous single-tuned amplifier is found to be 



(28) 


Expression (28) has the value 2.5 for n = 6. This means that a six- 
stage amplifier in the form of two flat-staggered triples has 2.5 times the 
g® factor of a six-stage synchronous single-tuned amplifier; hence for 
the same over-all gain the six-stage flat-staggered-triple amplifier has 2.5 
times the over-all bandwidth. 

440* Gain Control of Stagger-tuned Amplifiers. First-order Effects. 
In a cascaded linear amplifier without feedback the over-all gain at any 
frequency is the product of all the by the product of all the imped¬ 
ances at that frequency. Because of this multiplicative property, if one 

^ And the overshoot is larger: 8.15 per cent for one triple, 11.2 per cent for two 
triples, 14.2 per cent for four triples (see Fig. 7«6). 
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of the stages has its reduced but its selectivity characteristic left 
unchanged, the over-all gain is reduced in proportion, whereas the over-all 
selectivity curve is completely unaffected. Consequently, to the extent 
to which tube capacities and loadings do not vary with it is possible 
to gain-control a stagger-tuned amplifier in any stage or combination of 
stages. In particular, there is no need to gain-control in pairs. 

Second-order Effects, —To a certain extent it is however the case 
that reducing the of a stage does affect its input capacity and input 
loading. Variations in input capacity can often be held within narrow 
limits by the Avell-known artifice of leaving unbypassed part of the 
cathode-bias resistor of the gs in-controlled stages, and variations in 
input resistance can be held within narrow limits by choice of a suitable 
cathode-bypass condenser. In practice, these measures have not proved 
necessary. 

Because of grid-plate capacity there is a variation in input loading and 
capacity due to the Miller effect. Rather bad offenders in this respect 
are 6AK5^s, which have a ratio of transconductancc to grid-plate capacity, 
socket included, that is about a third that of GAC7^s. Miller effect in 
6AK5^s is somewhat vexing, but it is not fatal in wide-band amplifiers 
even at frequencies as high as 200 Mc/sec. 

441. Examples of Stagger-tuned Amplifiers. Example 1. Nine- 
stage SO-db 6AC7 Flat-staggered Triple Amplifier Covering the Band 8.25 to 
24.75 Mc/Sec, —The geometric mean of 8.25 and 24.75 is 14.3 Mc/sec, 
which is therefore the geometric center of the band. 

Preliminary estimates show that it is sufficient to use nine 6AC7 
stages arranged in the form of three flat-staggered triples. From Table 
4*6 it follows that the bandwidth per triple must be 20.6 Mc/sec in order 
to obtain the 16.5 Mc/sec over-all bandwidth. 

The mean stage gain is most conveniently determined from the rela¬ 
tion that the 9® factor for a flat-staggered triple is equal to 1. Assuming 
a 6AC7 Pm of 9000 ^mhos and a C of 25 ptif, the ratio 


gm 

2rC 


67.3 Mc/sec; 


consequently the mean stage gain is 57.3/20.6 = 2.78, or 8.9 db. 

The center frequencies and bandwidths of the stages m aking up the 
three triples have already been worked out in Sec. 4-9. The load resistors 
are determined [from the relation that stage bandwidth = l/{2irRC)] to 
be 403, 1360, and 309 ohms respectively; the practical values are 390, 
1500, and 330. 

A block diagram of an amplifier of this sort is shown in Fig. 4*12.^ 

* This amplifier was built at the Radiation Laboratory, 1943, and required the 
theory of the caee of large fractional bandwidth. The widest stagger-tuned amplifier 
eonstrueted at the Radiation Laboratory had a bandwidth of 35 Mo/eeo; the center 
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The order of frequencies is 14.3, 7.8, 26.3; 7.8, 26.3, 14.3; 26,3, 7.8, 
14.3. No special significance is to be attached to this order, although it 
seems wise to center both the first stage and the stage driving the detector. 
The tuning coils are fixed-tuned and wound on i-in. bakelite rods to 
resonate with 25 M^f at the appropriate frequencies, as measured with a 


Stage 1 Stage 2 Stage 3 Stage 4 Stage 5 Stage 6 



(a) 


6AC7 



Fig. 4*12. — (a) Block diagram of nine-stage 80-db 6AC7 flat-staggered triple amplifier 
covering the band 8.26 to 24.75 Mc/sec. (6) Typical stage. Apart from the values of JB 
and L the various amplifier stages have the same constants. 

Q-meter. Because of the large bandwidth/band center ratio, the tuning 
is very uncritical. In all likelihood the coils could be wound from 
information contained in the inductance tables, and it would thus be 
posable to build amplifiers of this type with no equipment other than a 
soldering iron and a pair of pliers. 

Example 2. Four-stage 80-db 6AK6 Plod-staggered Quintuple, 10 
Me/Sec wide at 30 Me/Sec .—^The purpose of this amplifier, shown in 

frequency was 90 Mc/sec, and 15 GAKS’s were employed in three flat-staggered 
quintuples. It was used as i.f. amplifier of an expoimental radar system employ¬ 
ing ^ jusec pulses. The gain was 100 db. 
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Figs. 4*13 and 4*14, is to get high performance in a small space. The 
amplifier is folded back on itself, with the input connection and the first 
three amplifier stages located on one half of the chassis and the fourth 
amplifier stage, detector, and a pulse amplifier stage on the other half. 
The two halves are separately wired, each half having great accessibility 
because of its open L-shaped chassis. The two halves are connected with 
metal bushings, and the cover is then put over the combination. 

There is only one connection between the two halves of the chassis, a 
wire connecting the tuning coil between Stage 3 and Stage 4 to the grid 
of Stage 4. This wires goes through one of the metal bushings, the 



0.3/1 h 


Fig. 4-13.—Circuit diagram of four-stag© 80-db 6AK5 flat-staggered quintuple, 
10 Mc/sec wide at 30 Mc/sec. The coils are unity-coupled. The chassis shown in Fig. 
4-14 contains a pulse amplifier stage also. 

return path for the signal currents being conducted along the inside 
surface of the second chassis, through the inside surface of the metal 
bushing, to the inside surface of the first chassis. In folded amplifiers 
it is essential in connecting the two chassis together to adhere to the 
principle of providing for the signal currents between the chassis a return 
path that lies entirely on the inner surfaces of the chassis. No diflSculties 
are experienced in building folded amplifiers of over 100-db gain when 
such precautions are taken. 

The use of ‘‘feed-through" button bypass condensers,^ mounted in 
the wall of the chassis, makes it possible to have only two components per 
amplifier stage in the interior of the chassis, namely, a tuning coil and a 
damping resistor. The decoupling resistors are situated on the other 

^ Obtainable from the Erie Resistor Manufacturing Corporation, Erie, Pa. 
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Fio. 4*14a.—Bottom chassis view of four-stage 80-db 6AK5 flat-staggered quintuple, 10 Mc/sec wide at 30 Mc/sec. 
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side of the vertical chassis wall, as can be seen in the outer view of Fig. 
414. 

The tuning coils are on powdered iron cores, fixed-tuned and bifilar- 
wound, i.e., unity-coupled, thus eliminating the need for blocking con¬ 
densers. Although there are only four stages, there are five tuning coils, 
the input coil, which is the center-tuned coil of the quintuple, being the 
fifth. 

The amplifier is designed according to the entry for n = 6 in Table 
4*3, which leads to the values of center frequency and bandwidth shown 
in Fig 4 13 To achieve a gain of 80 db in four stages requires a mean 



Fia 4 146 —Top chassis view of four-stage 80-db 6AK5 flat-staggered quintuple, 10 Mc/soc 

wide at 30 Mc/sec 

voltage gain of 10 per stage. Since the gcB-product for a flat-staggered 
quintuple is equal to jy„/2irC', an over-all bandwidth of 10 Mc/sec requires 
the 6AK5’s to be operated with a gm/2itC ratio of 100 Mc/sec. In the 
amplifier of Fig. 4-13 the interstage capacity C is 10 /x^tf; hence the tubes 
have to be operated with a Qm of 6280 /xnihos. This value is above the 
ncnrmal rated 6AK5 value, but the special conditions of use of this 
amplifier make it legitimate to overrun the tubes. 

Example 3. Twelve-stage 100-d6 6AK5 Amplifier, Made Up of Four 
Flat-Daggered Triples, 20 Mc/Sec Wide at 200 Me/Sec. —This amplifier 
was designed and built by M. T. Lebenbaum of Radio Research Labora^ 
tory. The rough design of such an amplifier will fiirst be worked through, 
to show how one determines whether or not a given number of stages is 
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enough to provide the desired gain and bandwidth. For a 20-Mc/sec 
over-all bandwidth in four triples, the bandwidth per triple has to be 
26.3 Mc/sec (20/0.76), from Table 4*6. To achieve a gain in 12 stages 
of 100 db the required stage gain is 8.33 db = 2.61. The required 
S(B-product for each triple is then 2.61 X 2.63 = 68.5 Mc/sec. There¬ 
fore a gm/27rC ratio of 68.5 Mc/sec is needed; and if (7 = 11 /x/xf, a Qm of 
4750 iumhos is required. This is a reasonable value, slightly less than 
the nominal Qm for 6AK5’s, and hence validates the rough design. 

The problem is now reduced to obtaining a flat-staggered triple of 
26.3 Mc/sec bandwidth at 200 Mc/sec. The value of d =(B//o is 0.132, 
which is small enough to warrant use of Table 4*4. From this table, one 
finds that the triple should be composed of one stage at 

200 + (0.43 X 26.3) = 211.3 Mc/sec, 

of dissipation factor 0.5 X 0.132 = 0.066 and hence of bandwidth 
0.066 X 211.3 == 13.9 Mc/sec; one stage at 

200 - (0.43 X 26.3) == 188.7 Mc/sec, 

of dissipation factor 0.5 X 0.132 — 0.066 and hence of bandmdth 
0.066 X 188.7 = 12.4 Mc/sec; and one stage at 200 Mc/sec of band¬ 
width 26.3 Mc/sec. 

The damping resistances for these bandwidths and an interstage 
capacity of 11 nnf are 1040, 1160, and 550 ohms. A distinction has to be 
made, however, between the damping resistances and the actual plate¬ 
load resistors, especially at frequencies as high as 200 Mc/sec. In 
parallel with the tangible load resistors are three types of tube input 
resistance due to (1) transit-time effects, (2) cathode-lead inductance, 
and (3) Miller-effectfeedback through the grid-plate capacitance from 
the plate circuits. The first two of these resistances are of positive sign 
in the amplifiers discussed here and vary inversely as the square of 
frequency. Since with 6AK5’s the input resistance from these two 
effects is about 100,000 ohms at 30 Mc/sec, its influence is negligible at 
that frequency; at 200 Mc/sec, however, the input resistance is only 
about 2000 ohms and its influence is considerable. Even more important 
in stagger-tuned amplifiers is the Miller-effect input resistance, because 
it may have either sign. This input resistance measured at the grid- 
circuit resonant frequency is positive for a tube whose plate circuit is 
tuned to a frequency lower than that of the grid circuit and negative in 
the opposite case. At 200 Mc/sec this effect is serious in 6AK5^s because 
of the large grid-plate susceptance. In such a case, moreover, the input 
resistance varies rapidly over the band, and the individual circuits are not 
really single-tuned. An exact analysis is extremely complicated, but it 
has been found possible to get satisfactory results, even at 200 Mc/sec, by 
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experimental determination of the plate-load resistor values needed to 
give the required individual bandwidths. It would probably be difficult 
to go much beyond 200 Mc/sec with 6AK5’s, however. 

In the case at hand the constants of a triple are sho\vn in Fig. 4*15; 
observe that the only nontube loading in the 211 JMc/sec circuit is the 
loss resistance, because of finite Q, of the coil connecting the plate to B+. 

The unbypassed 10-ohm resistors between the B+ lead and the screen 
terminals suppress a tendency of 6AK5’s to oscillate parasitically at 
about 500 or 600 Mc/sec when one employs high-Q bypass condensers 
such as the mica button type. Although these parasitic oscillations 

/: 200 Mc/sec 211.3 Mc/sec 188.7 Mc/sec 



Fig. 4*15.—Circuit diagram of one triple of 12-8tage 100-db 6AK5 amplifier made up of 
four flat-staggered triples, 20 Mc/sec wide at 200 Mc/soc. 


occur only when the B+ voltage is at least 30 per cent above its rated 
value, it seems wise to be cautious. This matter of parasitic oscillations 
constitutes, incidentally, an argument against bypass condensers of 
high-Q. 

Figure 4-16 is a photograph of a few stages of this amplifier. The 
amplifier is tunable, and the tuning coils are of special interest. The coils 
are essentially small springs of phosphor-bronze wire which are wound, 
as shown in Fig. 4-16, on i-in. diameter linen-bakelite rods. These rods 
are backed by other springs, not shown, and connected to screws on the 
upper side of the chassis so as to permit extension or retraction of the 
bakelite rod into the underside of the chassis. This action has the effect 
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Fig. 4*16.—Bottom view of a few stages of a 12-stage 100-db 6AK5 amplifier made up of four fiat-staggered triples, 20 Mc/sec wide at 200 Mc/seo 
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of increasing or decreasing the spacing between coil turns, thereby varying 
the coil inductance. 

The alignment procedure is very simple and consists of connecting a 
signal generator to the amplifier input terminals and a voltmeter across 
the detector output terminals and then peaking each stage for maximum 
meter deflection, with the signal generator set to the frequency appro¬ 
priate to that stage. The order in which the peaking is done is immate¬ 
rial. It is easy to see how this procedure could be further simplified by 
a scheme of matching a color code of the adjustment screws to a color 
code of the signal-generator settings. 

The reason for making this amplifier tunable is the wide variation at 
200 Mc/sec of the resonant frequency of the individual circuits, prin¬ 
cipally because of the variability in 6AK5 interelectrode capacities. 
The sum of the variability in 6AK5 input and output capacities per¬ 
mitted by the JAN-1 A specifications is ±0.9 MAif- If the average 
interstage capacity is 11 iifxi, there is a fractional variability in capacity 
of about ± 1 ^; this means a variability in center frequency of about 
± which is about ±8 Mc/sec at 200 Mc/sec. Although such 
extreme variations in capacity, and hen(*e in tuning, are very unlikely, 
variations half as large, i.e., ±4 Mc/sec at 200 Mc/sec, are entirely 
likely. Such variations are too large to be neglected in a 20-Mc/sec wide 
amplifier; hence the provision for tuning. 

In summary one can say that a 20-Mc/sec w^ide amplifier at 200 
Mc/sec is more difficult to build than a 20-Mc/sec wide amplifier at 
60 Mc/sec in only one respect, namely, the need for tuning the individual 
stages of the 200-Mc/sec amplifier. 



CHAPTER 5 


DOUBLE-TUNED CIRCUITS 

By Richard Q. Twiss 

6*1. Introduction. —The theory of the double-tuned interstage cou¬ 
pling has been extensively discussed by a large number of writers^ for the 
broadcast receiver case, where the fractional bandwidth is small (less 
than 0.1) and the Q^a of the primary and secondary circuits are large 
(greater than 20). In this chapter, however, attention will be confined 



Fig. 5*la.— Induotance-coupled double-tuned circuit. 

Ci2 



Fig. 6*16.—Capacity-coupled double-tuned circuit. 

to the \vide-band fixed-tuned case (bandwidths in excess of 4 Mc/sec, 
fractional bandwidths in excess of 0.1), and only two types of coupling 
will be considered, the inductance-coupled circuit of Fig. 5* la and the 
capacity-coupled circuit of Fig. 6-16. Of these the inductance-coupled 
circuit is the more useful, for the reasons given in Sec. 5*2, and unless 
otherwise stated it will be assumed that this circuit is being discussed. 

^ A very useful and complete account is given by C. B. Aiken, ‘‘Two Mesh Timed 
Coupled Circuit Filters,^' Proc. I.R.E.y 85, February 1937. Considerable use will be 
made of the results of this paper in the present chapter; and as far as possible, the 
same symbols will be used. Reference may also be made to F. £. Terman, Radio 
Engineers Handbook^ 1st ed., McGraw-Hill, New York, 1943, Sec. 3. 
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The approximate theory, mentioned above and hereafter called the 
*^high-0’' theory, still yields very useful information when applied to 
circuits whose Q may be as low as 1. This is fortunate, since the more 
exact low-Q case is very cumbersome mathematically and has been fully 
worked out only for the case of transitional coupling. The approximate 
theory yields almost exact expressions for the gain-bandwidth factor and 
midband gain of a double-tuned circuit. In addition it gives values for 
the Q^s and the coefficient of coupling needed to achieve a desired band¬ 
width and shape of amplitude response that are useful first approxima¬ 
tions The exact low-Q theory must, however, be used to find the correct 
resonant frequencies of the tuned circuits, the exact values of Q, and the 
coefficient of coupling. Alternatively, the high-Q theory can be used to 
find the approximate values of the circuit constants, and the correct 
values can then be found experimentally by a cut-and-try process. 

Some of the more important results of the high-Q theory are given 
in Sec. 5*2, and an outline of the lo\\-Q theory is given in Sec. 5*5. The 
latter section consists of a set of a design data for the transitionally 
coupled case. 

In Sec. 5 6 is given a brief discussion of the so-called ^'stagger- 
damped bandpass amplifier; this is a scheme for obtaining very wide-band 
amplifiers by over- and underdamping successive stages of double-tuned 
circuits. The chapter concludes with a number of examples chosen to 
illustrate the theory. 

6-2. The General High-Q Case. —The basic circuit upon which the 
analysis is based is that of Fig. 5* la. The results can also be applied 
to the circuit of Fig. 5-16 by suitable modification of the basic formulas. 

The following symbols will be used, the notation being essentially 
that of Aiken. ^ 

/o, the midband frequency. 

M 

Jq = ———, the coefficient of coupling. 

VL1L2 

B — hy/ Q 1 Q 2 , the coupling index. 

P = Q 1 /Q 2 , the Q ratio. 

6 = p + 1/p = (Q 1 /Q 2 ) + (Q 2 /Q 1 ). 

= (s* — + 1), the shape index. 

V = \/QiQ 2 (cd/wo — wo/«), the frequency variable. 

J, the primary current. 

C. B. Aiken, *‘Two Mesh Tuned Coupled-circuit Filters,” Proc. I.B,E,^ 26, No. 2, 
February 1937. In the remainder of this chapter this paper will be referred to simply 
as Aiken. 
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J?i, the primary voltage. 

E 2 y the secondary voltage. 

It is shown by Aiken that 5fi2, the transfer impedance, is given 
approximately by 

y Ei js-\/RiRt 

Zfl2 == —r ~ -- 7 —=- f (1) 

(1 + «•-*) +jvVb + 2 + (jvy- 
so that the absolute value of Z 12 is given by 



VR^i 


1^(1 +8“)^ _ 2 


( 2 ) 


when Oi, Q 2 > 20 and k < 0.05. 

One of the most common uses for the double-tuned circuit is as inter¬ 
stage network in a bandpass amplifier. If J is the output current of a 
tube whose dynamic resistance is included in i?i, then J is related to 
the grid-cathode voltage of the tube by the equation 


J - 




where Qm is the transconductance and Cg the grid-cathode voltage. The 
expression for the absolute value of the stage voltage gain g can therefore 
be wTitten 


9 = 


_ gm VR\ H2 8 

u + - 2 (s 


5 ) ’’ + "‘I* 


( 3 ) 


Equations (2) or (3), which give the amplitude response of the net- 
w’^ork, are of fundamental importance and yield most of the useful 
information needed in the design of amplifiers employing high-Q double- 
tuned circufts. 

Universal Resonance Curves ,—Aiken has utilized Eq, (1) to plot 
universal resonance curves for 2 \Zi 2 \/\/R\R 2 for four differentj values 
of 6, namely 6 = 2, 10, 50, and 200. In this chapter universal curves are 
plotted for the two cases Qi = ^ 2(6 = 2) and Qi = 00 (6 = 00 ) as 
discussed in Secs. 5-3 and 5*4. 

By suitable transformation of the variables it is possible to provide a 
single set of resonance curves that provide all the essential data for the 
amplitude characteristic. If a new variable u and a new parameter 
defined by 


u 


(1 + s^)^ 


\W0 «/ 


(1 + «*)>< 


1 + 8 * 


( 4 ) 
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are introduced,^ then Eq. (1) can be put in the form 


1^.1 


s y/R\R2 1 

(1 - 2 / 3^2 + 


(5) 


and if \Zi 2 \ \/l + \/RiR 2 is plotted as a function of u for various 
values of /S, the required resonance curves are obtained. 

It may be noted in passing that these curves also give the amplitude 
response of staggered pairs and negative feedback pairs if the parameters 
are suitably redefined. 

Equation (5) has not been used to plot universal resonance curves in 
this chapter because the increased difficulty of interpreting the curves 
outweighs the advantages gained from displaying the information on a 
single family of curves, but Eq. (5) makes it clear that the shape, as 
opposed to the scale of the amplitude response, is determined by the single 
parameter /3. 

Critical and Transitional CovpHng. —From Eq. (2) it may be seen that 
the midband gain go is given by 


9o = 


yW 

1 “+ 


2S 


( 6 ) 


which depends only upon the coupling index s and not upon the Q ratio p. 
The value of k that, for fixed Q’s, makes the gain go a maximum is called 
the critical coefficient of coupling; and when k has this value, the circuit 
is said to be critically coupled. From Eq. (6) the corresponding value of 
8 is 

s = 1, 

so that, when the circuit is critically coupled, the midband gain is 

R1R2 


^ It may be seen from Eq. (4) that as > « (the overcoiipled case), jS 1 for aU h, 
that is, for all Q ratios. As s* —> 0 (the undercoupled case), however, — §6, which 
does depend on the Q-ratio. The explanation for this is simple. ’ As fc, and therefore 8, 
tends to zero the selectivity curve approaches that of the product of the two single- 
tuned circuits whose Q’s are the primary and secondary Q's respectively. In the 
equal-Q case this selectivity curve is the product of the selectivity curves of two single- 
tuned circuits with the same Q, and it is not possible to get a sharper response curve 
than this. In the unequal-Q case the selectivity curve can become much sharper; if 
the product of the Q’s is kept constant, then when one of the Q’s is infinite, the over-all 
bandwidth is zero. In this chapter attention is confined to the case —1 ^ p ^ 1, 
because cases where /? < — 1 are of little practical interest. 
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and the coefficient of coupling is 


k == 


"s/QiQi 


= geometrical mean of 


1 ^ 1 


( 8 ) 


Equation (7) gives the maximum attainable value for the midband 
gain. 

In practice it is customary to use not that valu^ of k which gives 
maximum midband gain but instead that value which gives the flattest 
selectivity curve. From Eq. (2) the corresponding value of s is given by 

s" = ih, (9) 

since in this case 

d\Zi2\ _ d^|i?i2| __ ^ 

dv dv^ dv^ 


when t; = 0. When Eq. (9) is satisfied, the circuit is said to be transi¬ 
tionally coupled, because if the coupling coefficient is increased beyond the 
transitional value, the curve has two peaks, whereas for values of k below 
transitional the curve has a single peak. The transitional value of the 
coupling coefficient is 


k = 


y/QiQi 




rms of and i- (10) 

VI V2 


When the Q’s are equal, 6 = 2, and transitional and critical coupling 
coincide. For all other values of Q, however, transitional coupling is 
greater than critical, since the rms of two unequal quantities is greater 
than the geometric mean. 

The bandwidth (B between 3-db points in the transitionally coupled 
case, as determined from Eq, (3), is 


(B = 


VT+T^ 

27r '\/CiC2 's/ 


( 11 ) 


Oain-handwidth Factor ,—It has been shown above that the general 
shape of the selectivity curve depends only upon a single parameter 
defined by Eq. (4). Accordingly when comparing circuits with different 
Q-ratios but with the same values of P (that is, the same peak to midband 
ratios) and the same bandwidths, it is sufficient to compare the midband 
gains. The ratio of the responses at midband is then equal to the ratio 
of the responses at any other frequency. A more general basis of com¬ 
parison is given by the ratio of the product of midband gain and band¬ 
width when the circuits have the same values of Because of the 
simplicity of the resulting expressions, the bandwidth is usually taken 
at the half-power points. The product of midband gain and bandwidth 
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is, in this case, called the “gain-bandwidth product” of the circuit. In 
the important case of transitional coupling, this gain-bandwidth product 
is given by 


8 « 


gm _ 2S 

27r2 VCiCl Vm*’ 


( 12 ) 


where s* = = i{ Qi/Q i + Q 2 /Q 1 ). 

Now gm/(2ir2 \/CiCi) is the gain-bandwidth product of a single-tuned 
circuit if a tapped coil is used to match the plate capacity to the grid 



P=0j/02 

Fig. 6*2.—Gain-bandwidth factor of transitionally coupled double-tuned circuit as function 

of Q-ratio. 


capacity, thus a convenient dimensionless figure of merit is the so-called 
‘'gain-bandwidth factor,^' the ratio of the gain-bandwidth product 
of the particular coupling circuit to the gain-bandwidth product of a 
single-tuned coupling circuit. On this basis the gain-bandwidth factor 
for a single-tuned circuit is unity and for a transitionally coupled double- 
tuned circuit is 


28 


( 13 ) 


where 8 is given by Eq. (2). If s is diminated between Eqs. (2) and (13), 
the gain-bandwidth factor can be shown to be equal to 
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2 Vl + 

(1 + p) 


(14) 


When p = 1, the equal-Q case, the gain-bandwidth factor is -v/2; as 
p tends to infinity, this factor increases monotonically to 2 . Expression 
(14) is plotted as a function of p in Fig. 5*2. 

When the coupling is not transitional, the expression for the band¬ 
width is complicated and the general expression for the gain-bandwidth 
product will not be computed. It is easy, however, to compare the 
effect of different Q-ratios on midband gain of circuits having the same 
shape index p and the same bandwidth. 

The midband gain in the general case is 


_ gr„8 \/RiR2 
I + 6*2 : 


(15) 


The shape index is assumed constant where 


P = 


s^ + 


(16) 


and since the bandwidth is also assumed constant, it is necessary that 


_ Q 1 Q 2 

“1+52 


(17) 


be constant, as may be seen from Eqs. (4) and (5). 
From Eqs. (15), (16), and (17) it can be shown that 


80 = 


_ ffmy 

2irfa \/CiC 2 



(18) 


It has been shown above that is never greater than unity, so that 
9o increases monotonically with ^^ 6 . When ^6 = 1, the equal-Q case, 


So = 



and when Qi is infinite, so that ^6 = «, 


go = 


ffmy 

2rfoV^i 


The ratio of the midband gain in the two cases is simply 

For strongly overcoupled circuits, where jS « 1, Expjressiim (19) 
Aows that the unequal-Q case gives no larger gain than the equal4(^ cose. 
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For very weakly coupled circuits, on the other hand, where — 1, the 
unequal-Q circuit has a considerabk advantage.^ At transitional 
coupling, where = 0, the ratio is l/\/2, a result already obtained above. 

The increased gain-bandwidth factor offered by the unequal-Q 
transitionally coupled case is not obtained without having to pay a con¬ 
siderable price, for it will now be shown that the amplitude response 
of the unequal-Q coupling is liable to develop serious asymmetry under 
conditions of slight mistuning. 

The Effect of Mistuning. —If the secondary circuit is mistimed from 
midband by an amount +A/, where A/ is small, then from Eq. (116) in 
Aiken the transfer impedance can be written 

2 __ >9 \fR 1 R 2 _ 

j^(l + + c»}l{b — 2) + ^o)dV -- 

- 2v^ + coj - (20) 

where 03d = \/QiQ2 A///o. 

It will be noted that there is now a term in the first power of v in the 
denominator, so that the resonance curve is asymmetrical unless Qi = Q 2 . 
The greater the Q-ratio the more serious is the asymmetry produced by 
mistuning. 

Aiken gives a number of curves illustrating the magnitude of this 
effect in particular cases. 

Variation of k with Q-ratio When the Bandwidth Is Fixed, —Another 
feature of the unequal-Q case, which may prove undesirable, is that the 
coefficient of coupling required for a given fractional bandwidth increases 
with the Q-ratio, according to the same law as does the gain-bandwidth 
factor. From Eq. (11) 

(B _ * vTTP 

/o 5 

so that k = (®//o)(5/\/l + s^), which, but for the factor (B/(2/o), is 
equal to the gain-bandwidth factor given by Eq. (13). Accordingly as p 
increases from 1 to «, fc increases monotonically from (B/(/o \/2) to (B//o. 

Despite the more critical dependence upon tuning and the larger 
coefficient of couplj^g, the unequal-Q coupling has a number of important 
applications, particularly as an interstage coupling circuit in wide-band 
amplifiers where the greater gain-bandwidth factor is important and as 
the input network of an amplifier where the addition of extra resistance 
(to equalize the primary and secondary Q's) would make the noise figure 
seriously worse. 

* 8ee foqtnote to Eq. (4). 
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In these applications it is usually desirable to make the Q-ratio as high 
as possible. Hence the special case where one of the Q^s is infinite is 
discussed in Sec. 5-4. The equal-Q case is discussed in Sec. 5-3. 

Gain-bandwidth Factor of an n-stage Amplifier .—The gain-bandwidth 
factor of an n-stage amplifier is defined as 27r2 \/C^/g« times the 
product of the over-all 3-db bandwidth and the mean stage gain. For 
the transitionally coupled double-tuned circuit the ratio of over-all 3-db 
bandwidth to 3-db bandwidth of a single stage is 


(2./n _ 1)M « 


1 


the approximate expression is very accurate for large n and is within 
10 per cent of the correct value even for n = 2. 

Accordingly the gain-bandwidth product of an n-stage transitionally 
coupled double-tuned circuit is 


gm _2 s 

2x2 y/cTTi 


(2V» _ 1)H, 


and the gain-bandwidth factor is 


( 21 ) 


2 s 

vr+T* 


(2i/» - i)« 


2 s 1 
Vl 4- S* 


( 22 ) 


where s is given in terms of the Q-ratio by Eq. (9). 

The Driving-point Admittance .—A quantity of particular importance 
in noise-figure calculations is the driving point admittance Y u defined by 


Aiken has shown that 


Y 


11 



(1 + 5^ — v^) -h jv \/b + 2 


(23) 


which can be expressed as the sum of a conductance Gn and a susceptance 
Bn, where 


Gn 


Bn 



(24) 
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The absolute value of Fn is given by 

j [(1 + - 2 (s* - 0 r* + 


iJ^ul 


Ri 




Si?2 




(25) 

(26) 


the abs olut e value of the primary driving-point admittance is thus equal 
to $/y/RiR 2 times the absolute value of the ratio of the transfer admit¬ 
tance Yu to the driving-point admittance of a single-tuned circuit (the 
secondary circuit). This last result can be used to provide universal 
resonance curves for the driving-point admittance if so desired. In 
Aiken curves of the driving-point impedance are given for the equal-Q 
case, and it is there shown, as can be deduced by inspection of Eq. (25), 
that the absolute value of the driving-point impedance is double-humped 
even when the circuit is transitionally coupled. 

Capacity-coupled Circuit .—In the small fractional-bandwidth case the 
gain-bandwidth factor of the circuit of Fig. 5T6 is the same as that of the 
inductively coupled circuit, and the results of this section apply to this 
case if the coefficient of coupling is defined by 


k = 


V(Cl + C,2)(C2 + C.2) 


Cu 


The chief drawback to the capacity-coupled circuit, however, is that 
the inductances Li and L 2 must resonate with capacities larger than 
Cl and C 2 , thereby reducing the gain-bandwidth factor. It is approxi¬ 
mately the case that Li must resonate with Ci in parallel with the series 
combination of C 12 and C 2 and L 2 must resonate with C 2 in parallel with the 
series combination of C 12 and Ci. The gain-bandwidth factor for this 
circuit is therefore multiplied by a factor approximately equal to 

/ ^2 1 . 

\(Ci + Ci2)(C2 + Cx2) 1 + A: 

For fractional band widths with A; > 0.1 the loss in gain-bandwidth is 
appreciable and is the chief theoretical reason for rejecting the capacity- 
coupled circuit in favor of the inductively coupled circuit. 

6 -8. The High-Q, £qual-Q Case*—When Qi = Q 2 = Q the transfer 
impedance is 

^ _ s y/RiRi 

““ [(1 + + 2(s 2 - l)t;2 + t;4]V4 

where RiCi ~ R 2 C 2 J and v ^ Q(a)/ci>o — wo/w)- 
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Universal resonance curves for this case are given in Fig. 5*3, where 
2\Zi2\/\^RiR2 is plotted, as a function of v, for various values of A. It 
will be noticed that all curves for coupling coefficients greater than unity 
have the same maximum value, a feature peculiar to the equal-Q case. 

The more important properties of the circuit are stated below. They 
can be obtained from the general results of Sec. 5-2 by insertion of the 
special values Qi == Q 2 fb = 2. 



-4-3.5-3 -2.5-2 -1.5 -1 -0.5 0 0.5 1 1.5 2 2.5 3 3.5 4 Qa 


Fig. 5*3. —Absolute value vs. frequency curves of high-O equal>Q double-tuned circuits 
as function of coefficient of couphnR. The parameters associated with the various curves 
are the values of kQ. 

1. Gain-bandwidth product of single stage 


= V2- 

2x2 


(27) 


2. The transitional coefficient of coupling = 1/Q = critical coefficient 
of coupling. 

3. Gain-bandwidth factor of single stage = \/2* 

4 . Gain-bandwidth factor of n stages 


= V2 (2v» - 1)H « 


(28) 


5. Bandwidth at half-power points with transitional coupling: 


(B 


foV2_ V2 

Q 2irRC’ 


where C — \/CiCi, R — \/RiRt; 
hence 

k - 1 = -L ®. 
“ Q V27o 


6 . The voltage gain at midband with transitional coupling: 


0 = 2=5. 

b 2 


(29) 


(30) 
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7. Midband value of driving-point impedance: 



Design of Equal-Q Double-tuned Circuit to Meet Given Specifications .— 
The design of a transitionally coupled equal-Q circuit to have a given 
bandwidth is very simple. From Eq. (29) k and Q are found at once. If 
the primary and secondary capacities are known, it is possible to write 
down the values for the damping resistors. 

In the more general case where what is given is the bandwidth at an 
arbitrary level and the height of the peaks, the design is best performed 
from the universal resonance curves of Fig. 5*3. The value of 5 cor¬ 
responding to the given ratio of peak response to midband response is 
found from Fig. 5-3, as is also the value of v at which the curve, with this 
value of s, intersects the level at Avhich the bandwidth is specified. Since 
V and the bandwidth are known, Q can be determined; and because s is 
kno^vn, k can then be found. With the determination of the damping 
resistors the design is complete. 

6*4. The High-Q Case When One of the Q’s Is Infinite.—When Qi is 
infinite, /2i, s, 6, and v all become infinite, so that the formulas given in 
Sec. 5*2 for the general case yield expressions that are indeterminate 
forms. Instead of considering these directly it is better to eliminate Ri 
from the expression for the transfer impedance so that this quantity is 
given solely in terms of finite quantities. 

If this is done, Zu is given by 

Zi 2 = - — r ^- -1 (31) 

27r/o a/c 7C2 I ^ + (i«)M 

hence 

\Zi 2 \ = V r ZT Y (^2) 

2ir/o VC 1 C 2 \k* + 2kA -h a^\ 

where a = w/wo — wo/«. It is clear from Eq. (32) that transitional 
coupling kt is given by 

kt = 

<?2 V2 

When the circuit is transitionally coupled, the bandwidth at half-power 
points is given by 


B 
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and the midband gain is 

Q ~ __ 

k^wfo V^2 


Qm \/2 Q2 
^irfo y/CiCz 



The gain-bandwidth product is 

^ ^ 

2x2 


(33) 


and the gain-bandwidth factor is 2. All these results have already been 
obtained in Sec. 5*2 above. 

Universal Resonance Curves ,—The shape of the response curve, in the 
ca^ when one of the Q’s is infinite, may be varied either by changing k 
or by changing Q. Accordingly, the most useful means of presenting 



Fia. 6*4.—High-Q double-tunod circuit, loaded one side only, Q fixed, k variable. 


universal'resonance curves for this case is to give one set of response 
curves with Q 2 fixed and k variable and another set with k fixed and Q 2 
variable. 

1 . Q Fixed, k Variable. For fixed-Q, transitional coupling is given 
by fc = = 1/(Q V^)* In Fig- the expression 


^la^Tr/o \/CiC2 

V2Q, 



is plotted as a function of a/kt = \/2 Qta, for k/kt — l/V^. 

V2, 2. 

In contrast to the behavior of equal-Q double-tuned circuits, discussed 
in Sec. 6-3, maximum secondary voltage does not occur at transitional 
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coupling, nor does the height of the peaks remain constant when the cir¬ 
cuit is overcouplod. 

Maximum secondary voltage occurs at critical coupling; if Qi is really 
infinite, critical coupling means zero coupling, infinite primary voltage, 
zero bandwidth, and zero gain-bandwidth product. 

2. k Fixed, Q Variable. For fixed k^ transitional coupling is yielded 
by 0 = = \/{k \/5)- In Fig. 5-5 the expression 


Zi2^Tf‘fo k 



(35) 


is plotted as a function of a/k = \/2 5 = Q/Qt = i, V\/2; ^ 



Relative voltage 

Fig. 5-5.—High-Q double-tuned circuit, loaded one side only, k fixed, Q variable. 


It may be noted that with k fixed and Q variable the voltage at band 
center is constant, a result that is evident from Eq. (32). 

The bandwidth at half-power points is 


(B == 


1 

27r/?2^)^2 


(36) 


Input Driving-poini Admittance, —From Eq. (24) it follows that the 
conductive and susceptive components of the driving-point admitt^ince 
are given by 


Gii = 




i2»(l + <?!«*)■ 

Q2 (1 + - k^Ql) 


* 2(1 + QW) 


(37) 
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and the absolute value of the driving point admittance is given by 


l^ul = 


2T/0C2O2 k* - (2** - + a* ^ 

(I + QW) 

kQi lUl 1 Rt 


R 2 \Z^,\ (1 + 


(38) 

(39) 


It may be noticed that (jn varies with frequency like the amplitude 
response of two identical cascaded single-tuned circuits. 

The Effects of Mistaning ,—In the case where Q\ is infinite Eq. (20) 
assumes the form 


1^. 


= 2Tfo VCiC, 




+ 


\Q2f0J 



where Af/fo is the fractional frequency difference between the resonant 
frequencies of the primary and secondary circuits and a = o)/wo — coo/co. 

It would be possible to plot a family of universal resonance curves for 
various values of k and Af if full information on the effects of mistuning 
were required. Here, however, a short discussion of the magnitude of the 
effect will be given in the case where the coupling is transitional. In that 
case, the transfer impedance is proportional to 


_ 1 _ 

where the 3-db bandwidth (B is approximately given by 


(41) 


® . 

/o Qz 

The curve of Eq. (41) no longer has a peak at midband, 
is a single peak at 



and the peak response is proportional to 


1 



(42) 

Instead there 

(43) 


(44) 
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The ratio r of the peak to midband response is 


r = 



(45) 


For a fixed A/ it may be seen that the magnitude of the mistuning 
effect is inversely proportional to (B; hence the wider the bandwidth the 
less critical does its unequal-Q coupling become. 

If the mistuning is produced by a change —AC in the stray capacity C 
of the tube, then, to the first order. 


and Eq. (45) becomes 


r 



(46) 


From Eq. (46) it appears that the important quantity is the fractional 
bandwidth, which must be large if the unequal-Q circuit is not to be too 
critical. 

To illustrate the magnitude of the effect numerically, the following 
assumptions are made: 

C = 15 M/uf, 

AC = 2.0 ynil, 

(B = 15 Mc/sec, 

/o = 45 Mc/sec. 

Then^ 


1 

'■ [1-3(tV3)«]« 

_ 1 _ 1 
(1 - 0.35)W (0.65)>^' 


Hence the response curve now has a peak of 1.95 db at 51.6 Mc/sec, an 
appreciable distortion. 

Design Procedure When One Q Is Infinite .—The design procedure for a 
double-tuned circuit with one Q infinite follows essentially the same course 
as that for an equal-Q double-tuned circuit. 

The main results of the last three sections are summarized in Table 

61 . 

6«6. The Transitionally Coupled Low-Q Case.—For wide-band 
recovers the high-Q theory is precise only at exceptionally high midband 
frequencies. The exact treatment, valid for the low-Q case as well, is 
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Table 5‘1.—Summary op Properties op Inductively Coupled Double-tuned 

High-0 Circuit 


Property 

General case, Q 1 /Q 2 = p 

Equal-Q case, 

Qi - Qj - g 

Oi * 00 

Condition 
for transi¬ 
tional cou¬ 
pling 

ITTp‘ 

A-=i 

Q 

k -—^ 

Cs V2 


3-db band¬ 
width at 
Iran si- 
tional cou-i 
pling j 

a/i + 1 + P fo 

V 2/0 V 2 

/o 1 

"" V2p ^ 

Q ^ 2tRC 

V2g VizirftjC, 

General ex¬ 
pression 
for mid¬ 
band gain 

gmk \/QiQ2 \/RiR2 

gmkQ y/RiR^ 

gm 1 

1 + kHliQ, 

1 + k^Q^ 

2jr/o * 

Midband 
gain with 
tran si- 
tional cou¬ 
pling 



V2g„R,^^ 

. V2p(l +P») 

gm \/ RiRi 

2 

Gain-band- 
width fac¬ 
tor 

2 Vl + P‘ 

Vi 

2 

1 + P 

Gain-band- 
width fac¬ 
tor of n-. 
stage am¬ 
plifier 

1 + P 

2 Vl + P* 1 

~ 1 + p 

!V2(2‘'''* - 1)^ 

Vi 

“ l.lnM 

2(2»/» - 1)K 

2 

Ratio of re¬ 
sponse at 
peak to re¬ 
sponse at 
midband 

1 +«* 

1 -l-S* 

kHi\ 

1(1 + ib) (2«* + 1 - ib)|^ 

28 

W\ - i)« 


extremely complicated and has been worked out fully only for the case of 
transitional coupling.^ Only the main results will be given here. A 

^ A. M. Stone and J. L. Lawson, Theory and Design of Double-Tuned Circuits,” 
Electronic Ind., p. 62, April 1946; ^*The Double-tuned Circuit with Transitional 
Coupling,” RL Report No. 784, November, 1945. See also C. P. Gadsden, Flat-flat 
Coupling for the Double-tuned Circuit,” RL Internal Group Report 61-11/17/44, for 
an independent derivation. 
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number of additional symbols that are needed in this section will now be 
defined. 

Si = primary freciuency. 

/2 = n -secondary frequency. 

Zir 1 j2C 2 

f[ = primary frequency with secondary short-circuited. 

/a = secondary frequency with primary short-circuited. 

As in the high-Q case, transitional coupling is defined by the condition 
that 

d\Z \2\ _ ^\Z\^ _ d^\Z ]_2\ _ ^ 
dj ' df^ dp 


where Zis is the transfer impedance and / ~ /o is the center frequency. 
The analysis is presented here for the eqiial-Q case and the case where 

Ql = 00. 

Equal-Q Case .—The design data for the equal-Q transitionally coupled 
case are shown^ in Fig. 5*0. If the 3-db fractional bandwidth is given, all 
the other data can be read off directly. The abscissa is the coefficient of 
coupling, in terms of which the other quantities are plotted. The circuit 
Q is obtained from Curve d where Q/2t is plotted; note that Q is specified 
at /o, not fu i.e., Q/2ir == foRiCi = The resonant frequencies 

may be found from Curve c. The frequencies /J, /g at wffiich one circuit 
resonates when the other is short-circuited are of importance in the lin¬ 
ing-up procedure. 

It may be noted from these curves that the high-Q theory gives results 
that differ very little from the exact low-Q theory even for values of k 
as high as 0.40. For example, even if the fractional bandwidth is as high 
as 0.6, corresponding to a 3-db bandwidth of 18 Mc/sec at 30 Mc/sec, the 
approximate theory gives a value for k of 0.424, which is only 6 per cent 
too high. Even more striking is the fact that the gain-bandwidth factor 
is constant and equal to y/2 for values of k as high as 0.8, although as k 
tends to 1, the gain-bandwidth factor tends to 1; the case k = 0.8 cor¬ 
responds to a bandwidth 1.55 times the midband frequency, which is an 
extreme case. This means that if Q is calculated from the high-Q 
expression 


1 

\/2fo 


then this value of Q will be accurate for values of k a s high as 0.8. It will 
also be noticed from Eq. (2) that |Zi2(/o)| V RiR^^ the normalized mid¬ 
band value of the transfer impedance, is equal to 0.5 for all k. 


^ Figs. 5-6 and 5*7 are taken from the paper of C. P. Gadsden, op. dU 
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It may be concluded that for the transitionally coupled double-tuned 
circuit with equal the approximate high-Q case provides design data 
accurate to within 6 per cent for values of fractional bandwidth up to 0.6, 
provided that the primary and secondary circuits are tuned to the fre- 



0 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 

k = coefficient of coupling 


Fig. 6 6 . —Design data for low-Q transitionally coupled doublo-tuned circuit, 

Qi =* Qz *= Q. 

(a) Fractional bandwidth (B//o; (h) normalized midband gain; (c) primary and secondary 
resonant fiequencies, (d) Q/2Tr «*/oiJiCi ^ ffiRtCt, (e) gain-bandwidth factor 

|2ii(/o)|2ir<B2 y/CiCt. 

quencies given by Curve c in Fig. 5-6. The approximate theory also 
provides expressions for the gain-bandwidth factor and the midband gain 
that are accurate up to fractional band widths of 1.55 for the former and 
even larger fractional bandwidths for the latter. 
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Even for fractional bandwidths as large as unity, it is still very accu¬ 
rately the case, as in the high-Q approximation, that the bandwidth (Br at 
a level 20 log r db down from midband response is related to the 3-db 
bandwidth (B by 



0.1 02 02 0.4 0.5 0.6 0.7 0.8 0.9 . 1.0 

h s coefficient of coupling 

Fig. 6*7. —Design data for low-Q transitionally coupled double>tuned circuit Q\ ^ , 

Qt * Q, (a) Fractional bandwidth <B//o; (6) normalized midband gain; (c) primary 
resonant frequency; (d) seco ndary resonant frequency; (c) Q/2v — faRtCzx (/) gain-band- 
width factor |Zia(/o)|2ir(B2 y/C 1 C 2 , 


Case When Qi Is Infinite .—^The design data for the transitionally 
coupled double-tuned circuit when Qi is infinite are shown in Fig. 5-7. 
The most important difference between this case and the equal Q case is 
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that the resonant frequencies of the primary and secondary circuits, given 
by Curves c and d, respectively, are no longer equal. As in the equal-Q 
case the high-Q theory gives values for k a(‘.curate to within 5 per cent 
for k less than 0.4. The value k = 0.4 corresponds to a fractional band¬ 
width of 0.435 (as opposed to 0.6 in the equal-Q case). The gain-band¬ 
width factor is constant and equal to 2 for values of k up to 0.9 but drops 
to \/3 as k tends to 1. The high-Q formula 

Q=V2f 

Jo 

is accurate for values of k as high as 0.8. The normalized midband gain, 
plotted in Curve 5, is no longer independent of fc, but the high-Q result is 
accurate to within 5 per cent for fractional bandwidths as large as 1.4. 

Apart from the differences mentioned above, the design of a transi¬ 
tionally coupled double-tuned circuit with one Q infinite proceeds along 
the same lines as for the equal-Q case. 

6-6. Stagger-damped Double-tuned Circuits. —If n identical double- 
tuned transitionally coupled stages are cascaded, the over-all 3-db band¬ 
width is reduced by the factor (2^''" — 1 as stated in Sejc. 5-2. Thus in a 
conventional eight-stage double-tuned amplifier the over-all bandwidth 
is only {2^ — = 55 per cent of the bandwidth of each stage. A 

scheme will now be described^ that eliminates this shrinking of bandwidth. 
The idea is to have successive stages over- and undercoupled so that the 
over-all response curve is maximally flat. For want of a better name this 
scheme is called ^‘stagger-damping.’^ 

Because of the complexity of the calculations for the exact case, the 
theory is based throughout upon the high-Q approximation. This is 
a weakness, since stagger-damping is likely to be noncritical enough for 
practical use only in the lov/-Q case. However, the wide range of validity 
of the high-Q theory for the case of transitional coupling, demonstrated 
in Sec. 5-5, lends support to the belief that results derived from this 
theory will be sufficiently accurate to yield the high predicted gain- 
bandwidth factors, at least after some cut and try. 

Synthesis of a Maximally Flat Response Curve by Over- and Under¬ 
coupled Double-tuned Circuits, —In the first place attention will be con¬ 
fined to the case where one Q is infinite. It was shown in Sec. 5*4 that 
when Qi = 00, the transfer impedance is given by 


Zi2 = 


2ir/o \/^s + g + j 


^ Henry Wallman, ‘'Stagger-damped Double-tuned Circuits,” RL Report No. 639, 
Mar. 23,1944. Section 6*6 follows this report. 
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The absolute value of Eq. (47) is 


1^121 


2ir/o y/CiC, 


k* + + 


(48) 


If the individual stages of the ri-stage amplifier are over- and under¬ 
coupled to yield a maximally flat over-all amplitude response, this 
response will be of the form 

(J4n _|. 


where 5 is equal to the fractional over-all bandwidth between half-power 
points. 

Now from Eq. (4*2la) it may be seen that is the 

absolute value of 


_ S _ S _ 

-!- ja2S sin ^ -f jo:2S sin ^ -f- (ja)^ 


^ 1 

8- + jot28 sin —tt + 

Each factor of Eq. (49) has the same general form as Eq. (47); thus 
the first factor of Eq. (49), for example, may be realized by a double- 
tuned circuit loaded on one side only and satisfying 

A = a, 

Q 2 =- > (50a) 

28 sin ^ 


the second factor of Expression (49) by a double-tuned circuit loaded on 
one side only and satisfying 

k = 8, 

Q - (50b) 

28 sin -j- 


and so on. Hence the selectivity curve 8 ^/may be realized 
by an amplifier consisting of n suitably damped double-tuned circuits 
separated by vacuum tubes. An amplifier of this sort is called a ‘‘stag¬ 
ger-damped n-uple.” 

In the approximate high-Q case this design possesses two very con¬ 
venient features. 
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1. All the transformers have the same coefficient of coupling. 

2. The coefficient of coupling is the ratio of desired over-all band¬ 
width to center frequency. 

This means that only one transformer type is needed throughout. 
The only difference between the circuit of one stage and the circuit of 
another stage is in the value of damping resistor. 

It must be pointed out, however, that because this scheme will be 
used only with wide-band amplifiers, the exact low-Q analysis must be 
used to calculate the circuit components. Under these circumstances the 
coefficients of coupling will vary from stage to stage, although the varia¬ 
tion will not, in practice, be large. 

Gain-handwidth Factor .—If the transconductance of each stage of the 
amplifier is the over-all gain at midband is 

^ 

(2x/o VC^i «)"’ 

so that the mean stage gam is 

_ Qm _ 

2x/o i 

The over-all 3-db band\Mdth is/o5, and hence the stage-gain times over-all 
bandwidth product is 

_ 9m _ 

2 t \/CiC2 

so that the gain-bandwidth factor is 2. This is the gain-bandwidth factor 
of a single transitionally coupled double-tune,d circuit with one Q infinite 
and is twice that yielded by staggered single-tuned circuits. 

Stagger-damped circuits bear the same relation to double-tuned cir¬ 
cuits, all transitionally coupled, as do stagger-tuned circuits to syn¬ 
chronous single-tuned circuits; both schemes eliminate the shrinking of 
over-all bandwidth that results when identical cinmits are cascaded. 

Stagger^^amped n-uples Using Double-tuned Circuits mth Both Q*s 
Finite .—It might be expected, as a corollary of the above analysis, that if 
a stagger-damped n-uple were constructed of equal-Q double-tuned cir¬ 
cuits, the over-all gain-bandwidth factor would be equal to \/2, that is, to 
the gain-bandwidth factor of a single transitionally coupled equal-Q cir¬ 
cuit. Such is not the case, however; the gain-bandwidth factor of an n- 
stage equal-Q stagger-damped n-uple is 2^/2n^ which tends monotonically 
to unity as n —> ». 

It may be seen that if all the stages must be made of equal-Q double- 
tuned circuits, the stagger-damped scheme is of very little use. 
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It has been shown in Sec. 5*2 that for a given bandwidth and shape of 
response, the ratio of midband gain in the eqiial-Q case to midband gain in 
the unequal-Q case tends to unity as k tends to unity and to zero as k tends 
to zero. Accordingly it would be possible to use equal-Q circuits for the 
overcoupled stages and unequal-Q circuits for the undercoupled stages 
and preserve an over-all gain-bandwidth factor close to 2. Such a design 
might prove a useful compromise between good gain-bandwidth factor 
and noncritical circuits. 

For the general case where the Q’s are unequal the circuit components 
can be determined quite simply when it is remembered that the shape of 
the response curve of a circuit is determined once there is given the ratio 
of peak to midband response and the bandwidth at any level. 



Fig. 5-8.—Stagger-damped pair (a) 1/v^l — -y/2 + 2^^ 4- 2/* + 2/^1 

(c) l/\/1 + !/*• (a) and (6) are the component selectivity curves of a stagger-damped 

pair; (c) is the over-all result. 


Let (B be the over-all bandwidth, to the half-power points, of a stagger- 
damped n-uple; then the circuit components of the rth stage must satisfy 
the two equations 


/o 

2 sin (2r ~ 1) ^ = 


(1 + 8 ^)^ 
VQiQs 

vr+2 

y/l + s“' i 


(51) 


One more relation is needed to determine the system. The Q-ratio 
may be given or the magnitude of one of the Q’s or the coupling coefficient 
k or & functional relation of all three, depending upon the particular 
problem under discussion. The important thing to emphasize is that 
there is no need for the third relation to be the same from stage to stage; 
it is necessary only that the two relations of Eq. (51) be satisfied. 

Stagger-damp&i Pairs and Triples .—^The particular cases of stagger- 
damjTed pairs and triples will be considered in slightly more detail. 
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1. The Resonance Curves ,—In Fig. 6-8 are shown the two resonance 
curves that make up a stagger-damped pair, and in Fig. 5-9 the three 
selectivity curves that make up a stagger-damped triple. The frequency 
variable in each figure is y = a/b. 

The design data for the general case can be found from Eq. (50) by 
putting n = 2 in the stagger-damped pair case and n = 3 in the stagger- 
damped triple case. 



Fio. 6*9.—StaRKer-dainped triple, (a) l/\/l —-y /3 + 2 /^; {h) \fy/\ + 

(c) l/'v/l + -y /3 + 1 /^ (d) l/\/l + y**. (a)» ( 6 ), and (c) are the component selectiv¬ 

ity curves of a stagger-damped triple; (d) is the over-all result. 

2. Cascaded Pairs and Triples .—When identical stagger-damped pairs 
are cascaded, the over-all bandwidth is reduced by the factor (2^/" — 1)^^. 
when n is the number of pairs, as in Table 5-2. 


Table 5*2. —^Reduction of Over-all Bandwidth with n Stagger-damped Pairs 


n 

2 


4 

5 

6 

7 

(21/-. - i)H 



0,812 

0.782 

0.768 

0.754 


Consider an eight-stage amplifier, for example, in the form of four 
stagger-damped pairs. The over-all bandwidth is 81 per cent of the 
bandwidth of one pair, so that the use of four pairs instead of one octuple 
entails a loss of only 19 per cent in over-all bandwidth. 

When identical stagger-damped triples are cascaded, the over-all 
bandwidth is reduced by the factor (2^/** — 1)^», where n is the number of 
triples, as in Table 5*3. 
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Table 6‘3.— Reditction of Over-all Bandwidth with n Stagger-damped Triples 


n 

2 

3 

4 

5 


(21/a _ 1)H» 

0.929 

0 894 

i_ 

0 871 

0 848 



3. Transient Response .—The step-function response of a stagger- 
damped pair is graphed under n = 4 (Fig. 7-7) and shows a 10.9 per cent 
overshoot. The step-function response of a stagger-damped triple is 
graphed under n = 6 in the same Fig. 7*7 and shows a 14.3 per cent 
overshoot. 

As pairs or triples are cascaded, the percentage overshoot is multiplied 
by a factor about equal to the square root of the number of pairs or 
triples. 

6-7. Construction and Examples.^ —It is usually difficult to achieve a 
coefficient of coupling larger than about i with a mutual-inductance- 
coupled air core transformer or ^ with a powdered-iron core transformer^ 
unless the windings are made to overlap. For larger coefficients of 
coupling the use of the tt- or T-equivalent is then ne(*essary. Tt must be 
kept in mind that there is a maximum coefficient of coupling possible 
in a IT or T, which occurs w’hen the tt or T degenerates to an ‘^ inverted-L ’’; 
this maximum coefficient of coupling may be noticeably less than unity if 
the primary and secondary inductances are very different. 

The w- or T-equivalent is sometimes employed even w^henthe mutual- 
inductance-coupled transformer is possible, for the reason that it is easier 
to make and adjust three separate coils than a transformer w ith ac(‘urately 
made spacer. Many of the Radiation Laboratory double-tuned circuits 
employed to couple a crystal converter to the first amplifier grid were of 
this sort. The tt- or T-circuit is somewhat bulkier, however, and requires 
either a condenser or bifilar winding to block direct current. 

Adjustment and measurement of a double-tuned transformer is best 
carried out with a Q-meter. The primary and secondary are each 
adjusted until they resonate with the appropriate primary and secondary 
capacities Ci and C2 at the design frequencies fi and /2, (see Fig. 5*6 or 
5-7), with the other winding open-circuited. The coupling is then 
adjusted until the primary winding resonates with Ci at/f (see Fig. 5*6*or 
Fig. 6-7) with the secondary short-circuited; similarly the secondary 

^ This section was written by Henry Wallman. 

® A coefficient of coupling of j corresponds to a fractional bandwidth of about } in 
the case of loading on one side only and a fractional bandwidth of about 0.47 in the 
case of equal primary and secondary Q^s; a coefficient of coupling of i corresponds to 
fractional bandwidths of J and 0.7 in the two cases. It is rare that these fractional 
bandwidths do not suffice. 
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should resonate with C 2 at fi with the primary short-circuited. The 
procedure converges rapidly. 

In manufacture, close tolerances must be maintained on the thickness 
of the spacer between primary and secondary as well as on the primary 
and secondary inductances. 

The coefficient of coupling may be measured as follows: Denote by Coc 
the capacity required to resonate the primary at a convenient frequency 
with the secondary open-circuited, and denote by C^e the capacity required 
to resonate the primary at the same frequency with the secondary short- 
circuited. Then 



The result should be the same when the primary is replaced by the 
secondary. 

Equation (52) is entirely exact, even for the low-Q case, if only induc¬ 
tance-coupling exists. In transformers intended for large fractional 
bandwidth, however, there is usually a certain unavoidable stray- 
capacity coupling; the result is that a certain amount of cut-and-try 
adjustment is required. In order to keep capacity coupling as small as 
possible, the terminals of the primary and secondary windings that are 
closest to each other should be those grounded for signal (JB+ and ground, 
respectively). 

The alignment procedure, once the transformers have been wired into 
the amplifier, follows very much the same method as that outlined above 
for adjusting the coils and is described in Sec. 8-4. Because double- 
tuned amplifiers are almost always fixed-tuned, the alignment procedure 
is usually employed only in the adjustment of the production prototype. 

Example 1. Twelve-Stage 6AK5 lOO-db Amplifier at 60 Me/Sec with 
12.5 Mc/Sec Over-all Bandwidth, —The circuit diagram of two typical 
stages of this amplifier, designed by C. E. Ingalls, is shown in Fig. 5*10, 
and a photograph in Fig. 5*11. One stage has provision for applying gain 
control voltage to the grid, and the other has not. 

The bandwidth per stage is about 25 Mc/sec, and the stages are 
adjusted for a coupling just a very little more than transitional. 

The primary capacitance is 4.8 M^f and the secondary capacitance is 
7.4 ixfii. The primary Q is 2.2 times the secondary Q; this Q-ratio was 
experimentally determined in order that change of secondary capacitance 
with gain-control voltage might result in the least tilt in the pass band. 

The coefficient of coupling is about 38 per cent. Powdered-iron cores 
are used. 

The stage gain is 9 db even when the transconductance of the type 
6AK5 tubes is only 4000 pmhos, A conservative rating of this sort 
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ensures adequate gain even with tubes all of which are close to the lower 
limit of the JAN-IA specifications on transconduetance. 

In the interest of low noise figure the first two stages of this amplifier 
employ the grounded-cathode triode grounded-grid triode circuit 


+120 V 



F’iq 5 10 — Cn cults of two t\ pical amplifier stages of Example 1. 


Grrd circuit Ceramic insulated 

heater choke 



Fio 5 11.—^Layout of typical amplifier stages of Example 1. 


described in Sec. 13*10; the noise figure over the 12.5 Mc/sec bandwidtl 
is 3.5 db. This was 2.0 db better than had been obtained with a typi 
6AK5 pentode first stage. 

Example 2.—The amplifier shown in Fig. 5-12 has a purpose similar ti 
that of the amplifier of Fig. 4*14. The interstage circuits are double 



Fia. 6-12.—Four-stage 6AK5 80-db double-tuned amplifier at 30 Mc/sec with 10 Mc/seo 
over-all bandwidth, (o) Bottom view; (6) top view. 

For an over-all bandwidth of 10 Mc/sec the bandwidth of each of the 
five double-tuned circuits (including the input circuit) has to be 
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r i) H = 16 Mc/sec. 

Hence in Fig. 5-7 the value of (R//o is 0.53; the value of k is therefore 0.48; 
this is achieved by use of a powdered-iron core. If the secondary is 
unloaded, then the primary Q/2Tr at /o is 0.21 and the open-circuit primary 
and secondary frequencies arc 30 X 0.97 = 29.1 and 30 X 0.91 = 27.3 
Mc/sec, and the primary and secondary frequencies with the other wind¬ 
ing short-circuited are 30/0.91 = 33 and 30/0.097 = 31 Mc/sec. The 
damping resistor Ri is determined from Q/27r = /oi?iCi. If the primary is 
unloaded, it is the secondary w^hose Q/2w at/o is 0.21, and the primary and 
secondary frequencies above are interchanged. The damping resistor R 2 
is determined from Q/2tc = 



Fig. 5-13.—Layout of two stages of four-stage 80-db stagger-damped amplifier at 
30 Mc/sec with 10 Mc/sec over-all bandwidth. The tubes are the Haytheon baseless 
type CK-f)04, 


In the amplifier of Fig. 5-12 the circuits are loaded alternately in the 
primary and secondary. Reduction of secondary capacity wdth increased 
control-grid bias tilts the response of one stage one way but tilts the 
response of the next stage the other; a fairly good over-all response is 
thereby preserved. 

The chassis shown in Fig. 5-12 also contains a type 6AL5 detector, 
type 6AK5 first pulse-amplifier stage, and two pulse output stages 
employing the Sylvania type SD-834 baseless triodes, which can be seen 
in the lower left corner of Fig. 5-12a. 

Example 3.—The amplifier shown in Fig. 6* 13 is interesting in two 
respects: It employs stagger-damped pairs (Sec. 5-6), and the tubes are 
baseless. 

The tube type is the Raytheon CK-604, which has almost exactly the 
same internal structure as the type 6AK5 and differs from it only in having 
a flat press, flexible leads, slightly higher heater temperature, slightly 
higher interelectrode capacitances, and a slightly smaller envelope, coated 
with metallic paint as shield. The transconductance is the same, but 
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because socket capacitances are eliminated, the actual Qm/C ratio is 
only very slightly lower than for the type 6AK5. 

The main virtue of the construction that results from the use of base¬ 
less tubes, apart from small size and elimination of parts, is that it permits 
one to employ circuits that are rather complicated and critical but of high 
eflSiciency. These circuits are matched to the individual tubes, and there 
is no danger that an unthinking maintenance man will misalign the 
amplifier by changing tubes. 

The entire 80-db amplifier is only in. long, in. wide, and 1 in. 
deep. 

The circular components shown in Fig. 513 are feed-through button 
bypass condensers, and the hot-water-bottle-shaped objects are the base¬ 
less tubes. The mechanical design and construction of this amplifier is 
due to L. A. Harlow. 

In a four-stage amplifier made up of two stagger-damped pairs, the 
bandwidth of each pair has to be only 10/0.896 = 11.2 Mc/sec (Sec. 5*6) 
for a 10 Mc/sec over-all bandwidth; compare this with the 16 Mc/sec 
stage bandwidth required in the preceding example for a 10 Mc/sec over¬ 
all bandwidth. Consequently, for given gain, over-all bandwidth, and 
interstage capacities, the tubes in a stagger-damped amplifier can be 
operated with a low^r transconductance. In this stagger-damped 
amplifier the stage gain of 20 db requires a gm of only 3800 /xmhos; this is 
only 76 per cent of the nominal g^, and the tubes should have very long 
life when operated in that way. 



CHAPTER 6 

HIGH-FREQUENCY FEEDBACK AMPLIFIERS 

By Harry J. Lipkin 


6*1. Introduction.—The gain-bandwidth product of an amplifier 
that uses synchronous single- or double-tuned coupling circuits can be 
improved by the use of inverse feedback that is a maximum at band center 
and drops off toward the edges of the band. As shown in Fig. 6*1, a 
flattening of the response curve of the amplifier with a consequent increase 
in the bandwidth results. If the increase in bandwidth is greater than 
the decrease in gain, the gain-bandwidth product is increased. 


The simplest feedback circuit of 
feedback is produced by means of a 



Fig. 6-1.—Amplifier response, (a) without 
feedback, (6) with inverse feedback. 


this type is showm in Fig. 6*2. The 
feedback resistor connected between 
the plate and grid of the amplifier 
stage. The proportion of the out¬ 
put voltage that is fed back de¬ 
pends upon the action of the 
voltage-divider circuit consisting of 


Ri2\ 

[ — 
> 
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p 




Zi% s 

□ 

G 

" 0^2 






Fig. 6*2.—Simple feedback stage. 


the feedback resistor R 12 and the grid circuit impedance Zi, Since Zi 
is resistive and a maximum at resonance (band center), there is maximum 
feedback at this frequency with a phase shift of exactly 180®. As the 
frequency deviation from band center increases, Zi decreases and 
phase shifts are introduced in the amplifier and in the feedback-voltage 
divider, thus decreasing the magnitude of the feedback signal and shift¬ 
ing its phase. The negative feedback is therefore of the proper type to 
increase bandwidth. 
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Multistage amplifiers consisting of feedback stages of this type are 
illustrated in Fig. 6*3 and are called inverse-feedback chains. Admit¬ 
tances rather than impedances are noted in Fig. 6-3 because of the simpler 
mathematical analysis possible on this basis. In the general case, any 
values can be used for the feedback impedances, and the shunt impedances 
may be two-terminal elements, with variation from stage to stage, as 
shown in Fig. 6*3a, or four-terminal elements as shown in Fig, 6-36. 



Fio. 6*3a.—Feedback chain using two-terniinal shunt impedances. 



Fig. 6*36.—Feedback chain using four-terminal shunt impedances. 


However, the simplest case, where the feedback impedance is a pure 
resistance and the shunt impedances are single-tuned circuits, is of 
primary importance and is considered in greatest detail in this chapter. 
A brief discussion of more complicated feedback chains is given in Sec. 
6-7. 

Although, in the general feedback chain, the feedback and shunt 
impedances may be chosen arbitrarily from stage to stage, in practical 
applications, three special simplihed cases of the general feedback chain 
find frequent use: (1) the uniform chain in which all stages but the first 
and last are identical, (2) inverse-feedback pairs in which the feedback is 
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zero in every second stage, and (3) inverse-feedback triples in which the 
feedback is zero in every third stage. 

An important disadvantage of feedback-chain circuits is the removal 
of the isolation normally existing between vacuum-tube amplifier stages. 
There is considerable interaction between stages, and a change in the 
transconductance of any stage affects the feedback and therefore the 



Fig. 6*4.—Feedback pairs. 


shape of the amplifier pass band. It is therefore difficult to achieve 
satisfactory gain control in an amplifier employing a feedback chain. For 
this reason ^^feedback pairs^' are often used, in which there is feedback 
only in alternate stages, as shown in Fig. 6-4. I]ach pair is isolated from 
the other pairs, and gain control can be achieved by varying the trans¬ 
conductance of the first stage of each pair, around which there is no feed- 



Fio. 6*6.—Feedback triple using single-tuned circuits. 


back. Feedback triples,” in which there is no feedback in every third 
stage, are also often used for the same reason. Feedback pairs and 
triples are generally used with single-tuned circuits as shunt-loading 
admittances, as is shown in Fig. 6*6. For this reason, this chapter is 
mainly devoted to the consideration of pairs and triples using single- 
tuned circuits. In order to allow the use of the initial portions of the 
analyses for more complicated cases, the general two-terminal network 
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is employed up to the point where specialization to the single-tuned circuit 
is necessary for the analysis. 

If all the stages of the general chain are identical, the resulting chain is 
said to be uniform and lends itself readily to mathematical analysis. 
Except for the case of feedback pairs and triples, no advantages for the 
general nonuniform chain have as yet been shown that would justify 
the added complications of its use over that of the uniform chain. 

Although all analyses in this chapter refer to bandpass amplifiers, 
inverse feedback can be used to good advantage in video amplifiers as well. 
All the analyses in this chapter can be used in the video case by consider¬ 
ing the low-pass bandpass analogue discussed in Sec. 7*1. 

6'2. Analysis of the General Chain.—The conventional approach to 
feedback-amplifier analysis is to determine the gain of the amplifier in the 
absence of feedback and the amount of feedback and from these quantities 
to calculate the gain in the presence of feedback from the formula 
(t/(l — ap), w’here d is the gain of the amplifier without feedback and 
is the gain of the feedback circuit. In considering the feedback-chain 
type of amplifier, this analysis is not practical, because each stage has its 
own feedback loop, which interacts with adjacent feedback loops. Fur¬ 
thermore, even in the single-loop case (in\Trse-feedback pair), the exact 
meaning of d is obscure because the feedback network acts as a load upon 
the grid and plate circuits, and removing the feedback changes the 
loading. ^ 

The simplest approach to the analysis of the feedback pair or chain 
is that of writing the nodal equations for the circuit and solving them 
directly. 

Gain of a Single Feedback Stage ,—Consider the nth stage of the general 
feedback-chain amplifier employing two-terminal coupling elements, as in 
Fig. G-3a. Let its voltage gain be denoted by gn. Then if the voltage on 
the grid of this stage is denoted by Ci, the voltage on the plate is QnCi and 
the voltage on the plate of the following stage is gngn+iCi. The currents 
in the admittances Gn,n+i, and Vn are 

iri—l.n ~ (S'* l)Cnf?n~l,«7 

gn-fl)Clfjn,n+l7 (1) 

in ~ gnCll n« 

Since the plate current of the tube is — g^mCi, the following Kirchhoff 
node equation can be written for the plate terminal of the nth stage: 

^ ““ l)^nC7n—l,n “f" §n(l gn^lFf^. (2) 

^ H. W. Bode, Network Analysis and Feedback Amplifier Design^ Van Nostrand, 
New York, 1945, pp. 44-45 and 80. 
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Solving this equation for gn yields 


8n 


Qm "i" ^n—l,n 


l,n “4“ ^n,n+l "4" ^n ^n+l^n.n+l 


(3) 


Thus the gain of any stage of an inverse-feedback chain is given by 
Eq. (3) in terms of the circuit constants of the stage and the gain of the 
following stage. It is, therefore, possible to use this equation to deter¬ 
mine the response of a chain by starting with the last stage and working 
backward through the amplifier. 

Observe that the gain of an amplifier stage as defined here is the ratio 
of the output voltage of the stage to its input voltage. The inverse 
feedback around this stage reduces the input voltage to the stage but 
does not affect the ratio of output to input voltage. Thus the effect of the 
feedback around a given stage is not to reduce the gain of that stage, as 
here defined, but to load the previous stage, thereby reducing the gain of 
the previous stage. This fact is clearly shown by Eq. (3), where the 
effect of feedback upon the gain of the nth stage is given by the term 
gn+iGn.n+i produced by the feedback in the following stage. 

The term (?n-x.n in the numerator of Eq. (3) represents the direct trans¬ 
mission of signal around the nth stage through the feedback conductance 
Since this direct transmission is generally small compared with 
the amplified signal and is in any case not a function of frequency, the 
quantity Qm — can be considered as a fictitious transconductance, 

corrected for the direct transmission and differing from the actual tube 
transconductance by a small quantity. This reduction in effective trans- 
conductance is calculated in Sec. 6*3. 

The terms Crn-i.n, and represent the parallel combination of 

all impedances connected to the plate of the nth stage. This then is 
the total direct loading Fnn (as distinct from feedback loading) on the 
stage. It is therefore convenient to combine these into a single term. 
Equation (3) can then be written more conveniently as 


Sn 


__ ^ 

I^nn ““ 1 


(4) 


where - Gn-l,n and Fnn = + (?n,n+l + Fn. 

Note that for the case of no feedback Gn-i,n = Gn,n+i = 0, andEqs. (3) 
and (4) reduce to gn = gm/Y = g^Z, the normal equation for the gain of a 
single stage without feedback. 

Gain of General Chain ,—^Equation (4) can also be written in the form 


QnYnn S«8»*f*4" — 0. 


( 6 ) 
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Let gifr be the over-all gain of all the stages from the first stage up to an 
including the Hh. Then, if Eq. (5) is multiplied by 9i.n-i, one has 

gi.n—ignEnn gi.n—igngn+l^«fW41 “i“ ~ (fi®) 

or 

1 ^nnSltn ^n.n+igi.n+l ~ 0> (fi^) 

since 

gi.n—l^n ~ Sl.n> 

and 

Sl.n—“ Sl.n+1* 

Simultaneous linear equations for the £ikS can be obtained by apply¬ 
ing Eq. (fi) to each stage of the amplifier. Thus 

y ll9l “■ ^129 i2 = 

^mj9l + 5 229 i2 ““ 02sQiS = 0, 

9i2 + ^ 339i 3 f?349l4 = 0, 

“f" ^ n«9l»» “ 

Solving this set of equations for Qin, which is the 
amplifier, yields 


(7) 

over-all gain of the 


Yu 0 0 0 . . 

Qm^ Y22 ““ G 23 0 0.. 0 

0 F 33 ““ Gsa 0 . . 0 

Fn~l,n~l 0 

0 


_ ■ gL, 

-- > (8) 

where 

r„ -(?,* 0 

g'm, ~ Gii 

0 g’„, K„ 

A = . 

0 0 

0 

(9) 


0 

0 

-Ou 


0 

0 

0 


S'n 


•V.1 


0 

0 

0 


Yn-1, n-1 


0 

0 

0 


Kn. 


0 0 


From Eqs. (8) and (9), an important property of inverse-feedback 
chains becomes evident, namely, their symmetry. If the stages of an 
amplifier are arranged in reverse order, with the last stage first, the over- 
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all response is unchanged. This property is of particular interest in the 
case of the uniform chain, where all stages are alike except for the first 
and last load impedances. To reverse the order of the stages of this type 
of amplifier, it is necessary merely to interchange the first and last load 
impedances, which are generally called the 'terminations.Reversing 
the terminations of a uniform feedback chain, therefore, does not affect 
the over-all response. 

In the case of the feedback pair, interchanging the terminations is also 
equivalent to reversing the order of the amplifier and does not change the 
over-all response. However, in the case of the triple, this fa(»t is no 
longer true. Reversing the order of the amplifier recpiires an interchange 
of the two feedback resistors as well as of the terminations. Thus, for 
a triple, unless the two feedback resistors are equal, interchanging the 
terminations changes the response. 

Transmission Characteristic and Gain-bandwidth Product .—Inspection 
of Eq. (9) show’s that all terms of the expanded determinant are positive 
and have the dimensions of conductance to the nth power. The terms 
can be formed by substituting factors of the form in the place of 

in the expression }^iiF22F33 . . . Fwn- The complete 
denominator of Eq. ( 8 ) therefore consists of a term F 11 F 2213.3 . . . Fnn 
plus all possible terms that can be formed by one or more substitutions 
of the type described above. 

Thus far the analysis has been rather general, applying to feedback- 
chain amplifiers using any type of tw’o-terminal netw ork as the shunt¬ 
loading admittance. At this point it is convenient to consider the 
simplest type of feedback chain, namely, that using single-tuned circuits 
as shunt-loading admittances. 

If the amplifier uses single-tuned circuits as shunt admittances, then 
each Ykk can be expressed as 

Fjfc* = Gkk + j27rC (10) 

where the resonant frequency of the circuits is taken as unity. 

The determinant of Eq. (9) therefore becomes 

Oil + J2irC (/ - 0 . 0 , 

Otij2rC^f —'-Otz . 0 

0 gm', <7t.+y2irc(/-i) . 

0 0 0 

—On—l,n 

o»n + y2iro(/~^) 

(11) 


0 

0 


0 

0 
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This is clearly a polynomial of the nth degree in j in which 

the coefficient of the term of highest power is (2ir(7)”. liquation (8) can 
therefore be written as 


_ • • • gm, _ 

j [j (/ - 7 )] + »-' [j “ 7 )] 


_j(/-7)]+«.[ 


where the a's are constants depending upon the values of the (rs and 

This expression gives the gain as a complex function of fiequency. 
The amplitude response is given by the absolute value of Eq. (12), 




(f - y)'” + (f - y'” ’’ 




+ bof (13) 


where the 6’s are functions of the o’s of Eq. (12). Equation (13) can be 
written 



where Cfc = bk/{^CY^. 

For the maximum gain-bandwidth product obtainable in a pass band 
without dips, all the c^’s except co mu st be zero. This gives a flat response 
having a curve of the form l/y/{l + X^’*). Equation (14) can be 
written 
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where **mean is defined as the geometric mean of the of the 
various stages. 

The over-all 3-db bandwidth is The mean gain is the nth root 

of the over-all gain; hence the gain-bandwidth product is 



1 

(C0^/2n)n 




mean gl, 
2 kC 


( 16 ) 


A comparison of the response of a general feedback chain with that of 
a stagger-tuned amplifier shows striking similarities. The response, as 

given by Eq. (12) is divided by a polynomial of the nth 


degree in j 



of which the leading coefficient is unity. 


This 


expression is identical with that obtained in the stagger-tuned case. 
Thus, the feedback chain using single-tuned circuits for all shunt-load¬ 
ing admittances turns out to be equivalent to a stagger-tuned amplifier 
both in the shape of the response curve and in gain-bandwidth product. 
This is verified by the case of the flat n-uple, as shown by Eq. (16). There 
are, however, two important cases where this equivalence breaks down. 


1 , Since is slightly less than g^^ the gain-bandwidth product is 
slightly less for inverse-feedback chains than it is for stagger-tuned 
amplifiers. This difference becomes appreciable at very large 
band widths where the stage gain is low. 

2. Certain response curves and bandwidth, although achievable with 
stagger-tuning, would require negative admittances as shunt-load¬ 
ing elements in the equivalent feedback chain and hence cannot be 
realized in a practical way by feedback chains. 


An important difference between the feedback chain and the stagger- 
tuned amplifier is in the effect of normalizing the resonant frequency. 
Note that in Eq. (10) the use of a resonant frequency /o merely changes 
the frequency variable from / — (1//) to / — (/?//). The effect of this 
change in Eq. (12) is also to replace / — (1//) by / — (/?//) and does not 
change the constant Oo, ai, . . . , On-i. Thus, the shape of a response 


curve plotted against 



is independent of the resonant frequency 


and independent, therefore, of the ratio of the bandwidth to the center 
frequency. (This is not true in the stagger-tuned case.) If the curve is 


plotted against the frequency/instead of the variable 



, the result¬ 


ing curve is not symmetrical about /©, but the bandwidth, as well as the 
curve shape as specified by the flatness or the number and amount of dipsi 
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is unchanged. Thus the effect of retuning, by changing the tuning induct¬ 
ances of all the stages of the feedback chain to a different frequency, 
does not affect the absolute bandwidth of the amplifier or the flatness or 
number and amount of dips of the response curve, although the sym¬ 
metry of the curve may be changed. 

To investigate further the nature of the response obtainable from an 

inverse-feedback chain, i.e., which type of polynomial in j — 

represents physically realizable feedback amplifiers, it is most convenient 
to examine first the simple case of the inverse-feedback pair. 

6«3. The Inverse-feedback Pair.—The inverse-feedback pair can be 
considered as the special case of the general chain in which ~ 2. Thus 
the frequency response of the pair can be determined directly from Eqs. 
(8) and (11). 

Equivalence to Staggered Pair ,—On substituting n = 2 into Eqs. (8) 
and (11), the following expression is obtained for the gain of a feedback 
pair as a function of frequency: 


7 ) 


9 = 


9mjln 


GiiGm + g'mfiii + j2TC ^ (Gil + Git) + j2tC ^ 


(17) 


The denominator can be factored into two linear factors, as shown in 
Eq. (18). 


s = 


where 


(2,rG)* [rfi +j{f- y) d* + J (/ - y)] 


(18) 


di = 


rf* = 


Gll + G 22 + \/ {Gn + GuY —• 4((jiiG22 + Qm^Gu) 

4^C ' 

Gu + (j 22 — \^{Gii + 622 )^ *“ 4 ((jii(r 22 + QL^Gu) 
_ 


(19) 


The quantities di and ^2 are either real or complex conjugates. If 
they are real, then Eq. (18) is obviously the response of two cascaded 
synchronous single-tuned stages having dissipation factors di and d^. 
If, however, di and ^2 are complex conjugates, of real part da and imagi¬ 
nary part db, Eq. (18) can be written as 


yrnfimf 


( 2 irG)» jd, + j [(/ - + dfc] j jd. + j (/ - 7) - * } 


( 20 ) 


9 
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Comparison of Eq. (20) with Eq. (4-20) shows that the response of a 
feedback pair is identical with that of a staggered pair, except for the 
difference between and g'^^. For the low-dissipation case, where 
arithemetic symmetry can be assumed, / — (1//) is approximately 
2(J — 1), and Eq. (20) becomes 

^ ■ (2xC)*{d„ -t- j2U - (1 - idt)]! {d« + j2[f - (1 -h M)]| ^ ’ 


This equation is obviously the response of a staggered pair, staggered 
by an amount ± ^dh. Thus, for a low-dissipation circuit a feedback pair 
is equivalent to a staggered pair of stages of dissipation factor da, stag¬ 
gered by an amount ± expressed as a fraction of the center frequency. 

For the exact calculation of the equivalent staggered pair, rewrite 
Eq. (17) as 


S = 


Qm.Qm 


(2irCy 


(tuG22 + gLpn 

( 2 ^CT 




( 22 ) 


Comparing Eq. (22) with Eq. (4-20) for a staggered pair (exact case) 
shows that the two are equivalent if 


d* -h 




G22 + gin G12 


44 )-^" 

Solving Eq. (23) for d and 


i2irCy 

+ Gi2 


%rC 
-h yields 


(23a) 

(236) 



,arC 

i o^ 1 ^^xG\2 

(2»rC)* 




- 


\ . CwiCris"] 

2,rC J 

(24a) 


> 

+ 2 

i 

) (iJxC + 2) + (2,rC)* 


P 


+ 


/ ^ 2irC J 

(246) 


RedvctUm to Normal Form .—If in Eq. (20) the expression 


GiiGt, - 1 - g'^Git 
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The absolute value of Ec^. (25) is given by 


191 


0 


V' H- [^ (/ -T)T rc-' ?-)■ - ^ ^ - t )]' 


T lcx^~+ X* 


(26) 


where 


X = 


A' = 



+ 9m^Gu 


(27a) 

(27fe) 


Equation (26) is the normalized form of the expression for the response 
of an inverse-feedback pair. The shape of the response curve depends 
only upon the parameter A*, since the quantities G and C merely determine 
scale factors. Thus any desired response can be achieved if k can be 
made the proper value. 

Inspection of Eq. (27) shows that k can vary between —2 and +2, 
The value A; = — 2, occurring when G 12 = 0 and Gn = G 22 , represents 
two single-tuned circuits in cascade without feedback; the value A; = 2, 
occurring when g^rn^Gi 2 is large compared with GJiand Gfa, gives a response 
that goes to infinity when x = 1, thus producing a double-humped 
response curve with infinite peaks. Between these two values, the value 
fc = 0 results in a response equivalent to that of a flat-staggered paii. 
All other types of intermediate curves can be obtained, having single or 
double peaks depending upon whether k is positive or negative. 

Since a feedback pair is equivalent to a staggered pair, feedback 
n-uples consisting of feedback pairs can be built up in the same manner as 
staggered n-uples are built up from staggered pairs. The values of k are 
tabulated in Table 6.1 for n-uples from 1 to 4. 
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Equation (276) can be solved for g^^Gn: 

n _ ^11 ^22 W?iiG22 

~ o ^ ^ 


(28) 


Table 61. —Values of Curve-shape Index for Flat Pairs, Triples, and 

Quadruples 


Curve shape 

k 

|0^ium| 

Two cascaded single-tuned circuits. 

2 

0 

- 1 

Flat pair: (1 + x*) ^ . . 

0 

1 

_ 1 

Pair in flat triple: (1 ■+• -c®) ^ . 

-1 

3 

_ 1 

Pairs in flat quadruple: (1 -f- a*®) ^ . 

f- V2 
\+V2 

3 +2 V2 

3 - 2 ^ 



Synthesis of a Feedback Pair ,—The problem of designing an inverse- 
feedback pair to produce a desired response is the problem of determining 
the three conductances (?ii, G 22 , and G 12 . The response is determined 
completely by two quantities: k, which determines the shape of the curve, 
and G, which determines the scale. Thus there are only two conditions 
to be satisfied by the three variables to be chosen. This extra degree of 
freedom permits a siiigle infinity of parameter values, each giving the 
desired response. 

If Eq. (28) is substituted into the definition of G one gets 


rti (Gii + (^ 22 )^ 
G = — 2 ^- 


(29) 


Equations (29) and (28) can be reduced to the following form, which 
is more convenient for the design of a pair: 


Gn . G22 / o 1 > 

= V2 + A 

^ _ Gn Gu 

G G 


(30a) 

(306) 


Equations (30) are the fundamental equations for the design pf an 
inverse-feedback pair in terms of the desired response. There is an 
extra degree of freedom present; the disposal of this extra degree of free¬ 
dom depends upon other considerations, which can be introduced into 
Eqs. (30) to determine the particular design desired. 

Equations (30) show that for a given shape of the response curve, 
i.e., a given value of k, the quantities Qn/G, Ott/G, and flCjGit/G* are 
independent of the value of G and of the center frequency of the amplifier. 
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Thus, once these quantities have been determined by the shape of the 
amplifier, it is necessary merely to introduce the value of G as a propor¬ 
tionality factor in order to determine the actual ohmic values of the circuit 
resistances. From Eq. (26) it is evident that the over-all gain at band 
center is Thus the over-all bandwidth for a flat n-uple con¬ 

taining this pair will be G/2^C, The value of G for a given amplifier is 
therefore determined by either the gain or the bandwidth desired. 

Note that Eqs. (30) are symmetrical in Gw and G22, so that Gw and 
G22 can be interchanged in any amplifier without changing the over-all 
response. The distribution of gain between the individual stages is 
affected b}^ this interchange, so that considerations other than the shape of 
the over-all response curve may dictate the use of one or the other scheme. 

Although the values of the normalized constants of a feedback pair 
can be determined for any value of k from —2 to 2, it is not always 
possible to scale this to a physically realizable amplifier having the desired 
gain or bandwidth because G12 is proportional to G^, w^hereas gm is 
fixed by the type of tube in use. Therefore as G increases, Gn and G22 
increase in proportion to G, while G12 increases as G^. There is, then, a 
value of G above which Gn exceeds Gw or G22. This condition is not 
possible physically, because Gn has been defined as the sum of G12 and 
Gi and must therefore be greater than G12. A similar argument holds for 
G22* Thus for each value of fc, there is a limit on the gain and bandwidth 
that is obtainable using any specified tube type. Since the limit is an 
upper limit on G, it is a lower limit on gain and an upper limit on bandwidth. 

These limits can easily be calculated from Eqs. (30). Since the gain of 
the pair is the quantity g'n^/G is roughly proportional to the 

gain per stage. It is therefore convenient to solve Eqs. (30) for gr^yG. 

_ Gw ~ kGwG^z + G2 2 
G G,^{Gn + Gn) V^Tk 

Because Gw and G22 are interchangeable, there is no loss of generality 
in assuming that G22 is the larger of the two. Equation (31) can therefore 
be written 



since On ^ Gu. 
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If ^ , Eq. (32) represents the minimum gain per stage. Even 

if 9^ ffm,, however, the maximum bandwidth obtainable for a flat 
n-uple containing this pair is 


(&u 


2tC 



(33) 


In the design of an amplifier, the maximum bandwidth obtainable 
rather than the minimum gain is the significant quantity. However, 
Eq. (32) is useful in that it involves no tube characteristics Therefore, 
once a given shape of response is specified, the minimum possible gain per 
stage with is also specified, regardless of the tube type to be 

used. The bandwidth obtainable using any particular tube type can 
then be obtained from the gm/C ratio of the tube type. 

In Eqs. (32) and (33), the extra degree of freedom in the design appears 
as the ratio G 22 /GU, which can be chosen arbitrarily while still maintain¬ 
ing the desired response-curve by proper choice of the other parameters. 
Since G 22 was assumed to be larger than it becomes obvious from 
Eqs. (32) and (33) that the value of G 11 /G 22 giving the greatest value for 
is Gu/G 22 = 1. For this case Eqs. (30), (32), and (33) become 


Gu 

G 

g'm^G 12 

G^ 


G^ 


(B„ 


G 22 \/2 “f“ k 

~ G ~ 2 ’ 

(34o) 

1 

II 

(346) 

2 - k 


2\/2 + k 

(34c) 

ffm^ \^2 4- k 
~ tC 2-k 

(34d) 


Equations (34) are the fundamental design equations for a sym¬ 
metrical feedback pair. Since this pair gives the greatest maximum 
bandwidth in addition to being the simplest case, it is generally used where 
there are no other considerations requiring unequal loading in the two 


Note that for A: = 0 and fc — 1, corresponding respectively to the 
flat pair and the flat triple, the minimum gain, again assuming Qtn = 
comes out respectively 0.707 and 1.5. These values are so low that the 
restriction upon maximum bandwidth is of little significance, since it 
is not generally practical to build an amplifier having a gain per stage of 
less than 1.6. For higher-order n-uples or in cases where a response hav- 
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ing dips is desired, the restriction upon maximum bandwidth is impor¬ 
tant, as it is also in the case of the pair and triple where the loading is 
unsymmetrical. 

Another special case of the inverse-feedback pair that is of interest is 
the limiting case where one of the shunt loading conductances, either 
Gi = Gii — Gi 2 or G 2 = G 22 — <?i 2 , is zero. Then either Gn or G 22 is 
equal to G 12 . This case has the largest physically realizable ratio of Cru 
to G 22 for a given over-all response. Because the values of Gu/G, G22/G, 
and gmp^^/G^ are not independent of G for this case, the design equations 
are more complicated and involve the solution of a quadratic equation. 
The equations for this case can be obtained from Eq. (30) by letting either 
Gii or G22 equal G12. The values of G12 and G,, , where Gn is either Gn or 
G22, are given by 


4- — - —* 4- 

G ^ Gi2 ” G ^ ^ 

Gii _ G __ 

"G G72 'G * 


(35a) 

(35b) 


Other Formulations for the Response of a Feedback Pair .—^Although the 
exact values of the qualities Gt and 0 used in the conventional feedback- 
amplifier analysis are obscure for an inverse-feedback pair, the product 
aPf which represents the transmission around the feedback loop, can easily 
be calculated. If a voltage Cf, is impressed on the grid of the second stage 
of the pair, the plate signal current is —gmCp and divides between F 2 and 
Gi 2 . The plate signal voltage is easily calculated to be 


gm^ - Gi2 _ gin, 

^'0 I fy ^9 fy * 

Kj2 -r Cyi2 Cr22 


(36) 


The portion of this voltage fed back across the grid is 


+ O’l 


= e 


G\t 
” Gii 


fi" f'l ’ 


(37) 


and therefore the feedback factor G/3 is 


= - 


GnG22 


(38) 


The significance of this feedback factor in the previous anal 3 r 8 is can be 
shown by rewriting the expression for the gain of the feedback pair as 
follows: 

Onfim, _ 1 

Y iiTii + g'm,Git YnY2u 1 — CHS 


8 


(39) 
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Equation (39) has the factor 1 — a/3 in the denominator which is 
characteristic of feedback amplifiers. In this form it becomes clear that 
the variation of amplifier gain with variations in transconductance of the 
second stage is reduced by the factor 1 ~ CtjS, or 1 + 
from what it would be in the absence of feedback. 

The relation between the feedback factor ttjS and the quantity k deter¬ 
mining the shape of the response curve of the pair can be calculated from 
Eq. (276). 


G\i 

k = 

|a/3| = 


+ - 2|a/3| 

trii 

1 + |ai9| 

G\x , G22 , 

2 +k 


(40a) 

(406) 


Equation (40) shows that the feedback factor required for a given 
response is not uniquely determined by the curve-shape parameter k, 
because of the extra degree of freedom present in the design of inverse- 
feedback pairs, but depends also on the ratio Gn/Gn of the loading of the 
two stages. The feedback factor 1 — a/3 is a minimum for any given 
selectivity-curve shape when Gn = G^i. This is the case of the sym¬ 
metrical feedback pair, treated in Eqs. (34). For this case, Eqs. (40) can 
be written 


k = 


'a/3,rfn| = 


2 (j - |a^„ 

(1 + Td^„.; 

2 - k 
2 +k 


4) 

, 1 )’ 


(41o) 

(416) 


Values of |a/Smin| are tabulated in Table 6'1 along with the values of 
k for the pairs used in the various n-uples. 

The maximum value of the feedback factor giving a desired selectivity 
curve shape is obtained by making (Gn/Gn) + (Gn/Gn) as large as 
possible. This therefore corresponds to the limiting case treated in Eqs. 
(36) where one of Gi or Gt is zero. For this case 

a' 

la/3„.„| = g, .(42o) 

- (%) (% - (|a/3„ao| - |a|8„u.|)* * 0. (426) 

As might be suspected from Eqs. (35), the value of |aj8| for this case 
depends upon G and requires the solution of a quadratic equation. The 
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values are therefore not tabulated. This case is of particular interest, 
since it represents the pair that has the maximum stability of gain with 
regard to tube variations (see Sec. 6-5). 

Equation (38) can also be written 


8 = 


Gi2 

1 I 

(ti2 


Qmx 

Gi2 



(43) 


Since the feedback factor CtjS is greater than or equal to unity for all 
pairs having a flat or double peaked response, the over-all gain g of a feed¬ 
back pair is given approximately by 


s - Z- (44) 

This approximation is too high by a factor of 2 when = 1, i.e., flat 
symmetrical pair, and is better as Off increases. 

6*4. Synthesis of a Feedback Chain.—The problem of synthesizing a 
feedback chain is one of determining the loading and feedback con¬ 
ductances necessary to obtain a desired response. Section 0*2 has shown 
that the response of an n-stage inverse-feedback chain can be expressed 
as the reciprocal of a polynomial of the nth degree in / — (1//), band 
center being taken as unity. This polynomial can then be factored into 
n linear factors. The synthesis problem is therefore one of determining n 
load conductances plus n ~ 1 feedback conductances, or a total of 
2 n — 1 quantities, from the n equations that can be written for the n 
linear factors desired. There is therefore, in general, an (n — l)-fold 
infinity of possible solutions to the synthesis problem because of the 
n — 1 extra degrees of freedom. 

In designing a feedback chain it is consequently possible to impose 
n — 1 auxiliary conditions upon the loading and feedback conductances in 
addition to the specification of the over-all response. There are various 
approaches to the design of the feedback chain, each using a different set 
of auxiliary conditions. 

Reduction to Pairs ,—The simplest method of feedback-chain design 
consists in arbitrarily setting every second feedback conductance equal 
to zero. This method results in an amplifier made up of feedback pairs, 
either with or without a single stage having no feedback, depending upon 
whether n is odd or even. Thus, depending upon whether n is odd or 
even, either i(n — 1) or — 1 of the auxiliary conditions are used, and 
i(n — 1) or in remaining degrees of freedom are left. 

The problem is now one of designing a number of inverse-feedback 
pairs to have a given over-all response. The factors of the polynomial 
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representing the response can be grouped into pairs so that the two factors 
in each pair are either real or complex conjugates. These pairs of factors 
can then be normalized to the form of Eq. (26), and each pair can be 
designed by use of Eqs. (30). Note that there is an extra degree of 
freedom in the design of each pair, thus making the total number of extra 
degrees of freedom equal to n — 1, as expected. If n is odd, there is one 
factor remaining alone, after the grouping in pairs; this factor corresponds 
to a single stage without feedback. 

The design of a feedback chain has thus been simplified to the design of 
a number of pairs. There are various practical advantages resulting from 
the greater simplicity of this circuit over that of a chain with feedback 
throughout. There are no known advantages to the use of any other type 
of feedback chain over that of feedback pairs. 

The physical realizability of a chain designed in this manner is limited 
by the same conditions that limit the design of a feedback pair. Thus, 
for a given shape of response, the minimum gain per stage is given by 
Eq. (34c) applied to the pair having the most negative k. Although it 
may be possible, by using more complicated chain circuits, to obtain a 
wider range of physically realizable amplifiers, this point has not been 
investigated because of the involved nature of the algebra encountered. 

Synthesis of a Feedback Triple ,—The three-stage feedback chain, or 
feedback triple, is somewhat more involved than the feedback pair, but it 
is simple enough to allow its use in practical feedback amplifiers. It can 
be shown that any inverse-feedback triple can be replaced by a combina¬ 
tion of a feedback pair plus a single stage, giving the same over-all 
response, with reduction neither of stability nor of physically realizable 
bandwidth; consequently there appears to be little specific advantage in 
the use of the triple. However, the usage of the feedback triple has been 
suflScient to warrant its treatment here. 

Since a triple has three stages, there is a twofold infinity of solutions 
in the design of a triple for a given response and the design equations have 
two extra degrees of freedom. 

The design equations for a triple can be written in a simple form if the 
response is specified in its complex form; i.e., 

® 1 + hi{jx) + + Uxy 

In this case, the two parameters Xi and X2 must be specified to deter¬ 
mine the shape of the response curve. The parameters Xi and Xa cor¬ 
respond to the single quantity k specifying the response of a pair. Note, 
however, the important distinction between k and the X^s, in that A is a 
coefficient of the polynomial formed by taking the absolute value of the 
response whereas Xi and Xs are coefficients of the complex expression. 
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The design equations for the triple can easily be derived by evaluating 
Eq. ( 11 ) for w = 3 and equating terms with the corresponding terms of 
Eq. (45). 

Thus 


(?iif?22f?83 + + (1 — p)Gzz] = 1, (4ba) 

((?ii + ^ 33)^22 + GiiGzz + gli^Gn + gm^G2z = Xi, (466) 

+ Gzs + G 22 = X 2 , (46c) 

where G is taken as unity, so that the values obtained for Gu, G 22 , and 
Gas are actually Gn/G, G22/G, and Gzz/G, and g^^fin and g^rnfi^z are 
actually these quantities divided by G^. The symbol p is defined as 

gLfii2 

gL,Gi2 + 

If G 22 and g^n^Gi 2 + gmfi^z are eliminated from Eq. (46), a single equa¬ 
tion in the three variables Gn, G33, and p is obtained. 

p(f^ii X2 Gii + XiGii — 1) 

+ (1 - p)(Gj 3 - X2GI3 + X 1 G 33 ~ 1) = 0, (47a) 

where 

G22 == X2 — (Gn + G33), (476) 

g'm^Gn + gLfi^z = X 2 — (Gn + Gzz)G 22 — GiiGsa- (47c) 

Equations (47) are the design equations for the feedback triple. 
There is considerable leeway in the choice of values, since there are two 
variables in Eq. (47a) that can be chosen arbitrarily within certain limits. 

Note that the cases p = 1 and p = 0 are the degenerate cases cor¬ 
responding to the breakdown of the triple into a single stage without 
a feedback pair. For these cases, either Gn or G33 is the real root of the 
cubic equation 

- X2x 2 + Xix - 1 = 0. (48) 

Since this means that jx + Gn is a factor of the expression for the 
response, this procedure is clearly the equivalent of factoring the response 
into a linear factor representing a single stage without feedback and a 
quadratic factor representing a feedback pair. 

Another degenerate case occurs when Gn = Gas. Then each of Gn 
and Gas is a real root of Eq. (48), and G22 and gin^Gn + g'mG 2 z can be 
obtained from Eqs. (47). The extra degree of freedom is present in p, 
which can be chosen arbitrarily; thus for this case, the sum of the feed¬ 
back conductances must be a constant (assuming that but 

this sum can be partitioned between G 12 and G 23 in any arbitrary manner. 
This case is of little practical significance, however, since for most desired 
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response curves, such as the flat curves, this solution is not realizable 
physically, as discussed below. 

If Gii and Gzz are unequal, it follows at once from Eq. (47a) that one of 
Gu and Gzz is greater than the real root of Eq. (48) and the other is less. 
Furthermore, Eq. (476) shows that Gu plus Gzz must be less than X 2 . 

One case of the feedback trip le of spec ial interest is that for which a 
flat response of the form l/\/(l + rr®) is obtained. For this case, 
Xi = X 2 = 2 and Eqs. (47) become 

p(G?i - 2Gh + 2Gn - 1)+ (1 - p)(Gi8 - 2Gi3 + 2Gzz ~ D = 0, (49a) 

G 22 = 2 ~ (Gii + Gzz), (496) 

QmGn + = 2 — (Gji + ^ 33)^22 — Gil Gas. (49r) 

For this case, the real solution of Eq. (48) is unity, and the conditions 
for physical realizability are 

Gii <C 1 if G33 !> 1 and Gzz 1 if Gu 1 , (50a) 
(G„ + G 33 ) < 2, (506) 

along with the previous conditions for any feedback chain, 

Gn ^ Gi 2 , (50c) 

G 22 S Gn + G 2 s, (50d) 

Gzz ^ G 23 . (50c) 

Note that the first two of these inequalities place restrictions on the 
amplifier that hold for all values of G whereas the last three (in actuality 
the most stringent of the last three for any particular triple) place no 
restriction on the shape obtainable but set an upper limit on the band¬ 
width obtainable for the desired curve shape. 

The Uniform Chain, —Considerable work has been done on the feed¬ 
back chain, in which all stages are identical except for the first and last, 
which are referred to as terminations. The analysis of this type of 
amplifier can be carried out in a manner analogous to filter theory,^ and 
the result obtained that a gain-bandwidth factor (see page 172) of 2 is 
possible if (1) the stage gain is very high; (2) the termination is perfect, 
eliminating all reflections; and (3) there is no shunt conductance across the 
tuned circuits. 

^ H. A. Wheeler, '‘Wideband Amplifiers for Television,” Proc, LR,E., pp. 433-437, 
July 1939; E, Feenberg and W. W. Hansen, "Wideband Amplifier Design,” Sperry 
Gyroscope Co. Report, Nov. 11, 1942; A. J. Ferguson, "The Theory of I-f .^pliders 
with Negative Feedback,” National Research Council (Canada) Report No. PRA-59, 
October 1942; R. Q. Twiss, "The Theoretical Design and Experimental Response of 
Single and Coupled Circuit Negative Feedback I-f Amplifiers,” Telecommunications 
Research Establishment (England) Report No. T-1649. 
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The preceding analysis, however, has shown that for any feedback 
chain containing single-tuned circuits only, the maximum gain-bandwidth 
product obtainable for a flat response is unity. If the apparent dis¬ 
crepancy between these two points of view is examined, it will be revealed 
that if the uniform feedback-chain amplifier is terminated in a single-tuned 
circuit instead of the assumed perfect termination, the effect of the 
reflections is such as to produce wiggles in the shape of the pass band. If 
the amplifier design is modified to flatten out these wiggles, the gain- 
bandwidth factor is brought down to unity. Furthermore, if wiggles are 
allowable in the pass band, the preceding analysis has shown that it is 
possible to duplicate the performance of this uniform chain in all respects, 
including that of gain-bandwidth product, with an amplifier consisting of 
feedback pairs. It is necessary merely to obtain the mathematical 
expression for the response desired. A set of functions that can be used 
for specifying this type of response is the Tschebycheff polynomials.^ 

In order to secure the advantage of the uniform chain when properly 
terminated, it is necessary to use more complicated terminations than the 
simple single-tuned circuit. This matter is discussed in more detail in. 
Sec. 6-7. 

6*6. Miscellaneous Properties of Inverse-feedback Chains and Pairs. 

Gain Stability ,—Because of the presence of feedback, it is to be expected 
that the gain of an inverse-feedback chain displays less variation with 
changes in tube characteristics than a bandpass amplifier having no feed¬ 
back. This fact can be easily verified. 

The gain at band center of a feedback chain can be obtained from 
Eqs. (8) and (9) by substituting Yn for Gn. For convenience, assume 
that all the stages have the same Qm and that = gm^ Then the gain of 
the amplifier at band center can be expressed as 

» Q ^ _-j \ 

Ao + + A2gin + • * • Anngm^^^ 

where the coefficients Ak are functions of the load and feedback con¬ 
ductances.^ The effect upon the gain of changes in gm can be obtained 
by taking the logarithmic derivatives of Eq. (61). 

9 

^ dpm [ nAo + (n - l)Aigtn + (n — 2)Aag^Si + • * ‘ + inAnnQm^^^ 

Qm t Ao + Aigtn + A2Pm + * * * + 

^ Courant-Hilbert, Methoden der Mathematischen Physikj Springer, Berlin, 1934, 
p. 76. 

* For simplicity, an even number of stages is assumed. The results for an odd 
number of stages are the same, with 1) substituted for Jn. 
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From Eq. (62) it can be seen that if A o is large compared with the other 
coefficients there is very little feedback, and the per cent change in gain is 
the same as it would be for an n-stage amplifier without feedback, namely, 
n times the per cent change in the transconductance of a single stage. 

If the amount of feedback is very large, then all terms are negligible 
except the ones involving An/ 2 . The per cent change in the gain is then 
found to be n/2 times the per cent change in the transconductance of a 
single stage, or half the per cent change in gain that would occur in the 
absence of feedback. If some intermediate value of feedback is used, the 
reduction in sensitivity to gm variation is somewhat less; but in no case 
does a feedback chain reduce sensitivity to variation by a factor larger 
than 2. 

The apparently anomalous situation where enormous amounts of 
feedback produce an improvement of only a factor of 2 in gain stability 
can be better understood if the case of a feedback pair is examined. From 
Eq. (38) the following equation can be written for the gain of a feedback 
pair at band center: 


8 = 






(53) 


The logarithmic derivative of Eq. (53) gives the following expression 
for the gain variation: 


d9 __ 
8 


+ 




1 + 




GuG. 


Qmi gmz 



(54) 


Equation (54) shows that the variation in gain due to variations in 
gmt is reduced by a factor of 1 — Ct/S from what it would be in the absence 
of feedback, as is usually the case in feedback amplifiers. However, there 
is no change in the gain variation due to changes in g^i over what would 
occur in the absence of feedback. This is also to be expected, since g^ is 
not included in the feedback loop, there being feedback only around the 
second stage. Thus, by increasing the amount of feedback, the change in 
gain due to variations in gma can be made negligible, whereas that due to 
variations in gmi is entirely unaffected. 

Consider now an amplifier consisting of cascaded inverse-feedback 
pairs. By making the feedback sufficiently large, the variation in gain 
produced by the variation of g^ in the second stage of each pair can be 
made small. There remains unchanged, however, the variation due to 
the first stage in each pair. Thus the per cent variation in over-all 
gain will be that due to only half of the stages and will be equal to half 
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the per cent variation that would be produced in the absence of feedback. 
This result is exactly the same as that obtained for the general chain. 

Thus it can be seen that the gain stability of an inverse-feedback chain 
with feedback around every stage is no better than that of an amplifier 
consisting of cascaded pairs, i.e., with feedback around alternate stages. 
The most efficient way, therefore, to obtain gain stability in a feedback 
chain is to use cascaded pairs, thus stabilizing the gain of half the stages, 
and to employ some other form of stabilization for the other half of the 
stages, e.g., large cathode-bias resistors. 

Overloading .—The analysis of a feedback pair has shown that there is 
an extra degree of freedom in designing a pair, which effectively changes 
the distribution of the gain between stages without affecting the over-all 
response. This immediately suggests putting as much gain as possible 
in the second stage and as little as possible in the first, thus reducing the 
size of the signal appearing on the grid of the second stage. Since the 
ratio of the signal on the second grid to that on the first has been decreased 
considerably from its normal value, a iaj ger signal is required on the first 
grid to overload the second grid. The overload characteristics of the 
amplifier are therefore improved. 

The gains of the two stages can easily be obtained from Eq. (4): 


9i = 


Qm\ 


Gn + 
9\ 


9in^G 12 
G22 


S2 - 


G2 


(55a) 

(556) 


The factor by which the signal on the second grid is reduced by the 
feedback is the ratio of the mean stage gain of the pair to the gain of the 
first stage,' or 

V^SlS* V" ^11^22 + 9 mGi 2 G 

-si - ^ -ft. 

where 

9m ~ 9m^ ~ 9m 

This factor is a maximum for the case where G 12 and G 22 are equal since 
the maximum possible gain is then in the second stage. Then, since Qm 
is generally large in comparison with Gn, the gain of the first stage is 
approximately unity. The factor by which the signal on the second grid 
is reduced must then be the mean gain per stage. 

A word of warning is in order about this improvement in overload 
characteristics. Because the analysis was made for band center only, the 
improvement applies to single-frequency signals at the center of the band^ 
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but it does not apply to pulsed signals or to single-frequency signals off 
band center. The effect of a change in frequency can easily be seen from 
Eq. (56), where for frequencies off band center, G 22 must be replaced 
by F 22 and Gu must be replaced by Fn, where 

Y22 = Cni + j 2 TC (f - 

Fxi = G„ + j27rC (f - 

It can be seen that this change causes a rapid increase in \/9i82/Si 
the frequency departs from resonance In particular, when 

which corresponds to the half-power point of a flat n-uple, 

Yt2 = G 22 + jO, 

= G,. +jG, 

and 


(57o) 

(576) 


•s/9«9 i _ 'y /jGiGii -|- Gn ) _ \^j'\/2 k 

9i +iG G 22 

G 


-n/9i82 

9i 


"V^ 2 h 


^2 + h 


(58a) 

(586) 


From Eq. (586) it can be seen that the overload improvement factor in 
Eq. (56) applies only at band center and has dropped off to a factor of at 
most y/2 at the frequency corresponding to the half-power point of a flat 
n-uple. 

Because of this effect, a pulse behaves according to the analysis for 
band center during the flat portion of the pulse, and the signal amplitude 
required to overload the second grid during this portion of the pulse is 
much greater than in the absence of feedback. However, overloading 
occurs during the leading edge of the pulse almost as soon as the phlse 
amplitude exceeds the amplitude required to overload an amplifier with 
the gain equally distributed between the two stages. 

The exact nature of the overload occurring at the leading edge is 
somewhat complicated but can be partially understood by considering the 
waveform of the envelope of the pulse appearing on the second grid. 
This envelope is shown in Fig. 6*6. The peak is produced by the time 
required for the feedback to take effect. It is this peaked signal applied 
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to the grid which makes the output pulse rise more sharply than it would 
if there were a square pulse applied to the grid. 

The overloading at the second grid is of two varieties, one driving the 
tube into the grid-current region and the other driving the tube to cutoff. 
The former drives the tube into a re¬ 
gion of increasing transconductance, 
thus increasing the feedback, and 
the other drives it into a region of 
decreasing transconductance thus de¬ 
creasing the feedback. Since an i-f 
pulse involves both directions, the 
situation is somewhat complex. 

However, if the spike of Fig. 0-6 is 
short compared with the pulse length, 
the lack of overloading during the 
flat portion of the pulse may be of 
considerable advantage. 

In general, the overloading during 
the leading edge of the pulse has the 
effect of making the leading edge of 
the output pulse slower than it would 
be in the absence of feedback. 

However, the gain-bandwidth im¬ 
provement due to feedback is not 
entirely lost, since (1) the trailing 
edge of the pulse is less affected by 
the overload and (2) all pulses below 
the overload level have the fast rise 
corresponding to the increased bandwidth. This is illustrated in Fig. 6-7, 
which conipares the waveforms of signals below and above the overload 
level for a feedback amolifier with the waveforms of signals of the same 



Fig. 6*6.—Peaked envelope of pulse on 
second grid of a feedback pair. 



ia) 

Fio. 6*7.—Response to (a) weak signals and (6) overloading signals for feedback pair 
(solid line), and narrowband two»stage amplifier with same gain distribution between stages 
as feedback pair (dashed line). 


levds for an amplifier mthout feedback having the same gain distribution 
between stages as the feedback amplifier. 

High Output Level.—The possibility of putting the bulk of the gain of a 
feedback pair into the output stage allows a much higher output voltage 
to be obtained for a given bandwidth than can be obtained without feed- 
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back. The factor by which the output voltage can be increased by the 
use of feedback is equal to the overload-improvement factor in Eq. (56). 
However, this output voltage increase is subject to the same limitations 
that apply in the use of this circuit for the improvement of overload (see 
page 104). The improvement in speed effected by feedback is lost on 
strong signals. Thus the high output voltage is obtained at the expense 
of speed just as in an amplifier without feedback, but this loss in speed 
shows up principally on the leading edges of pulses of maximum ampli¬ 
tude. There is no loss of speed on pulses below the overload level. 

Bandwidth Switching .—In all the preceding analysis it has been 
assumed that is approximately equal to gmt^ An interesting phenom¬ 
enon results if g^^ is allowed to decrease to the point where the difference 
between gr^ and g^^^ becomes appreciable. A point is reached where 
gmt is equal to Gu and where g^^n^ must therefore be zero. At this null 
condition, the transmission of the signal directly around the second tube 
through the feedback conductance is exactly equal and opposite to that 
through the tube. If gm^ is decreased still further, the signal transmitted 
through the tube is less than that directly transmitted, is negative, 
and the output signal increases, but with a phase reversal. When gmt 
is zero, g^^^ = --G 12 , corresponding to direct transmission alone. The 
gain in this case may be greater than the gain with gmt at its normal value, 
because of the absence of feedback when g^^ is zero. The bandwidth is, 
however, considerably reduced. The sharpened selectivity curve thus 
obtained when the second tube of the pair is biased to cutoff can be used to 
simplify tuning the amplifier, since in that condition it is necessary 
merely to maximize the output signal of a very sharp circuit. This is not 
quite accurate, however, because of the change in the input capacity of the 
tube when it is turned off. 

Good use can be made of the dependence of bandwidth on g^ in an 
electrical two-position bandwidth switch. By properly adjusting the 
values of the circuit constants in a feedback pair it is possible to achieve 
any desired bandwidth in the narrow position when the second tube is 
turned off, subject to some restrictions on physical realizability. In addi¬ 
tion, the change in gain between the two positions can also be controlled 
by taking advantage of the extra degree of freedom normally present in 
the design of a feedback pair and by adding an additional degree of free¬ 
dom consisting of suitably selecting the value of gmt in the wide-band posi¬ 
tion. These two degrees of freedom can be used to determine the gain 
ratio and the bandwidth ratio of the switch. 

The calculation of the design of such a bandwidth switch is somewhat 
complicated. There are four independent variables: the bandwidths in 
the two cases, the gain ratio, and the shape of the response curve in the 
wide-*band position, as specified by the factor k. These four variables 
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Table 6*25. —Bandwidth Switch Design Data* 



I: Curve ahape ip wide-band position that of fiat pair, 
over-all bandwidth of pair. 
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are used to determine the four circuit parameters Gi, Gu, (j? 2 , and 
The algebra of the solution is involved and is not reproduced here. 
However, the results are summarized in Table 6*2, which gives the design 
data for feedback pairs in terms of the desired gain ratio and bandwidth 
ratio for three values of ky namely 2,0, and — 1, corresponding respectively 
to curve shapes in the wide-band position of (1) two cascaded single- 
tuned circuits, (2) a flat pair, (3) the pair included in a flat triple. The 
constants of the pair are normalized, i.e., expressed as ratios to G, Since 
in the design of an amplifier one usually specifies resistances rather than 
conductances, the quantities G/Giy G/Gi, and G/G 12 are expressed as 
Ri/Ry R 2 /R, and Ri^/Ry where R = 1/G == l/27rC(B«,. 

In Table 6-2 values of Qw/£ny the ratios of the gain in the wide position 
to that in the narrow position, are tabulated vertically; values of (Bn/OJv,, 
the ratio of the narrower to the wider bandAvddths, are tabulated hori¬ 
zontally. The constants of the amplifier are tabulated in the scjuare cor¬ 
responding to the bandwidth ratio and gain ratio. 

A considerable number of values of gain and bandwidth ratios cannot 
be obtained because the amplifiers required would contain physically 
unrealizable elements. Such values are marked with dots. The range 
of physically realizable values varies widely with the factor A, as can be 
seen by comparing Table ()-2a, 6, and c. An important region not cal¬ 
culated is for the case of A; = —1, where there are physically realizable 
values of bandwidth ratio below 0.1 which do not require unreasonable 
values of the gain. 

Dashed values in the table are physically realizable but uncalculated 
because they are of little practical interest. 

6«6. Practical Considerations in Feedback-amplifier Design. —The 
approach thus far in this chapter has been a theoretical one in which the 
circuit components have been assumed to behave ideally. These assump¬ 
tions make the amplifier suitable for a mathematical analysis that does 
not become too involved and provide solutions that furnish good first- 
order approximations to the actual circuit constants required to produce 
the desired response. In actual amplifier design, however, the second- 
order effects frequently are very important, and considerable care must be 
taken to reduce them to a negligible level or to compensate for them. 

The mathematical approach used in the preceding section becomes 
extremely involved when these second-order effects are considered. 
Instead, it becomes expedient to use an approach based mainly upon 
experiment and a simplified analysis using vector diagrams, such as has 
been used very successfully by Beveridge.^ 

The main second-order effects found in feedback amplifiers are those 

* H. N. Beveridge, ^Tnfonnation on Broad-band Feedback I-f Amplifiers,” Com¬ 
bined Besearoh Group, Naval Research Laboratory Report CRG-93, Oct. 22,1946. 
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due to grid-plate capacity and grid-plate transit angle. Both of these 
effects tend to make the response curve unsymmetrical about the center 
frequency. By use of vector diagrams it is possible to determine the 
extent to which symmetry is impaired and the proper means of eompensa- 



Fio. 6-8.—Feedback stage. 


tion. The magnitiSHe of these effects can be discovered by experiment, 
and their correction determined by the vector diagram. 

Vector Diagram for Feedback Stage with No Second^order Effects ,—► 
Consider the feedback stage shown in Fig. 6-8. The vector diagram of 



Fig. 6‘9.—Vector diagram at resonance. 


Fig. 6*9 applies to this stage at resonance. The input current is in phase 
with the input voltage, since the feedback voltage is also in phase. 
Figure 610 shows the vector relationships for the case of Cg at a higher and 
at a lower frequency than the resonant frequency. For the higher- 



Fio. 6*10.—Vector diagram off resonance. 

frequency case eph is retarded in phase, and for the lower-frequency case 
Cpj is advanced in phase. The current leads e., whereas the current 
ii* lags c,. The voltage e. across the feedback reristor is e, — e„, and the 
current t. is in phase with c.. The input current i is the sum of tV and iy. 
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It can be seen that the input current i is a symmetrical function about 
the center frequency; that is, 4 and ii are symmetrically disposed about 

if iyl = iyfi. 



Fiq. 6*11.—Vector diagram at resonance showing transit-time effect. 

Vector Diagram for Feedback Stage with Transit Angle .—Figure 6*11 
shows a vector diagram for the circuit of Fig. 6*8 at resonance when there 
is a grid-plate transit angle 6. Here Cp is retarded by the transit angle 
through the tube. The current ir now lags instead of being in phase 





Fig. 6-12.—Vector diagram off resonance showing transit-time effect. 

as before, and the input current therefore also lags ir. Figure 6*12 
shows this effect for frequencies above and below resonance. Because 
of the transit angle, Cph and Cpi are not symmetrical with respect to Cg, 
Thus irh and iri are not symmetrical; and when the equal currents iyh and 
iyl are added, the resulting input currents are unequal, ih being smaller 



Fig. 6* 13.—Correction of transit-time effect at resonance. 


than ii. Since the output voltages e, are equal, the gain is therefore 
higher above resonance than below. 

This effect can be corrected by adding a capacity in parallel with tiie 
feedback resistor. The vector diagram for resonance is then as shown in 
Mg, 6*13, with the addition of the capacitive feedback current bringing 
the total feedback current back into phase with Mgure 6*14 shows 
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that irh, ir, and irh which were unsymmetrically disposed about are 
brought back into a symmetrical disposition about eg and ih and ii are 
therefore equal. Although this correction is really only approximate, it is 
satisfactory. 

If the gain is high, the angles $ and <i> can be assumed to be equal, and 
the relation between the transit angle and the feedback resistor can be 
found from Fig. 6-13 to be 

tan 6 = o)Ci2Ri2- (59) 



Fig. 6'14.--Correction of transit-time effect 
oft resonance. 


Effects of Capacity across the Feedback Resistor .—There is always a 
small amount of capacity across the feedback resistor. The effect on the 
response is similar to that of transit angle, except that it is in the opposite 
direction; it can be used, in fact, to compensate for the effect of transit 
angle. If the capacitance across 
the feedback resistor is larger than 
necessary to compensate for the 
transit-time effect, then its presence 
is serious. Equation (59) can 
therefore be considered to define an 
upper limit on the allowable value 
of the feedback resistor, where Cn 
is the inherent capacity across the 
feedback resistor. If the design considerations demand a feedback resis¬ 
tor higher than this value, as may readily occur at frequencies where the 

transit-time effect is negligible, 
other means must be used for pre¬ 
serving the flatness and symmetry 
of response. 

The first thing to be done about 
feedback-resistor capacity is to re¬ 
duce it to a minimum. The ca¬ 
pacity across common half-watt 
resistors is approximately 0.2 pfif or 
more. Certain special low-capac¬ 
ity resistors, such as the Inter¬ 
national Resistance Company’s 
type MPM,^ have capacities be¬ 
tween i and tV of this capacity. 

The obvious method for treat¬ 
ing this capacity is to tune it out 
with a parallel inductance. This 



Fia. 616.- 


-Feedback resistor tapped on 
load resistor. 


method slightly upsets the feedback and may require a small decrease in 
the feedback resistor or an increase in the load resistor. Another possi- 
^ Vol. 17, Chap. 2, Radiation Laboratory Technical Series. 
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bility is to tap the feedback resistor down on the load resistor, as is shown 
in Fig. 6*16,^ The combination of the two load resistors and the feedback 
resistor can be transformed into an equivalent T, as shown in Fig. 6*16, 
or an equivalent Hy as shown in Fig. 6*15. These use lower resistances in 
the feedback network than the original circuit and are therefore less 
troubled by stray capacitance. 

If either Gi or G 2 is zero, this method does not work, but the feedback 
resistor can still be tapped down on the coil, as shown in Fig. 6*17. 



6-7. More Complicated Feedback Amplifiers.—Since it has been 
shown that the gain-bandwidth product of an amplifier using single-tuned 
circuits can be improved by the use of inverse feedback, it is natural to 
expect that amplifiers using more complicated interstage-coupling circuits 
can similarly be improved. 

The mathematical analysis of a general feedback chain using circuits 
more complicated than the simple single-tuned circuit becomes so involved 
that the solution is extraordinarily difficult. However, if all the stages 
but the last and first are made identical, the mathematics is sufficiently 
simplified so that an analysis can be carried through. 

In this section a brief analysis is made for a uniform chain using two- 
terminal networks. The use of four-terminal coupling networks is 
considered in great detail by Twiss.^ 

The Uniform^ Feedback Chain ,—The properties of an inverse feedback 
chain in which all the stages are identical can be determined from Eq. (9). 

^Bartelink, Watters, and Kamke, '‘Flat Response, Single-tuned I-f Amplifier,” 
General Electric Company internal report (forthcoming); also B. D. H. Tellegen and 
C. J. van Loon, U. S. Patent 2155025 (1939); this patent contains a very good early 
discussion of inverse-feedback bandpass circuits. 

> R. Q. Twiss, “The Theoretical Design and Experimental Response of Single and 
Coupled Circuit Negative Feedback Amplifiers,” T.R.E. Report No. T-1649. 
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Assuming that all the are equal, Eq. (9) becomes for the uniform 
chain 
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where Y is the loading admittance Yt%, and G/ is the feedback conductance 

If An is the value of A for an w-stage amplifier, An can be expressed in 
terms of An~i and An ~-2 by expanding A» by minors. 

An = F An-l + ^mG/ An-2. (61) 

This is a difference equation, the solution for which is given by 

An = A(Ya)- + B(F6)^ (62o) 

where 



Note that for the case G/ = 0, or no feedback, Ya = F, Ft ~ 0, 
A = 1, J8 =: 0, and An therefore is Y^, which is the familiar value for the 
uniform multistage amplifier without feedback. 

If the values for A, J5, Fa, and F^ are substituted from Eq. (62) into 
Eq. (61), the square roots cancel out and the result is the polynomial 
expected from previous theory, having a gain-bandwidth factor of unity 
for a flat-response curve when single-tuned circuits are used for shunt 
admittances. However, Eq. (62), unsimplified, shows certain properties 
of the uniform chain that can be used to secure a greater gain*-bandwidth 
product with the aid of circuits more complicated than single-tuned 
circuits. Consider the function Fo if F is the admittance of a single-tuned 
circuit. Then 

r, = I +iirC (/ - + 'y/[| + i) V - (?/)<?/. ( 63 ) 
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If Gf Qm (this corresponds to high gain), then Eq. (63) is 

Ya « JVC (/ - y) + - [tC {f - i) j'. (64) 

From Eq. (64) it is evident that the magnitude of Ya is independent of 
frequency for all values of / such that the quantity under the radical 
remains positive and increases as / varies beyond this range. Since the 
value of Ya at resonance is gmG/ and the width of the band over which 
\Ya\ is constant is y/gmGf/vC, it is obvious that Ya corresponds to an 
impedance having a gain-bandwidth factor of at least 2 for any number of 
stages. This is analogous to the two-terminal infinite filters yielding 
maximum gain-bandwidth product, as described in Sec. 2*2. 

Although the advantage of the flat-amplitude characteristic of Ya is 
lost by the addition to it of the Yb term in any amplifier employing single- 
tuned circuits only, the use of a more complex circuit in the first or last 
stage of the amplifier allows the retention of this improvement in gain- 
band^vidth factor. Consider an amplifier where the load and feedback 
impedances cf the last (or first) stage are Yt and F/<. Substituting these 
values and also substituting Eq. (62a) in Eq. (61) yields 

An = A{YtYa + gmYfdYr^ + B{YtYb + gmYft)Yr^, (65) 
The Yh term can be eliminated if 

YtYb + gmYft = 0 . ( 66 ) 

Substituting Eq. (62) in Eq. (66): 

Yt = Ya (67) 

Then 

A« = (F„)»^‘. (68) 

If Yf, = Gf, then An = (F.)", and F, = F„. 

Thus an inverse-feedback chain that is terminated in an impedance 
Ya has the response of an amplifier without feedback in which the load 
impedance in each stage is Ya* Since Eq. (64) shows that Ya is the 
admittance of the infinite two-terminal filter previously discussed,'feed¬ 
back chains^ using only a single filter in either the first or last stage 
instead of one in each stage, can duplicate the performance of amplifiers 
using filters as coupling networks. This represents an appreciable 
simplification of the amplifier. 

However, in actual practice this is not quite the case. Practical 
feedback chains do not realize the expected gain-bandwidth factor 2 for 
the following reasons: 
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1. The assumption made in arriving at Eq. (64) is true for high gains 
only. It is equivalent to assuming that the feedback conductance 
represents a pure transfer, admittance, having negligible self¬ 
admittance. This assumption is, in general, not true over the 
range of gains commonly used for wide-band amplifiers. The 
effect of this difference is to decrease the gain-bandwidth product 
of a single stage and to round off the corner of the response curve 
so that the bandwidth decreases more rapidly when several stages 
are cascaded. This effect is illustrated in Table 6*3. 

2. The presence of direct loading, in addition to the loading of the 
feedback resistor, increases the effect of the latter^ as explained in 
(1). This is also illustrated in Table 6*3. 

3. Because the numerator of Eq. (8) contains rather than there 
is a small loss in gain-bandwidth product, namely, a factor of 

(' - s) ” (' - i*)- 

4. Some performance is lost because the termination is never ideal. 


Table 6-3.— Gain-bandwidth Factor of a Perfectly Terminated Feedback 
Chain as a Function of Mean Stacje Gain, Direct Loading, and Number 

OF Stages 


gmCf 

Gain-bandwidth factor 

G* 

1 stage 

2 stages 

.... 

3 stages 

4 stages 

1,425 

2.06 

1.580 

1.34 

1.200 

2.160 

2.10 

1.660 

1.43 

1.290 

7.000 

2,17 

1.870 

1.74 

1.645 

11.650 

2.20 

1.940 

1.81 

1.730 

17.000 ' 

2.19 

1.990 

1.88 

1.810 

00 

2.15 

2.045 

2.02 

2.020 


6*8. Practical Examples. —As a first example of an amplifier using 
inverse feedback, consider the four-stage amplifier shown in the circuit 
diagram of Fig. 6-18. This amplifier was designed for an over-all band¬ 
width of 21 Mc/sec and a gain of 30 to 35 db. A brief calculation of the 
gain-bandwidth product for a 6AC7 shows that the requirements can be 
achieved with a flat quadruple, consisting of two inverse-feedback pairs. 

The pairs to be used for this amplifier are chosen as symmetrical, as 
this is the simplest method. The amplifier can then be designed from 

^ The loading effect of the feedback resistor and the direct loading can be somewhat 
compensated for by use of circuits producing a negative resistance at the input of the 
amplifier, such as a capacitive cathode circuit. 
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Eq. (34). However, for a more accurate design, the difference between 
and is taken into account. Thus, substituting gn^ — G\% into 
Eq. (346) for a quadratic equation is obtained for Gu/G, 

If Eq. (69) is solved for Gi^/ G and the square root is approximated by 
taking the first three terms of its binomial expansion, one gets 



Note that taking only the first two terms of the binomial expansion is 
equivalent to letting g,n^ equal in Eq. (346). 



From the bandwidth desired and the total interstage shunt capacity, 
both of which are known, the constant G can be determined since the 
bandwidth is given by G/2TrC, Assuming a value of 26 txyi for C, G 
comes out to be 3450 /onhos. Then, assuming gm = 8600, gm/G = 2.5. 

Now the constants of the amplifier can be determined from Eqs. 
(34a) and (70). From Table 6T, it can be seen that the values of k 
for the two pairs of a flat quadruple are y/2 and — V^- Thus, using 
Eq. (34a), 

^ ± V2 f 0.925 for A: = + V2, Gn = 3200 = Gu, 

G G 2 1 0.383 for A: = - V2, Gn = 1333 

From Eq. (70) 

Gn 2 + V2 1 r. ■ 2 T V2 1 1 

G 4 2.5 L 4 ' (2.5)*J 

^ j 0.060 for A: = + V2, On = 207, 

( 0.388 for A: = - Gn - 1340. 
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i 30(K) for A: = + V2, 
Gi= 6,= (.a - (.xa- j - V2. 

Thus, for A: = + a/2, 

= 7^2 = 330 ohms, /^i 2 == 4800 ohms, 

and for /c = — \/2, 


= 7^2 = oo, = 750 ohms. 

+ 120V 



6.3 V 

Fig. 619.—Circuit diagram of a practical 60 Mc/sec feedback amplifier. The intertetago 
coils are unity-coupled, by being bifilar wound. 

A practical difficulty is encountered because of the infinite values 
obtained for Rx and Ri, since there must be low-resistance d-c paths from 
the plate to B and from grid to ground. One method of handling this 
difficulty would be to split the tuning coil into two coils, each having 
double the required inductance, and using one in the plate circuit and one 
in the grid circuit. In the case of this amplifier, another method was 
used. The 760-ohm feedback resistor was split into parallel resistors of 
1500 ohms each, onS being connected from grid to grid, the other from 
plate to plate. In this way a d-c return path is furnished for both plates 
and both grids if the coil is in the plate circuit of one stage and the grid 
circuit of the other. 
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A second example of a feedback amplifier is due to H. N. Beveridge. 
Fig. 6* 19 is a circuit diagram and Fig. 6-20 a photograph of the last 
few stages. This amplifier consists of two inverse-feedback triples, 
having very slight dips in the pass band, with a gain of about 10® and a 
bandwidth of 10 Mc/sec at 60 Mc/sec. 

The long thin resistors seen in Fig. 6*20 near the center of the chassis 
and running along its length are IRC type MPM resistors, used as feed¬ 
back resistors because of their very low end-to-end capacity, of about 
0.02 /ijitf. The tuning coils are bifilar-wound, i.e., unity-coupled, thereby 
eliminating the need for blocking condensers; the bifilar construction 
requires the coils to be very carefully impregnated, however, in order to 
prevent electrolysis. The coils are at right angles to the length of the 
chassis; the last one is shown without its impregnation. 

The white stand-off bypass condensers visible in Fig. 6*20 provide 
extremely effective bypassing because of the employment of the ^'series- 
resonance^’ principle; i.e., the capacity of the b 3 q)ass condensers is series 
resonant at 60 Mc/sec with the inductance of the condenser leads. A 
large part of the credit for the extreme simplicity and elegance of the ampli¬ 
fier, as demonstrated by the small number of parts shown in Fig. 6*19, 
is to be attributed to the effectiveness of the bypassing. 



CHAPTER 7 


BANDPASS AMPLIFIERS: PULSE RESPONSE AND 
GENERAL CONSIDERATIONS 

By Henry Wallman 

PULSE RESPONSE 

74. Response of Bandpass Amplifier to Carrier-frequency Pulse. 

Bandpass Filters That Are Approximately Low-pass Filters Shifted Upward 
in Frequency ,—The response of a bandpass amplifier to a microsecond 
pulse of a 30 Mc/sec wave can in principle be determined without 
approximation by applying the methods of C^hap. 1; the driving func¬ 
tion is 

fit) = sin (2^30 X 10«/), 0 < t < 10-«, 

= 0, otherwise, 

and it is necessary to employ the exact form of the complex bandpass 
system function. Such calculations are extremely laborious^ but show 
just how the carrier-frequency oscillations are built up in the output 
waveform. The result of such a calculation is as shown in (a) of Fig. 7*1. 

In certain applications such detailed information is important; an 
example is the case in which “phase detection’^ is employed in conjunc¬ 
tion with a coherent carrier-frequency oscillator. Usually, however, only 
simple rectification follows the bandpass amplifier, and it is sufficient to 
know the envelope of the carrier-frequency pulse [see (c) of Fig. 7T]. 

For amplifiers of small fractional bandwidth it is often possible to 
simplify the calculations greatly on the basis of the following mathe¬ 
matical argument. Suppose a time function f{t) has the Laplace trans¬ 
form g(co). Then f(t)e^o^ has the transform g{(a — coo). Now the time 
function f{t)e^^ is used to denote a sine-wave carrier of frequency a>o 
modulated in amplitude hy f{t ); its spectrum function i^ seen to be that of 
f(J) shifted by the carrier-frequency wq. Some bandpass filters can be 
regarded as the displacement in frequency of a lowpass filter, that is, are 

^ A. W. Gent, ^^The Transient Response of R-f and I-f Circuits to a Wave Packet,'* 
Standard Telephone and Cables Co., Ltd., Valve Laboratory Report No. G70, 1942. 
Exact calculations are made for the response of a single-tuned and a double-tuned 
circuit to a carrier-frequency pulse. It turns out that even for a fractional bandwidth 
as large as a half, the envelope" of the carrier-frequency response is well approxi¬ 
mated by the response of the low-pass-equivalent filter. 

274 
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closely approximated by a filter whose mathematical expression can be 
written in terms of the single variable j(co — a>o). An example [see Sec. 
4-2, in particular Fig. 4*4, and Eq. (4*6)] is a single-tuned circuit of 
small fractional bandwidth. For such filters it is then true that the 
envelope of the response (of the bandpass filter to the modulated carrier- 
frequency wave) is the response (of the corresponding low-pass filter) 




tion on (a). 

to the envelope. This is shown in (6) of Fig. 7*1. All pulse responses 
in this chapter are computed on this simplified basis. 

Observe that (c) of Fig. 7*1 is the absolute value of (6) of Fig. 7-1; thus 
the effect of overshoot on the trailing edge of a carrier-frequency pulse is 
different from its effect on the leading edge. 

As an example of the simplified method consider the determination of 
the response of a single-tuned circuit at 30 Mc/sec, of bandwidth 2 
Mc/sec, to a microsecond pulse of a 30 Mc/sec wave. The low-pass 
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filter corresponding to the 30 Mc/sec single-tuned circuit is a parallel 
/2C-circuit having a bandwidth of 1 Mc/sec. Hence the leading edge 
of the envelope of the carrier-frequency pulse response is closely approxi¬ 
mated by the response to a step function of direct current of a parallel 
RC-circuit of 1 Mc/sec bandwidth. The complete pulse response is the 
sum of the leading-edge response and its l-jitsec-delayed negative. 

It is most important to observe that a 2 Mc/sec bandwidth in a 
oandpass amplifier yields only as much speed as does a 1 Mc/sec band¬ 
width in a low-pass amplifier. Hence the analogue of Rule 5 of Chap. 2 
is this: 

If r denotes the rise time of the envelope of a carrier-frequency 
pulse and (B the bandwidth betw'een 3-db points of a bandpass amplifier, 
then^ 

r(B = 0.7 to 0.9. 

Not every bandpass filter can be regarded as a frequency-shifted 
low-pass filter. In particular, a filter displaying an amplitude tilt across 
the band cannot be so regarded, because the amplitude response of a 
low-pass filter is always an even function of frequency. Hence for such 
bandpass amplifiers or for detuned amplifiers, the computation of 
carrier-frequency pulse response is more complicated and is not con¬ 
sidered here. 

LorvpasS‘handpass Analogy ,—There is a systematic procedure for 
generating bandpass filters from low-pass prototypes that is often 
helpful in simplifying carrier-frequency pulse response calculations. To 
transform a given low-pass filter to a bandpass analogue centered at a 
frequency /o, 

1. Leave the resistances unaltered. 

2. Replace each capacitance C in the low-pass filter by a capacitance 
C/2, and put in parallel with it an inductance resonating with C/2 
at /o. 

3. Replace each inductance L in the low-pass filter by an inductance 
L/2, and put in parallel with it a capacitance resonating with 
L/2 at /o. 

The effect is to replace the variable / in the low-pass filter by ' 



this leads to a bandpass filter geometrically symmetrical about fo with a 
bandwidth twice that of the low-pass filter. Figure 4*1, for example, is 
the bandpass analogue of Fig. 1*26. 

^ For amplifiers with small overshoot the value 0.7 is the one to take. 
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The variable — (///o)] is approximately equal to / — /o for / close 
to /o, and to the extent to which this approximation is valid, that is, to 
the extent to which the bandpass filter has small fractional bandwidth, a 
bandpass analogue can be considered as a shift upward jn frequency of 
its low-pass prototype. 

Every low-pass filter has its bandpass analogue, but not every band¬ 
pass filter has its low-pass analogue. A very common filter that has no 
exact low-pass analogue is the 
double-tuned circuit. 

If a given bandpass filter is 
recognized to have a low-pass 
analogue and if it has small frac¬ 
tional bandwidth, then it is clear 
that the low-pass analogue is the 
filter to use in pulse response 
calculations [see (a) and (c) of Fig. 

7*2]. But if no low-pass analogue 
exists, there may still exist a low- 
pass circuit whose mathematical 
expression is closely equivalent to 
that of the bandpass filter when 
/ — /o is replaced by/. This is the case in (i>) of Fig. 7*2. 

Puhe Response and. Absolute Value Curve Alone .—For minimum 
phase-shift networks the absolute value-vs.-frequency characteristic 
completely determines the phase-vs.-frequency characteristic, and the two 
characteristics determine the pulse response. All the circuits described 
in Chaps. 4 to 6 are of the minimum phase-shift type. This fact leads 
to the important conclusion that if an amplifier has a certain absolute 
value curve, it has a specific pulse response, without regard to whether 
it uses stagger-tuned circuits, double-tuned circuits, stagger-damped 
circuits, combinations of double-tuned circuits and single-tuned circuits, 
or plate-to-grid inverse feedback, etc. 

7*2, One-pole Networks.—As has already been asserted, a single- 
tuned circuit resonant at frequency /o and of small fractional bandwidth is 
closely approximated by a parallel jRC-circuit shifted up in frequency to 
/o; hence the envelope of the response to a step-function-modulated sine 
wave of frequency /o is given by the step-function response of a parallel 
BC-network. The latter response is an exponential curve, of the form 
shown in Curve 1 of Fig. 1-25. 

Similarly the step-function response of n cascaded identical single- 
tuned circuits is shown in Fig. 1*25 forn = 1, * • • , 10. time scale 
t/{RC) in Fig. 1*25 pertains to the low-pass case, however. The correct 
time scale for the bandpass case is t/(2RC)f reflecting the fact that a given 


0 =-: 

(a) 




ib) 


T 




B-Si 

(r) 



Fig. 7*2.—Low-pass-bandpass equiva¬ 
lents; (a) single-tuned circuit, (b) double- 
tuned circuit, (c) triple-tuned circuit. 
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bandwidth in a bandpass amplifier yields only half as much speed as 
does the same bandwidth in a low-pass amplifier. This assumes that the 
carrier frequency in the bandpass case is equal to the midband frequency 
(double-sideba^^d operation). 

The correlation between over-all speed and over-all bandwidth in an 
amplifier made up of,cascaded identical single-tuned circuits is extra¬ 
ordinarily good. If r denotes rise time between 10 and 90 per cent and 
(B denotes 3-db over-all bandwidth, then 

t(B = 0.70, (1) 

whether 1, 2, . . . or infinitely many stages are involved. 

7«3. Two-pole Networks.—This case includes staggered pairs, double- 
tuned circuits, and inverse-feedback pairs. All these invoh^e two single- 
tuned circuits or, ecpiivalently, a pair of complex-conjugate poles in the 
complex frequency plane. 

A Single Two-pole Network ,—The fundamental complex form of the 
netw’orks above can be normalized, in the case of small fractional band¬ 
width, as 

l+j(x + a)l+j{x--af 

where x is proportional to frequency off resonance and a is the ratio 
of the imaginary part of the poles to their real part. The symbol a has a 
definite physical significance: 

1. For stagger-tuned circuits, a is the ratio of the separation of the 
individual resonant frequencies to the bandwidth of the two 
individual stages. 

2. For double-tuned circuits of equal primary and secondary Q, 
a = kQ, One can also write a = k/kt, where kt is the coefficient 
of coupling at transitional coupling. 

3. For double-tuned circuits loaded on one side only, a = \/Ak^Q^ -- 1. 

4. In general for a double-tuned circuit of shape index /3 (see Sec. 5*1), 



The value a = 1 corresponds to the maximally flat absolute value curve. 

The step-function response of Expression (2) is easily found to be 
proportional to 

1 — e”' (3) 

The maxunum value of Expression (3) is 1 + e *, that is, the frac¬ 
tional overshoot corresponding to Expression (2) is 

IT 


e 


(4) 
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Expression (4) is graphed in Fig. 7-3. Two points follow from 
Expression (4), of which the second is quite important. 

1. No matter how small a is, there is always some overshoot. Hence 
a pair of staggered circuits, no matter how slightly staggered, or an 
equal-Q double-tuned circuit, no matter how loosely coupled, 
always displays some overshoot.^ 



a 

Fig. 7*3.~- Overshoot of staggered pair as function of ratio a of separation of the reso¬ 
nant frequencies of the staggered circuits to their bandwidth. The value a = 1 corre¬ 
sponds to a flat staggered pair. The curve also applies to double-tuned circuits if a is 
suitably interpreted; 

a — k Q for an equ al-Q double-timed circuit. 

a — \/— 1 for a double-tuned circuit loaded on one side oiily. 

a « [(1 + /3)/(l - for a general double-tuned circuit having shape index 

2. From the point of view of transient response there is nothing at all 
critical about the point a == 1, that is, the point representing the 
maximally flat bandpass. As a passes through unity, which 
represents critical coupling for an equal-Q double-tuned circuit, the 
fractional overshoot merely increases smoothly. 

In Fig. 7*4 is graphed the per cent overshoot as a function of peak-to^ 
dip ratio; the curve also applies to double-tuned circuits of arbitrary 
Q-ratio, and inverse feedback pairs. 

1 For a <0.6, the overshoot is negligible, however. 
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Fig. 7*4. —Overshoot of overstaggered pair, as function of ratio of maximum response 
to response at midband. The curve also applies to double-tuned circuits of arbitrary’ 
Q-ratio, and inverse-feedback pairs. 



Time in microseconds 

Fia. 7*5.—Step-function response of cascade of n flat-staggered pairs, n « 1, 2, 3, 4, ‘6, 
enoh pair of bandwidth 2 Mc/sec between d-db points. These curves also apply to transi¬ 
tionally coupled double-tuned circuits, flat inverse-feedback pairs, and in gener al to all 
minimum-phase circuits having absolute value vs. frequency curves of the form !/•%/1 -f x** 
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Cascaded Maximally Flat Two-pole Networks ,—In Fig. 7*6 are shown 
graphs of the step-function responses of 1, 2, 3, 4, and 6 maximally flat 
two-pole networks, corresponding to a = 1 in Expression (2), each 
individual network having a 2 Mc/sec bandwidth between 3-db points. 
(The over-all bandwidths are, of course, less than 2 Mc/sec.) 

Figs. 7*5, 7*6, and 7*7 can be used for arbitrary bandwidths by remem¬ 
bering that bandwidth and rise-time vary inversely. 



Time in microseconds 

Ftg. 7*0. —Step-function response of a cascade of n flat staggered triples, n * 1, 2, 4, 
each triple of bandwidth 2 Mc/sec between 3-db points. These curves also apply to transi¬ 
tionally coupled triple-tuned circuits, flat inverse-feedback triples, flat combinations of an 
overcoupled double-tuned circuit and a single-tuned circuit, and in general to all min imum- 
phase circuits having absolute value vs. frequency curves of the form l/\/(1 -)- x®). 

Some pertinent results are listed in Table 7*1; in the column marked 
t(B, the r refers, as usual, to rise time betw’^een 10 and 90 per cent 
and (B to over-all 3-db bandwidth. 

Table 7*1.— Step-function Response. Cascaded Maximally Flat Two-pole 

Networks 


No. of networks 

Overshoot, % 

T® 

1 

4.30 


2 

6.25 

0.72 

3 

7.70 

0.75 

4 

8.40 

0.76 

6 

10.00 

0.79 


The use of Table 7-1 is made clear by considering a six-stage amplifier 
having an over-all bandwidth of 2 Mc/sec. If the amplifier is made up 
of flat staggered pairs or flat inverse-feedback pairs, the over-all over¬ 
shoot is 7.7 per cent and the rise time is 0.37 /isec, because three maximally 
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flat two-pole networks are involved. If the amplifier consists of transi¬ 
tionally coupled double-tuned circuits, there are six maximally flat 
two-pole networks; hence the overshoot is 10.0 per cent, and the rise time 
is 0.39 /xsec. 

7*4. Maximally Flat Three-pole Networks.—The maximally flat 
three-pole network can be put in the normalized form 

(1 ■+■ jf»[l + jx + 

In Fig. 7-6 is shown the step-function response of 1, 2, 4 maximally 
flat three-pole networks, each net\\ork having a 2 Mc/sec bandwidth 
between 3-db points. Data are listed in Table 7-2 on the overshoot 
and the rise time t for a given over-all bandwidth (B. 


Table 7-2. —Step-function Response of (^ascaded Maximally Fi.at Thkee-poi.k 

Neti^'orks 


No. of networks 

Overshoot, 

r(B 

1 

8.15 

0 73 

2 

11.2 

0.80 

4 

14.2 

0.87 


7*6. Maximally Flat n-pole Networks.—Equation (4*16) gives the 
complex expression whose absolute value is the maximally flat function 
the n poles of Eq. (4*15) are equally spaced on the perim¬ 
eter of the left half of the unit circle, and the step-function response 
follows from the knowledge of the poles. 

As an example consider the case n = 7. From Eq. (4*15) 


1 

vrr^^ 


( 6 ) 


is the absolute value of the minimum phase-shift complex expression 

_ 1 _ 

y4ir jbr }5 t jOt jdx ^ 

(p-e‘^){p-e 7 )(p _ f.7 )(p _ g 7 )(p4.i) 

•(7) 

1 

[0.22252 + ;•(« ± 0.97493)][0.62348 + ± 0.78183)][0.90097 

+ ;(« ± 0.43388)1(1 +ju), 

where p — ju. The phase lag of Expression (7) is 


^ _,0.44504« . , ,1.2470« . , , 1.8019« 

tan-* -z -j- + tanr* - - - + tan-* -r 

1 — 1 — 1 — w* 


I _ + tan-* «. 


( 8 ) 


1 - 


1 - 
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The partial-fraction expansion of Expression (7) is 
0.73708p -2.0649P - 3.3124 

(jp - e’’ ){p - e 7) (p-e7)(p-c ’) 

, -2.9838P 4.3118 

' jjw + p + l' 

(p-r7)(p-e 7) 



Time in microseconds -^ 

Kia. 7-7.—Step-function response of the (minimum phase shift) networks having the 
absolute value curves shown above. 


The impulse respons-ie corresponding to Expression (7) is 

e-o.22262i(o.73708 cos 0.97493< - 0.16823 sin 0.974930 
+ e-»«»«'(-2.0649 cos 0.78183t - 2.9501 sin 0.781830 
-f- 2.9838 cos 0.43388t + 6.1964 sin 0.433880 

+ 4.3118e-*, 

and the step-function response is 

1 + 0.75602e-» ****« sin 0.97493f 
+ «*«‘(3.3124 cos 0.78183< + 0.00048 sin 0.781830 

- 6.8774e-® »»»”‘ sin 0.43388< - 4.3118e-*. 




(11) 
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Expression (11) is shown as Curve 7 of Fig. 7-7, after its time scale has 
been changed to correspond to a bandwidth for the maximally flat seven- 
pole network of 2 Mc/sec. 

Figure 7-7 displays the step-function response of maximally flat 
n-pole networks of 2 Mc/sec bandwidth for n = 1, • • • , 7; Table 7*3 
lists overshoot and rise time. 

Table 7-3.— Step-function Response of Maximally Flat n-poLE Networks 


n 

Overshoot, % 

t(B 

1 

0 

0.70 

2 

4.3 

0.69 

3 

8.15 

0.73 

4 

10.9 

0.78 

5 

12.8 

0.82 

6 

1 14.3 

0.85 

7 

^ 15.4 

0.89 


7*6. Overstaggered Circuits,—In Sec. 4-6 it was pointed out that the 
only advantages of the maximally flat absolute value curve 1 /\/l + 



off resonance 


Fio. 7*8.—Overstaggered pairs. The parameter is the ratio a of separation of the* 
resonant frequencies of the staggered circuits to their bandwidth. The value o ** 1 corre¬ 
sponds to a flat-staggered pair. 


are its mathematical simplicity and its easily recognized shape. It was 
also stated that substantial increases in gain-bandwidth factor could be 
attained if slight dips in the pass band were allowed; this point will now 
be demonstrated. 
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Overstaggered Pairs .—In Fig. 7*8 is shown the right half of the selec¬ 
tivity curves^ derived from two staggered single-tuned stages of band¬ 
width 2, the parameter attached to the curves being the variable a of 
Expression (2), that is, the ratio of separation of the resonant frequencies 
of the staggered circuits to their bandwidth. The parameter value 
a = 0 corresponds to synchronous stages, a = 1 to a flat staggered pair 
and values of a greater than 1 to overstaggered pairs. Table 7*4 shows 
the gain factor for these staggered pairs, that is, the mean stage gain at 
midband, in units of gml^rC. For a == 1, for example, \vhich corresponds 
to a flat-staggered pair of over-all bandwidth 2 \/2, the stage gain is 
1/(2 a / 2 ); this is in accord Avith the stage gain times over-all bandwidth 
factor of 1 for a flat-staggered pair. Also listed in Table 7*4 arc the per 
cent overshoot [see expression (4)], the values of the shape index 0 (see Sec. 
5*2) corresponding to each value of a, and the relative gain at band 
center of a double-tuned circuit of the same shape index and bandwidth 
as the corresponding staggered pair. It wdll be seen that a double-tuned 
circuit loaded on one side only always has an advantage of exactly 2 over 
the staggered pair whereas for an equal-Q double-tuned circuit the rela¬ 
tive advantage lies with the staggered pair for undercoupled circuits, that 
is, circuits of small overshoot. 


Table 7*4.— Midband Gain Factors Corresponding to (’urves of Fig. 7*8, in 

Units of g ^ f^vC 


a 

Overshoot, 

% 

^ ~ o» + 1 

Stage gain 
factor for 
staggered 
pair 

i 

Gain factor 
for 

equal-0 

double-tuned 

circuit 

Gain factor 
for 

double-tuned 
circuit loaded 
on one side 
only 

0 

0 

-1.000 

0.500 

0 

1.000 

0.2 

0.00 

-0.920 

0.490 

0.192 

0.980 

0.4 

0.04 

-0.725 

0.464 

0.344 

0.928 

0.6 

0.53 

-0,470 

0.429 

0.441 

0.858 

0.8 

2.0 

-0.219 

0.390 

0.487 

0.780 

1.0 

4.3 

0 

0.353 

0.500 

0.707 

1.2 

7.3 

-h0.180 

0.320 

0.490 

0.640 

1.4 

10.6 

-hO.324 

0.290 

0.473 

0.580 

1.6 

14.0 

4-0.438 

0.265 

0.450 

0.530 

2.0 

20.8 

4-0.600 

0.223 

0.400 

0.446 

2.4 

27.0 

4-0.705 

0.192 

0.355 

0.384 


^ The transition from a flat-staggered n-uple, n » 2, 3, 4, • • • , to an overstag¬ 
gered n-uple of the same overtoil bandmdth turns out to be very simple: The individual 
resonant frequencies are left unaltered, and the individual bandwidths are all nar¬ 
rowed in the same ratio. This rule is not quite exact but is a close approximation 
even in the large fractional-bandwidth case, provided the dips are small. 
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Overstaggered Triples .—In Fig. 7*9 is shown the right half of the selec¬ 
tivity curves yielded by a three-stage amplifier consisting of a centered 
single-tuned stage of bandwidth 4 and two symmetrically staggered 
single-tuned stages of bandwidth 2, the parameter being the ratio a of 
peak separation of the staggered stages to their bandwidth. The value 
a = \/3 corresponds to a flat-staggered triple, and values of a greater 
than -v/S to overstaggered triples. 

The step-function response for such overstaggered triples is propor¬ 
tional to 

1 — -1- ? c“' sin (12) 

Table 7*5 shows the gain factor for these staggered triples, that is, the 
mean stage gain at midband, in units of gtn/2TrC. For a == \/3, for 



Frequency 
off resonance 

Fig, 7*9. — Overstaggered triples. The parameter is the ratio a of separation of the 
resonant frequencies of the staggered circuits to their bandwidth. The value a » \/3 
corresponds to a flat triple. 

example, corresponding to a flat-staggered triple of bandwidth 4, the 
gain factor is 0.25, in accord with the gain-bandwidth factor of 1 for a 
flat-staggered triple. Also listed are the mean gains at midband for the 
two-stage combinations consisting of a centered single-tuned stage and an 
overcoupled double-tuned stage that have the same shape and bandwidth 
as the corresponding overstaggered triple. 

Consider the curve corresponding to a = 2.5 in Fig. 7*8, for example; 
the curve shows 1 per cent or 0.1-db dips. The bandwidth between the 
84 per cent or 1.5-db points is 5.2(= 2 X 2,6). Two such overstaggered 
triples have 0.2-db over-all dips and a 3-db bandwidth of 5.2. Since the 
mean stage gain factor is 0.205 (see a = 2.5 in Table 7-5), the gain- 
bandwidth factor for the overstaggered triples is 1.07. Two flat- 
staggered triples, on the other hand, have a gain-bandwidth factor of only 
0.86 (see Table 4*6). The two overstaggered triples thus have a 
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Table 7-5.— Midband Gain Factors Corresponding to Curves op Fig. 7-9, in 

Units of gml^irC 


a 

Stage gain factor for 
staggered triple 

Stage gain factor for 
comhinalion of a cen¬ 
tered single-tuned stage 
and an equal-Q double- 
tuned stage 

Stage gain factor for 
combination of a cen¬ 
tered single-tuned stage 
and a double-tuned 
stage loaded on one side 
only 

V3 

0.250 

0.329 

0 353 

2.0 

0.232 

0.316 

0.334 

2.5 

0.205 

0.296 

0.307 

3.0 

0.184 

0.274 

0.281 

4.0 

0,154 

0.243 

0 248 

5.0 

0.134 

0.220 

0.222 

6 0 

0 119 

0 203 

0.204 


superiority in gain-bandwidth factor of 25 per cent, at the expense of only 
0.2-db over-all dips. 

When it is considered that the 0.2-db dips are those in the over-all 
response of an amplifier of six stages, it is clear that the increase of 26 per 
cent in gain-bandwidth factor is a very large reward for forsaking the 
maximal flatness of pass band. The increase in gain-bandwidth factor 
may be employed in several ways: to increase the gain by 25 per cent per 
stage, or 11.5 db over-all, for a fixed bandwidth; to increase the over-all 
bandwidth by 25 per cent for a fixed over-all gain; or to leave gain and 
bandwidth fixed and substantially increase tube life by operating the 
tubes with 20 per cent reduced transconductance. 

The overstaggered triple case just considered is interesting also in its 
transieiit-re;sponse aspects. The overshoot corresponding to a single 
overstaggered triple having the constants above (a = 2,5) turns out to 
be 10.2 per cent, and the overshoot for two such triples is about 14.5 per 
cent; this is very closely the same as the overshoot for a flat-staggered 
sextuple (see Table 7*3). Moreover, for a given gain the combination 
of two such overstaggered triples is about 7 per cent faster than the flat 
sextuple. Hence even from the point of view of pulse response it would 
be better to build a six-stage amplifier in the form of two slightly over¬ 
staggered triples than one flat sextuple. This furnishes another illustra¬ 
tion of the lack of inherent advantages in maximally flat pass bands. 

GENERAL CONSIDERATIONS 

7*7. Gain-bandwidth Factor. —^Table 7*6 lists the gain-bandwidth 
factors for a number of coupling schemes. In each case the gain is the 
mean stage gain, the bandwidth is the over-all 3-db bandwidth, and 
the gain-bandwidth factor is the ratio of the gain-bandwidth product to 
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gml{^2 \/CiC 2 ), where Ci and Cz are the output and input capacities 
respectively.^ 


Table 7-6.— Gain-bandwidth Factor of Vabioxts Interstage Coupling Schemed 


Interstage coupling scheme 


1. m synchronous single-tuned circuits. 

2. m flat-stagpered n-uples. 

3. m transitionally coupled equal-C^ doubled- 

tuned circuits. 

4. m transitionally coupled double-tunc'd cir¬ 

cuits loaded on one side only. 

5. m flat stagger-damped n-uples made up of 

equal-<^ double-tuned circuits. 

6. m flat stagger-damped ?i-uples made up of 

double-tuned circuits loaded on one side 
only. 

7. m flat pairs consisting of a single-tuned cir¬ 

cuit and an overcoupled equal-Q double- 
tuned circuit. 

8. m flat pairs consisting of a single-tuned 

circuit and an overcoupled double-tuned 
circuit loaded on one side only. 

9. m transitionally coupled triple-tuned cir¬ 

cuits. 


10. Plate-grid resistive feedback circuits with 
simple single-tuned termination are ex¬ 
actly equivalent to stagger tuning except 
that the effective tube transconductance 
is slightly reduced (by the shunting affect 
of the feedback conductance). 


Normalized 

selectivity 

curve 

9 ® factor 

1 

(1 + 

1 

(1 

(2i/« — l)^ii 

(2V/» — l)l/2n 

1 

(1 -f 

2}'i(2i/”» - 1)}4 

1 

2(21 m _ 

(1 + a:*)"/* 

1 

21 2n(21/"* —l)l/4n 

(Id- 

1 

2(21/”» — l)V4n 


1 

3H(2Vm „ 

(1 + 

1 

2^(21/'” - 1)H 

(1 + 

1 

(1 + 

a — 1 )W, where cr 

varies between 1 and 
2 , depending on the 
ratio C 1 /C 2 ; a ~ 1 
for C 1 /C 2 « 1 , a 2 
for C 1 /C 2 “ 3. 


^For single-tuned circuits the use of 2 y/CiCz instead of C « Ci -f- C 2 implies 
that the tuning coil is employed as an autotransformer tuned with capacity 2Ci and 
tapped down in the impedance ratio C 2 IC 1 . The improvement in gain-bandwidth 
factor yielded by assuming the capacity 2 instead of Ci + C 2 is almost always 

negligible; for C 2 » 2 C|, for example, the improvement is 6 per cent. 
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Table 7*7.— Over-all 3-I)B Bandwidths Obtainable with Tubes Having a 
flfm/(27r2 y / C \ C ^ Ratio of 62 Mc/Skc. 


Type of amplifier 

Over¬ 
shoot, % 

80 db 

over-all gain. 
Bandwidth, 
Me/sec 

100 db 
over-all gain. 
Bandwidth, 
Mc/sec 

Three stages: 

Three syncrlironous single-tuned. 

0 

1.5 

0.65 

Flat-staggered triple. 

8.15 

2.9 

1.3 

Overstaggered triple with 0.1-db dips. 

10.2 

3.5 

1.55 

Three transitionally coupled equal-Q dou¬ 
ble-tuned . 

7.7 

2.9 

1.3 

Three transitionally coupled one-side-loaded 
double-tuned. 

7.7 

4.1 

1.9 

Flat stagger-damped triple made up of one- 
side-loadcd double-tuned circuits. 

14.3 

5.8 

2.6 

Four stages: 

Four synchronous single-tuned. 

0 

2.7 

1.5 . 

Two flat-staggered pairs. 

6.25 

5.0 

2.8 

Flat-staggered quadruples. 

10.9 

6.2 

3.5 

Four transitionally coupled equal-(i> double- 
tuned . 

8.4 

5.8 

3.3 

Four transitionally coupled on e-side-loaded 
double-tuned. 

8.4 

8.1 

4.7 

Six stages: 

Six synchronous single-tuned. 

0 

4.7 

3.2 

Three flat-staggered pairs. 

7.7 

9.5 

6.5 

Two flat-staggered triples. 

11.2 

11.5 

7.8 

Two overstaggered triples with 0.1-db dips 
per triple. 

14.5 

14.3 

9.8 

Flat-staggered sextuple.. 

14.3 

13.4 

9.2 

Six transitionally coupled equal-Q double- 
tuned . 

10.0 

11.2 

7.7 

Six transitionally coupled one-side-loaded 
double-tuned. 

10.0 

15.8 

10.8 

Three flat stagger-damped pairs made up 
of one-side-loaded double-tuned circuits 

18 

20.6 

15.6 

Nine stages: 

Nine synchronous single-tuned. 

0 

6.2 

4.8 

Three flat-staggered triples. 

13 

17.8 

13.8 

Three overstaggered triples with 0.1-db dips 
per triple. 

^ 17 

23.2 

18.0 

Nine transitionally coupled equal-Q double- 
tuned . 

^ 12 

16.7 

13.0 

Nine transitionally coupled one-side-loaded 
double-tuned. 

^ 12 

23.6 

18.4 

Three flat stagger-damped triples made up 
of one-side-loaded double-tuned circuits 

^ 25 

39.7 

30.9 
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Table 7-7 is derived from Table 7*0 and shows the over-all 3-db 
band widths that can be achieved at over-all gains of 80 and 100 db 
with various numbers of amplifier stages. The value assumed for 
gtn/(2Tr2 is 02 IVIc/sec. This is appropriate to the type 0AK5 

tube with capacities Ci = 4.4 /i/xf and C 2 = 0.7 /LtMf> ^^d conservatively 
rated to have a transcohductance of 4200 /imhos. 

For other tube types, capacities, and transcondiictances, each of 
the bandwidths listed in Table 7*7 s hould bo multiplied by the ratio 
of the other value of ^^7(2x2 \/CiC 2 ) to 02 Me/sec. For example, for 
type 6AC7^s assumed to have gm — 7800 /xnihos, Ti = 8 MMf, C 2 = 17 jumI, 
the bandwidths in Table 7-7 are to be multiplied by 0.85 (= fg). 

Also listed in Table 7-7 is the step-function overshoot accompanying 
the various coupling schemes. 

7*8. Gain Control.—Bandpass amplifiers are usually gain controlled 
by varying the transconductance of one or more of the tubes by adjust¬ 
ment of suitable electrode potentials. There are two common methods 
of reducing gain: the first reduces the plak'-cathode or s(*reen-cathode 
potential, and the second increases the cathode-grid bias. 

The first method, reducing plate potential, has the advantage of 
producing less detuning for a given gain reduction, that is, less change in 
input capacity, and is sometimes employed for this purpose when examin¬ 
ing amplifiers in the laboratory for regeneration (see Sec. 8*5). It has 
the very serious disadvantage, ho\\ever, that the saturation level of th(‘ 
amplifier is reduced when gain is lowered and hence should never be used 
when overload capability is of importance. 

The second method, increasing the cathode-grid bias, is almost uni¬ 
versal. The usual procedure is to return the grid circuits of the gain- 
controlled tubes to a variable negative supply, although sometimes the 
cathodes are connected to a variable positive supply. 

For quick recovery from overload it is important that the d-c resistance 
in the grid circuit be small. Hence the d-c resistance in the supply for the 
gain-control voltage should not exceed about 2000 ohms. 

Among tubes of a given type there is, unfortunately, only poor cor¬ 
relation between transconductance and bias voltage for low values of 
transconductance. For example, among a set of about 200 type 6AK6 
tubes a 6-volt bias yielded a 50-db gain reduction with one tube and only 
18 db with another. The correlation between transconductance and 
plate current is very good, however, and it has been suggested that a 
scheme for accurate gain control should be based on regulating current 
rather than voltage. 

A limit on gain reduction is established by parasitic signal paths 
through the grid-plate capacitance and decoupling circuits. The maxi¬ 
mum possible gain reduction depends on the operating frequency, the 
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impedance level of the interstage networks, the effectiveness of decoupling, 
etc., but rarely exceeds about 40 or 50 db per stage. 

7*9. Gain Variability.—Sections 7*9, to 7-11 are concerned with 
aspects of bandpass amplifier design that are important in large produc¬ 
tion but have only minor significance for laboratory amplifiers. 

The problem of gain variability in amplifiers is serious because of the 
wide variability in transconductance permitted by the JAN-IA specifica¬ 
tions. Thus for the type 6AK5 a gr^-variability is permitted between 
3500 ^mhos and 6500 /xmhos under fixed-bias conditions. This is a range 
of 1.86 to 1, or 5.4 db. For a synchronous single-tuned amplifier, for 
example, there would therefore be a 5.4-db range per stage between a 
low-limit tube and a high-limit tube; it is clear that in six-stage amplifiers 
an over-all gain variability of 32 db between one amplifier and another 
might occur. 

The situation is mitigated by the stabilizing effect of cathode bias. 
Experience has shown that there is good correlation between trans¬ 
conductance and quiescent plate current; hence if a cathode-bias resistor 
Rk is employed, the variability in gr,n is reduced almost by the factor 
1 -f QmRk- For a type 6AK5 with Rk = 200 ohms, the variability is 
almost cut in half, to the range between 4000 and 6000 jumhos, say. 

For a type 6AC7 tube the transconductance is permitted by the 
JAN-1 A specifications to vary between 7000 and 12,500 /imhos; this is, 
however, with the stabilizing effect of a 160-ohm cathode-bias resistor 
already included in the JAN-IA test spefifications. The fractional Qm 
variability is thus seen to be considerably greater for the type 6AC7 than 
for the type 6AK5. 

Returning to the type 6AK5, one may ask what accommodations in 
design are to be made for the 4000- to 6000-/zmho variability in Qm. It is 
clear that the matter is one of probabilities and that the designer must try 
to answer this question: ^'If the design proceeds on the assumption of a 
certain nominal g^j say 4200 gmhos, what fraction of the amplifiers will 
turn out to be deficient in gain?” The answer must then be weighed 
against the extra complication, in number of stages, components, man¬ 
hours, etc., of a design based on an assumed of 4,000 //mhos, say. 

There are two errors to avoid in this analysis of probabilities: The 
first is the assumption that the gm^s of the various tubes in an amplifier 
have independent probability distributions. Unfortunately, there is a 
tendency for tube characteristics to run in bunches, all the tubes in a given 
production-run being very closely alike. Hence it can happen that all 
the sockets of an amplifier are filled with tubes from a batch of relatively 
low-gr,„ tubes. 

The second error to be avoided, consists in the assumption that all 
gn, values within the allowed range are equally probable. This would 
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lead to the pessimistic conclusion that the design must be the lowest 
possible value. It is, however, very rare that a production run of tubes 
has an average g^n equal to the low limit. 

In the absence of full statistical data there is a somewhat arbitrary 
decision involving the value to assume for gm, but it seems fairly con¬ 
servative to assume in -designing amplifiers to be produced in large pro¬ 
duction that the type 6AK5 has a g^ of about 4200 /imhos. A statistical 
examination made at the Naval Research Laboratory showed that con¬ 
siderably less than 6 per cent of type 6AK5 tubes, with 200-ohm cathode 
bias resistors, had g^^ less than 4200 /imhos. 

The question remains of what to do about the tubes that have larger 
gm, presumably up to about 6000 fimhos even vitli self-bias; the ratio 
6000/4200 is about 1.4 or 3 db. The answer is that provision must be 
made for additional gain control in the amount of 3 db per stage over and 
beyond the gain-control range required by the operating recjuirements 
of the amplifier. (This extra gain can be controlled, if desired, by a 
screw-driver adjustment, since it varies only with tube replacement and 
tube aging.) For example, a certain 12-stage wide-band amplifier of 
100-db gain was intended for use as the i-f amplifier of a high-precision 
inshore-navigation radar system. A gain control of 100 db was needed 
for the operating radar system; to this had to be added 36 db for tube 
grn variability, so that the over-all gain-control range was 136 db in what 
was nominally a 100-db amplifier. The 136-db gain-control range was 
achieved by applying gain control to each of stages two to seven. 

Plate-to-grid resistive feedback (Chap. 6) reduces the dependence of 
amplifier gain on tube transconductance by a factor of not quite 2. If 
larger amounts of gain stabilization are required, other methods must be 
employed (see Sec. 6*5). 

7*10. Capacity Variability.^ —^The JAN-IA specifications permit 
±0.5 fifil variability in the input capacity of type 6AK5 tubes and 
±0.4 nfif variability in output capacity; the total for a single-tuned 
interstage circuit is ±0.9 fjLfji. If the nominal interstage capacity is 
10.8 nfxfj there is a fractional variability^ of ± Hence if random tubes 
are inserted in an already tuned amplifier, the individual interstage cir¬ 
cuits may exhibit fractional frequency variability as large as ± this is 
± 1.25 Mc/sec at 30 Mc/sec and ±2.5 Mc/sec at 60 Mc/sec. Subject to 
certain modifying conditions mentioned below, account must be taken 
of the effect of such detuning. 

^ The relative importance of load resistor variability is usually secondary to that 
of capacity variability if 5 per cent tolerance resistors are used, except for amplifiers 
of very large fractional bandwidth, which are noncritical in any case. 

* For type 6AC7 tubes the JAN-IA capacity variability (output plus input) is 
±3.7 M^f* With a 25 fifd interstage capacity this is a fractional variability of about 
± b ftbnost double that for the type 6AK5. 
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The situation is much like that described in Sec. 7*9 on gain variability, 
with the important difference that this time the tendency for tube char¬ 
acteristics to run in bunches represents an advantage rather than a 
disadvantage. The reason is that a set of tubes having uniformly low 
capacitances produces the result, to the first order, of a uniform shift 
upward in frecpiency, without distortion of the pass band. Because the 
precise frequency of a bandpass amplifier is usually much less important 
than the shape and width of its pass band, there is little harm done by the 
frequency shift. 

Examination at Naval Research Laboratory of a large sample of type 
fiAK5 tubes showed that more than 90 per cent of the tubes fell within 
the inner half of the capacity range permitted by the JAN-IA specifica¬ 
tions; that is, tolerances of ±0.45 nyA in the sum of input and output 
6AK5 capacities included 90 per cent of the tubes. 

To the tube-capacity variability must be added a certain wring- 
capacity variability caused by variation in physical placement of coils, 
resistors, etc. This variability should be small in a well-designed layout 
in which the various components are rigidly mounted in prescribed 
positions. 

The next problem is to establish a connection between capacity 
variability and the performance of amplifiers. For synchronous single- 
tuned amplifiers the problem is simple and the results are reassuring. 
CV)nsider, for example, a synchronous single-tuned amplifier at 60 Mc/sec 
employing type 6AK5 tubes and having a 2 Mc/sec over-all bandwidth. 
The inner half of the JAN-IA capacity variability leads to a fractional 
capacity variability of about ± which corresponds at 60 Mc/sec to a 
detuning of ± ff = ±L25 Mc/sec, The individual stage bandwidths 
are 6 Mc/sec for an over-all bandwidth of 2 Mc/sec. In the least favor¬ 
able case, in which three of the tubes have the lowest capacities and the 
other three have the highest capacities, the resonance peaks of each pair 
are 2.5 Mc/sec apart, for individual 6 Mc/sec bandwidths. The reduc¬ 
tion in stage gain turns out to be 0.7 db; a certain additional variability 
in gain has thus been introduced, but this variability is much like that 
due to Qm variations and, as a matter of fact, is of smaller extent. The 
over-all 3-db bandwidth in this “slightly staggered'' case is 3.5 Mc/sec; 
the^'overshoot is completely negligible, about 0.05 per cent per pair; and 
usually the increase in bandwidth is not objectionable. 

For the more complicated amplifier coupling schemes such as stagger 
tuning, double tuning, and inverse feedback, the question of assessing 
amplifier performance in the presence of capacity variability is much 
more difficult. 

The problem can be split into two parts, to neither of which is it 
possible at this time to give anything like an adequate answer. The 
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first part is this: From the point of view of pulse response what con¬ 
stitutes adequate preservation of amplifier pass band? Much more work 
is needed to determine the effect of a tilt or asymmetry in pass band on 
response to a carrier-frequency pulse. Rough experimental investiga¬ 
tions indicate that a tilt across the band of 2 db has extremely little 
effect on the pulse response, so that the requirements on tilt are appar¬ 
ently not at all critical. A peak on one side of midband does little harm 
unless the peak is large, 3 db or more; in that case if the carrier-frequency 
pulse is retimed to the peak frequency, the pulse response tends to have 
a speed appropriate to the new 3 db bandwidth, but without overshoot. 
A pass band with a peak on each side of midband seriously increases 
overshoot, however. 

The second part is this: For a given statistical distribution of inter¬ 
stage capacities w'hat is the statistical distribution of amplifier pass 
bands? The problem is made more difficult by the different effects of 
capacity variability on the different types of amplifiers. Thus the 
bandwidth of a double-tuned circuit or an inverse-feedback pair or triple 
can only be increased by detuning, and the gain can only be reduced; with 
stagger-tuning, however, the bandwidth can be either increased or 
decreased and the gain decreased or increased, depending on w hether the 
detuning moves the side circuits farther from midband or closer to mid¬ 
band. Furthermore, with single-tuned circuits (stagger-tuned or 
inverse-feedback) a batch of tubes with normal output capacities and 
greater than normal input capacities essentially produces only a reduction 
in midband frequency, without distortion of the pass band; under the 
same circumstances the pass band of double-tuned circuits is altered in 
shape. Indeed, an increase in input capacity together with an equal 
decrease in output capacity produces no effect at all on single-tuned 
stages but leads to double-tuned circuits that are double humped. 

Analyses have been made in the Radiation Laboratory of the effect 
on a flat-staggered pair or staggered triple of interstage capacity varia¬ 
bility; in the staggered-triple case, for example, there are 27 combinations, 
corresponding to having each of the three stages tuned to nominal 
frequency, extreme low frequency, or extreme high frequency. Similar 
calculations have been made at the Bell Telephone Laboratories for 
equal-Q double-tuned circuits. Although these calculations are already 
quite laborious, they do not yield information on the statistical distribu¬ 
tion to be expected among the amplifiers. 

An experimental statistical investigation was made at the Naval 
Research Laboratory of three six-stage 6AK5 amplifiers at 60 Mc/sec, 
each of about 90-db gain and 12 Mc/sec bandwidth. Flat inverse- 
feedback triples were employed in one amplifier, flat-staggered triples in 
another, and transitionally coupled equal-Q double-tuned circuits in the 
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third. Only one amplifier of each type was used, but 20 sets of six tubes 
were chosen at random from a stock of 120 6AK5 tubes of three different 
manufacturers and inserted in the sockets of the various amplifiers. 
The 60 Mc/sec gains and the 3-db bandwidths were noted. The results 
were gain variabilities of 4, 13, and 11 db and bandwidth variabilities 
of 2, 3, and 3 Mc/sec in the inverse-feedback, stagger-tuned, and double- 
tuned cases respectively; the gain variability includes the effect of 
variability as well as that of detuning. These data indicate a superiority 
of the inverse-feedback triples over either staggered triples or equal-Q 
double-tuned circuits of about 3/1 in gain stability and 3/2 in bandwidth 
stability. There are several comments that can be made about these 
results: 

1. Because only one amplifier of each type was involved, no informa¬ 
tion was obtained on the effects of wiring-capacity variability; this 
varial:)ility is likely to be somewhat more serious in the inverse- 
feedback case, where the influence of grid-plate capacity is espe¬ 
cially important (sec See, 6*6). 

2. No account was taken of the tendency of tube capacities to nin 
closely alike in a given production run. For this reason the results 
above are probably pessimistic. 

3. The relatively poor showing of the equal-Q double-tuned circuits, 
namely, the conclusion that they are as critical as staggered 
triples, is hard to understand. This is especially dubious because 
staggered pairs are quite surely less critical than staggered triples; 
the conclusion would then have to be that staggered pairs are less 
critical than equal-Q double-tuned circuits. 

4. For work with short pulses, there remains the important question, 
already mentioned, of the influence on pulse response of the tilts 
and asymmetries observed in the various pass bands, and hence of 
the significance of 3-db bandwidth. 

7-11. Pretuned Coils. Tu7iing Adjustments in the Field ,—It is the 
opinion of the author that a high-gain, high-frequency amplifier should be 
built in such a way that tuning the amplifier is impossible once it leaves 
the factory, even if synchronous single-tuned circuits are used; this 
applies whether the application is military or commercial, and a fortiori to 
circuits more complicated than single-tuned circuits. 

The reasons are that 

1. Adequate signal generators are usually not available. 

2. Adequate skill is even less common. There is a great need, as 
stressed in Sec, 8*5, to make all connections really coaxial if 
high gain is used; suitable connectors are rare in the field, and 
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even rarer is the realization of how essential it is to use them. 
A measurement made with clip leads on a high-gain amplifier is 
often completely meaningless.^ 

3. Interstage tuning adjustments that are accessible in the field 
are a great temptation to maintenance men repairing equipment 
after a breakdown and are often tampered with and thrown 
completely out of adjustment, even though the likelihood of 
misalignment was negligibly small. 

For these reasons it is felt that field tuning adjustments generally do 
more harm than good.^ 

Amplifiers in ^yhich the Probability of Tvbc Replacement Is Small.- 
Amplifiers can be divided into two types: those in which the probability 
of tube replacement is small and those in whi(;h the probability is large. 
The first type has as its extreme those amplifiers employing baseless 
soldered-in tubes, such as Example 3 of Sec. 5*7. It also includes, how¬ 
ever, amplifiers of rather small life expectancy employing tubes with 
sockets. 

For this type of amplifier it may be wise to adjust the coils in the 
factory to the particular tubes in use, and the possibility is presented 
of using quite complicated circuits, even though these are (»ritical in 
adjustment. This method (see Example 3 in Sec. 6*7) almost certainly 
represents the future trend in high-performance amplifiers, of closely 
integrating the amplifier tubes and the amplifier networks (see p. 84). 

Amplifiers in Which the Probability of Tube Replacement Is Large .— 
For such amplifiers, which make up a very large part of present designs, 
there are two subcases: 

(a) coils tuned in the factory. 

{ff) pretuned coils. 

If, as is being assumed here, the probability of tube replacement is 
high, the only legitimate purpose of (a) is to accomodate variability 
in wiring capacities; it is incorrect to use (a) to accomodate for tube- 
capacity variability as well, for the reason that an amplifier tuned with 
a set of tubes having capacities off in one direction would be doubly 

^ The author recalls an attempt to carry out a simple measurement of cathode- 
bias voltage in a high-gain 60-Mc/sec amplifier. Attaching clip leads caused the 
amplifier to regenerate and led to the false conclusion that the tube was drawing 
excessive current. The precaution of removing the next tube from its socket was not 
obvious to the man making the measurement, who, although an intelligent and well- 
trained electrical engineer, was not accustomed to high-gain amplifiers. 

*The timable amplifier of Example 3 of Sec. 4 11 was intended for use in well- 
equipped operating locations of semilaboratory type. 
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mistuned with a set of replacement tubes having capacities at the other 
extreme.^ 

But, as already pointed out, in a well-designed mechanical layout 
the component locations are accurately specified; hence the possibility 
of being able to accommodate wiring-capacity variability is not very 
important. 

The advantages of (/?), i.e., pretuned coils, are substantial: 

1. Simpler and less expensive coils. 

2. Elimination of the time consumed in tuning (but not checking) 
the amplifier. 

3. Smaller coil size and hence reduced tendency to regeneration 
(because of the smaller magnetic field around the coils), 

4. Reduced interstage capacity.^ 

The conclusion then is that tuning coils should be pretuned in ampli¬ 
fiers in which there is a fairly high probability of tube replacement. The 
design of such amplifiers should assure adequate performance with random 
selection of tubes (sec Sec. 7*10). 

Most of the amplifiers built at the Radiation Laboratory employed 
pretuned coils, with a certain concession to wiring capacity variability 
that proved valuable in production. A single stage, often the center- 
tuned stage of a staggered triple, was provided with a tuning adjustment. 
With a standard set of tubes inserted in the amplifier the tunable stage 
was adjusted to give a symmetrical pass band, after which the tuning 
adjustment screw was snipped off and a random set of tubes inserted. 
The single adjustment proved to be capable of accommodating the normal 
production variability in wiring capacities. 

7* 12* Comparison of Amplifier Types. Gain-bandwidth Product .— 
From Table 7*7, for example the entry under six stages, it is seen that 
synchronous single-tuned amplifiers have substantially smaller gain- 
bandwidth products than do any of the other amplifier types. Flat- 
staggered pairs have somewhat smaller gain-bandwidth products than do 
transitionally coupled equal-Q double-tuned circuits, and fiat-staggei*ed 
triples have slightly larger gain-bandwidth products. Transitionally 
coupled one-side-loaded double-tuned circuits have an advantage of 
exactly \/2 over transitionally coupled equal-Q circuits, and stagger- 
damped circuits, in turn, surpass the one-side-loaded circuits. 

^ Hence if coil tuning is done at all, it should be done with a set of standard” 
tubes, that is, tubes having capacities approximately equal to the nominal JAN-IA 
values. 

^ In an amplifier employing type 6AK5 tubes substitution of pretuned coils for 
tunable coUs reduced the interstage capacity by 10 per cent and hence increased the 
gain-bandwidth factor by 10 per cent. 
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Plate-grid resistive feedback amplifiers with single-tuned circuit 
terminations, i.e., the usual inverse-feedback bandpass amplifiers, 
are exactly equivalent in gain-bandwidth product to stagger-tuned 
amplifiers, except that the effective transconductance in the feedback 
amplifiers is slightly less than in stagger-tuned amplifiers. 

In practice the gain-bandwidth advantage of transitionally coupleci 
equal-Q double-tuned circuits over fiat-staggered pairs is likely to be 
less than that indicated in Table 7-7, for the reason that interstage 
capacities are somewhat larger in the double-tuned case. Between 
6AK5 tubes, experience has shown an interstage capacity about 10 per 
cent larger when the larger coils of double-tuned circuits are used than 
with single-tuned circuits. 

Selectivity ,—Selectivity has tw’o aspects: squareness of pass band 
near midband and attenuation of frequencies far from midband. With 
regard to the first consideration, amplifiers employing synchronous 
single-tuned circuits are very poor, amplifiers employing flat-staggered 
pairs, flat feedback pairs, or transitionally coupled double-tuned circuits 
are better, staggered or feedback triples are still better, and staggered 
or feedback quadruples or staggered-damped pairs even better, and so 
forth. The larger the value of ri in selectivity curves of the form 

__ 

\/i -f- 

the squarer is the top of the pass band, of course, but cascading stages 
having a given value of n produces negligible squaring-up of the relative 
pass band. 

Remote frequency selectivity can be assessed by the ratio of 40- to 
3-db bandwidth, for example. For six-stage amplifiers this ratio is 
5.5 for synchronous single-tuned stages, 3.0 for flat pairs, 2.5 for flat 
triples, 2.35 for transitionally coupled double-tuned circuits, and 1.7 for 
stagger-damped pairs. 

Overshoot —Table 7*7 shows that synchronous single-tuned stages 
excel in having small overshoot; this is to be expected as a reflection 
of the general principle that the squarer the pass band the greater the 
overshoot. 

An amplifier made up of transitionally coupled double-tuned circuits 
has greater overshoot than an amplifier of the same number of stages 
employing flat-staggered or inverse-feedback pairs. The reason is that 
the signal in the stagger-tuned or feedback a mplifier encounters only 
half as many selectivity curves of the form l/y/l + as it does in the 
doUble-tuned amplifier. 

Consider a two-stage amplifier. For a stage gain g the over-all 
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bandwidth of a flat-staggered pair is (B, where §(35 = Qm/^C. The stage 
bandwidth of a transitionally coupled equal-Q double-timed circuit of 
stage gain g is (B \/2. Because there are two double-tuned circuits, the 
over-all bandwidth is less than (B \/2 and turns out to be 1.12(B; that is, 
the transitionally coupled equal-Q double-tuned amplifier has a 12 per 
cent larger gain-bandwidth product than the flat-staggered pair. The 
superiority in gain/rise time ratio turns out, however, to be only 8 per 
cent. Mon'over, the overshoot in the two-stage double-tuned amplifier 
is 6.25 per cent, as compared with 4.3 per cent for the staggered-pair 
amplifier. If, to put pulse comparisons on an equal basis, the staggered 
pair is overstaggered so as also to yield an overshoot of 6.25 per cent, it 
develops that the superiority in gain/rise time of the equal-Q double- 
tuned circuits over the staggered pair is only 1 per cent. Indeed if the 
requirements on an amplifier are that the over-all overshoot be held to less 
than about 4 per cent (depending on the number of stages), an equal-Q 
double-tuned amplifier is actually inferior to one using staggered pairs. ^ 
The conclusion is that when overshoot considerations are important, 
equal-Q double-tuned circuits should not be regarded as superior in 
gain rise lime ratio to staggered pairs.^ 

Simplicity, —Undoubtedl}" the simplest amplifier is that employing 
synchronous single-tuned stages. The coils are simple and are identical 
in the various stages; tuning is easy; and there are no (‘ritical components. 

Stagger-tuned and inverse-feedback amplifiers also require only 
simple tuning coils. 

Inverse-feedback amplifiers have the disadvantage of requiring 
special feedback resistors of extremely small end-to-end capacities, 
such as the IRC type MPM (see P]xample 2 in Sec. 6*8). Once these 
resistors are available, however, inverse-feedback amplifiers have the 
advantage over stagger-tuned amplifiers that the coils are alike from 
stage to stage. 

Double-tuned transformers are considerably more complicated in 
construction than single-tuned coils and require accurate control of the 
spacer thickness that determines mutual inductance, as well as control 
of both primary and secondary inductances. The greater complexity of 
the tuning coils constitutes the only important objection to the use of 
double-tuned circuits in large-production amplifiers. Other objections 
are the greater size of the coils and the resulting larger capacity. The 
common objection of greater difficulty of alignment is spurious, inasmuch 
as the coils ought to be fixed-tuned in any case. 

^ This is apart from the consideration mentioned above that interstage capacity 
is somewhat higher for double-tuned stages than it is for single-tuned stages. 

* Double-tuned circuits loaded on one side only are, however, superior in gain rise 
time ratio to staggered pairs, even for the same overshoot. 
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Gain Control, —Inverse-feedback amplifiers have the disadvantage 
that it is not possible to control the gain of a stage around which inverse 
feedback is applied, for the reason that changing the gm of such a stage 
would also change its bandwidth. Hence gain control can be applied 
to only half the stages of feedback pairs, to one stage out of three of 
feedback triples, and to the first stage only of a general n-stage feedback 
chain. These restrictions are often bothersome, for example in radar 
receivers, where very wide-range gain control is needed. The difficulties 
are not too serious in the case of staggered pairs, however. 

Stagger-tuned or double-tuned amplifiers can be gain controlled 
in any stage or combination of stages. 

Gain Stability ,—Circuits employing plate-to-grid resistive feedback 
(whether pairs, triples, or chains) display a certain gain stabilization 
factor against Qm variations; this factor is always less than 2. 

It must be pointed out that although this gain stabilization factor 
of about 2 is useful for some applications, it is of no great value for 
radar or television and is inadequate for use in measuring instruments, 
where gain stabilization factors of about 100 are desired. 

Tuning Stability .—This topic has been discussed in Sec. 7-10. In 
view of the fact that for amplifiers intended for large production the 
relative criticalness of tuning is one of the most significant points upon 
which to compare the different amplifier coupling schemes, it is most 
unfortunate that so few results are known. A few statements can be 
made, however. 

It is known that synchronous single-tuned stages are extremely 
noncritical in tuning, that staggered pairs are less critical than staggered 
triples, that equal-Q double-tuned circuits are much less criti(;al than 
double-tuned circuits loaded on one side only, and that stagger-damped 
circuits employing one-side-loaded double-tuned circuits are extremely 
critical. 

Nothing at all is known about the relative criticalness of feedback 
pairs and feedback triples. 

The Naval Research Laboratory tests cited in Sec. 7*10 showed a 
superiority in bandwidth stability of 3/2 of feedback triples over staggered 
triples. 

It is a guess, therefore, that feedback triples and staggered* pairs 
are about equal in tuning stability. 

It is a guess that staggered triples are less critical than one-side-loaded 
double-tuned circuits. 

Finally, it is a guess that despite the Naval Research Laboratory 
tests cited in Sec. 7*10, equal-Q double-tuned circuits are less critical 
than either staggered pairs or feedback triples, that is, are the least 
critical circuits next to synchronous single-tuned circuits. 
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AMPLIFIER MEASUREMENT AND TESTING 

By Yahdley Beers and Eric Durand 

The measurement and testing of the following amplifier character¬ 
istics are discussed in this chapter: 

1. Gain. 

2. Bandwidth and shape of pass band.^ 

3. Pulse response. 

4. Overload characteristics. 

5. Freedom from regeneration. 

In connection with Item 5 this chapter contains a fairly extended 
treatment of means of eliminating regeneration. 

Because of its extreme importance, an entire chapter (Chap. 14) is 
devoted to the measurement of the signal-to-noise performance of 
amplifiers 

The emphasis in this chapter is on measuring instruments and tech¬ 
niques that are fairly new. Consequently there is no discussion of c-w 
generators. 

8*1. Swept-frequency Signal Generators. —These are used primarily 
in amplifier alignment and determinations of pass band. In a typical 
setup, as shown in the block diagram of Fig. 8*1, the generator fre¬ 
quency is periodically swept across a band of frequencies at some a-f rate. 
The sweep waveform either may be a sawtooth, with a rapid ‘‘fly-back 
to the starting frequency or may be smooth, sweeping up and then back 
in frequency. It is important that the amplitude of the signal from 
the generator be constant over the swept band. Simultaneously, 
a synchronized voltage sweep is applied to the horizontal plates of a 
cathode-ray oscilloscope. The sweep waveform must be such that a 
given horizontal position of the cathode-ray-tube spot corresponds 
uniquely to a single frequency, regardless of whether the sweep is from 
low to high or from high to low frequency. The relation between spot 
position and frequency should be as linear as possible. If the output 

^ There is no discussion of phase-measuring techniques, principally because there 
was only occasional need in the work of the Radiation Laboratory to employ phase- 
correcting networks. For minimum-phase-shift networks, pulse response is deter¬ 
mined by the absolute value vs. frequency characteristic alone. 
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voltage of the swept-frequency generator is applied to a circuit and 
the rectified output of that circuit is applied to the vertical plates of the 
oscilloscope, the spot traces out the amplitude-vs.-frequency curve of the 



Fio. 8-1.- Block diagram of test setup using swept-frequency generator. The oscillo¬ 
scope should have a high-gain audio amplifier, and the chain of elements between the detec¬ 
tor and the cathode-ray-tube plates, including the audio amplifier, must have low-frequency 
response extending to well below the sweep rate. 



Fig. 8*2. —Typical response curves observed with a swept-frequency signal generator. 

circuit, modified by the rectificaticm law. Response curves so traced 
for typical amplifiers are shown in Fig. 8-2. 

Hie frequency modulation may be generated electronically using 
a reactance tube or by varying the reflector voltage of a reflex vdooity- 






Sec. 8-1] 


SWEPT-FREQUENCY SIGNAL GENERATORS 


303 


modulated oscillator, or it may be generated mechanically by a device 
that alters either the inductance or the capacity of the oscillatory circuit. 

Reactance-tube generators generally have only a small fractional 
frequency excursion. 

Very wide-band frequency modulation together with great flexibility 
in choice of band center may be achieved by using a mechanically swept 
microwave oscillator and by mixing the output signal with that of 
another microwave oscillator separated in frequency from the first 
by a suitable amount. If more powder is desired, a carefully designed 
wide-band amplifier operating at the beat frequency may be added.^ 

A second type of tunable swept-frequency generator that depends 
on the beat between a fixed and a modulatc^d oscillator has been built 
commercially by RCA. Fre^piency modulation of a fixed-tuned oscillator 
is accomplished mechanicallv by using the voice coil of a dynamic 
speaker to drive a variabh^ condenser; the other oscillator is tunable 
but unmodulated. Both oscillators operate in the region between 100 
and 200 Mc/sec. 

A sw^ept-frequency generator in wide use at the Radiation Laboratory 
depends on a motor-driven variable condenser, with a single oscillator 
operating in the desired frecpiency range The frequency excursion 
is about ± i of the center fre<|uency, and the center frequencies usually 
emplo,ved are 30, 60 and 100 ]\Ic/sec. 

Constancy of amplitude is maintained by means of an automatic 
gain control that adjusts the gm of the oscillator tube according to the 
output amplitude. This type of amplitude limitation results in an 
output signal that is relatively free of harmonics. 

It is not satisfactory to obtain output-voltage constancy by use of 
an amplitude limiter. Such means lead to large harmonic content, 
and wdiat is required of a swept-frequency generator is not merely 
constancy of the output voltage but constancy of the fundamental- 
frequency component of the output voltage. 

A complete schematic diagram is shown in Fig. 8*3. The oscillator 
employs a twin-triode type GJ6, in a conventional push-pull Hartley 
circuit. Frequency modulation is accomplished by a special condenser 
whose rotor plates are driven at 1800 rpm by a synchronous motor. 
Outlines of the plates and the electrical connections are shown in Fig. 
8*3. Note that the two halves of the rotor are insulated from each 
other and from ground. The unit consists essentially of two condensers 
in series, and the capacity used is that existing between the stator 

* Harold Johnson, Wideband Frequency-modulated Alignment Oscillator,” 
RL Report No. 738, May 31, 1945. The maximum frequency excursion obtained is 
about 110 Mc/sec with amplitude variation of less than 1 db. The center frequency 
may be adjusted anywhere from zero to 400 Mc/sec. 



Shape of motor 



ulflf**_ 

Fig. 8-3.—Swept-frequency signal generator. 
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sections. Thus, when the stator plates are aligned with the rotor 
plates, the capacity is a minimum; when they are at 90®, it is a maximum. 
A complete capacity cycle occurs twice per shaft revolution, so that 
the period is 60 cps. For each revolution of the shaft, the same value 
of capacity appears four times. It is important that the four angles 
involved be accurately complementary and supplementary, so that the 
four corresponding spots on the cathode-ray tube may be fused. A high 
degree of mechanical symmetry is therefore required. 

For the automatic gain control, a signal from one of the 6J6 grids 
is applied to a diode rectifier. The resultant negative output is fed 
back through a cathode follo^ver to determine the bias on the grids of 
the two sections of the oscillator. A single type 6AQ6 duplex diode- 
triode serves both functions. 

When the circuit under test has appreciable response over the entire 
swept range, which is often the case when a single stage is being examined, 
it is hard to tell where the baseline, or position of zero response, lies 
(see Fig. 8*26). To overcome this difficulty, a baseline-marker circuit 
is arranged to turn off the oscillator during one of the four half-sweeps per 
shaft rotation. P^or this purpose a multivibrator employing a type 
6SN7 tube is used. The plate of the 6AQ6 cathode-follower gain¬ 
controlling tube is fed from one of the multivibrator plates, so that 
when that section is conducting, the oscillator grids are biased beyond 
cutoff, reducing the output power to zero. When the same section is 
nonconducting, however, the gain circuit functions normally. The free- 
running period of the multivibrator is about 30 cps, and the grid-return 
resistors are unequal so that one phase is aT:)out three times as long 
as the other. It is synchronized to the sweep frequency by a signal 
taken from the horizontal plate sw’^eep. 

Several marker devices may be used to indicate the relation between 
cathode-ray spot position and frequency. The simplest is called a 
passiveor absorption^' marker and consists merely of a tunable 
high-Q circuit loosely coupled to the oscillator. This circuit absorbs 
some energy from the circuit at its resonant frequency and produces a 
small dip at the corresponding point on the trace. The scheme suffers 
from two drawbacks. First, it is hard to detect the dip when the output 
amplitude is low, notably in the determination of the ‘‘crossover fre¬ 
quency" of a discriminator; and second, if the limiter circuit in an f-m 
receiver is really effective, the dip will be wiped out. The effects on 
the oscilloscope of such a marker as well as of the two markers mentioned 
below are illustrated in Fig. 8*2. 

The second device is the “active" marker, which is simply a low- 
powered tunable oscillator that beats with the swept-frequency oscilla¬ 
tor at the point at which the two frequencies are nearly equal. This 
point is also hard to detect when the output amplitude is low. 
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The final device, used in the generator of Fig. 8*3, is the blanking’’ 
marker. A small amount of energy is coupled from the oscillator into 
the high-Q tunable circuit connected to the right-hand grid of the ()SL7. 
This tube, being connected as an ^^infinite impedance,” or cathode 
detector, offers little loading, so that a considerable positive voltage is 
built up at the grid resonant frequency. As the oscillator frequency 
is swept past this point, therefore, a short positive pulse is generated. 
This pulse is applied to an amplifier consisting of the left half of the 
6SL7 to produce a large negative pulse that may be applied to the 
intensity grid of the cathode-ray tube to (*ause a momentary extinguishing 
of the beam. The sharpness of this blank spot can be increased by 
biasing the amplifier beyond cutoff so that only the tip of the pulse is 
effective. This type of marker produces a clear indication even when 
the response of the circuit is zero and is definitely superior to the other 
markers. 

Since the capacity variation with angle is linear, the frequency 
variation is crowded at the high-frequency end of the sweep. This 
disadvantage may be offset by making the horizontal deflecting sweep 
slow at one end and fast at the other. To obtain such a sweep, sinu¬ 
soidal power is applied to a type 6SK7 pentode amplifier biased so that 
it is carried from a region of low to one of high by its grid signal. 
This distorts the input wave into the desired shape. A phase-shifting 
network with coarse and fine controls is provided so that the upsweep 
and downsweep in frequency can be made to coincide on the oscilloscope. 

The power supply is self-explanatory. VR-tube regulation is used 
for the screen of the swe^p-amplifier tube and for the negative supply 
for the automatic-gain-control circuit. 

8*2. Direct and Carrier-frequency Pulse Generators. —Although 
many of the properties of amplifiers can be determined from measure¬ 
ments with c-w generators, their response to transients is best measured 
with pulsed signals. 

A good pulse generator should have as short a rise and fall time as 
possible, and the regions at the top and after the end of the pulse should 
be flat and free of ^'wiggles.” Carrier-frequency pulses should be free 
from frequency modulation during the pulse. 

Secondary properties of good pulse generators are (1) independence 
of pulse output amplitude and shape from line voltage, pulse repetition 
frequency, and output loading; (2) good shielding; and (3) wide range 
of available pulse lengths. 

If the pulses are initiated by a trigger from an external source, the 
starting time should be free of jitter”; that is, the delay between the 
trigger pulse and the output pulse should be constant. In self-syn¬ 
chronized” pulse generators, on the other hand, there is normally a 
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trigger source for initiating operations in external equipment; these 
triggers should start ciuickly and rise rapidly and also be free from 
jitter with respect to the output pulse. 

A pulse generator designed and built at the Radiation Laboratory 
contains not only a pulsed carrier-frequency oscillator, usually at either 
30 or 60 Mc/sec, but also two direct-pulse generators that actuate the 
carrier-frequency section. All three sections contain the latest design 
principles and are thus illustrative of the current state of the art; the 
generator is described in detail. 

Figure 8*4 is a block diagram of the generator, and Fig. 8*5 is a com¬ 
plete circuit diagram. 

The generator is divided into four sections: (1) power supply, (2) 
short-direct-pulse generator, (3) long-direct-pulse generator, and (4) 
carrier-frequenc}^ pulse generator. 

Power Supply .—The supply provides +400, +195, +105, and —150 
volts, all but the +400 volts being regulated with gas voltage-regulator 
tubes. 

Shorf-direct-pvlse Generator .—Operation of this circuit is as follows: 
A positive trigger applied to the trigger-shaper gas tetrode Vi causes it 
to fire. Because Ci prevents any sudden change in plate potential, 
the breakdown results in the appearance of a sharp positive trigger 
pulse at the cathode. This trigger is coupled, in a way that will be 
considered later, to the grids of the two gas tetrodes F 4 and F 5 , which are 
the actual pulse generators. Before the appearance of the initiating 
trigger pulse, these tubes are nonconducting because of the bias voltages 
on their grids. The cathode of F 4 and the plate of Vh are held at ground 
potential by J? 28 , while 7^23 and /foe hold the plate of y 4 at about +250 
volts. 

When V\ fires, its cathode potential rises abniptly, causing the start 
of the output pulse and simultaneously providing plate voltage for V^. 

Simultaneously, the pulse from the Vi cathode is applied through 
/fi 7 to the control grid of Fs- The rise of voltage on this grid is expo¬ 
nential, because of Rn, the shunt capacity C 12 , and the grid-to-ground 
capacity of Fs. The amount of bias on this grid is set by the ‘'pulse 
length adjustment 72 19, so that the time at which the grid voltage 
reaches the firing point may be varied. There is thus an adjustable 
delay between the firing of Fi and that of Fs. 

The firing of Fs marks the end of the pulse, since it results in abruptly 
lowering the potential at the plate-cathode junction of F 5 and F 4 nearly 
to ground. An approximately rectangular positive pulse is thus gen¬ 
erated at this junction. Some of the details that are responsible for 
the speed of rise and the flatness of the top of the pulse will now be 
considered. 
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The combination of Ru and the total stray capacity between the 
Va control grid and ground results in a small delay between the firing 
of Vi and that of F 4 . This delay is large enough to ensure that when 
the delay in firing of Fs is set at its minimum value, Fs fires at least 
as soon as F4. Therefore, the minimum pulse length that can be gen¬ 



erated is determined only by the breakdown time of Fb and the speed 
with which the plate voltage on Fb can rise. 

The delay line Li provides a flat top for the pulse. Earlier pulse 
generators used a large capacity between the plate of F 4 and ground. 
The flatness of the top of the pulse was limited by the ability of this 

























Garner frequency 



Fig, 8*5.—Circuit diagram of pulse generator. St — A, B, and C are nominally 1-gang 11-position switch decks. Si — D is nominally 
a 2-gang 5-position deck, but a sixth position is used as an off position. Si is shown in position 3. St positions: (a) — long; (5) + long; 
(c) carrier-frequency long; (d) carrier-frequency short; (c) — short; (/) -1- short. 
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capacity to hold its charge. If the capacity was made large, it became 
difficult to replace the charge during the interval between pulses. The 
amplitude of the output signal was therefore a function of pulse repetition 
frequency. The delay line has a small total capacity to ground and 
can therefore be charged quickly to full potential. On the other hand, 
it sustains its voltage accurately for the time required for a signal to 
travel to the end of the line and back. In this pulse generator, the 


R^Zo 



Fio. 8 * 6 .—Equivalent circuit of delay line after firing of Vi, Before the firing of Va^ 
represented by the switch Sw, the voltage across C is aero and the voltage across Cio and 
Cii is the supply voltage Eo, When Sw is closed, the charge on Cio and Cn is rapidly redis¬ 
tributed and shared by C. 


line ‘length is either ^ or 1 fxsec and therefore pulses as long as 1 or 
2 fxsec, respectively, can be generated. The flatness of the pulse top 
is determined mostly by the quality of the line, although the limiting 
action of the following amplifier V 7 contributes appreciably. 

The action of the delay line may be represented by a battery whose 
voltage is the voltage to which the line is charged in series with a resist¬ 
ance equal to the characteristic impedance of the line for a period equal 



5xl0’’®sec 


Time 

Fio. 8*7. —Shape of voltage rise at the 
Fi, Vi junction, (a) Without compensat¬ 
ing condensers Cio and Cn; (&) compensating 
condensers set correctly; (c) compensating 
condensers too small. El is the voltage at 
which the grid of F 7 starts to draw current. 


to twice the length of the line 
after the firing of F 4 . Figure 8-6 
shows the equivalent circuit for 
the short interval following the 
firing of Va, The stray capacity 
existing between the Va cathode 
and ground, shown as C, may be 
as much as 50 ju^f because it in¬ 
cludes interelectrode capacities of 
Vaj Fb, and F7. The voltage at 
the cathode therefore would rise 
along the curve (a) shown in Fig. 
87 with a time constant of about 
5 X 10^® sec.. When it reaches a 
value determined by the bias on 


the grid of F 7 , its rise ceases because of the diode action of the grid-cathode 


combination. If, however, a capacity Cjo and Cn, shown in dotted 


lines in Fig. 8*6, is added between the F 4 plate and ground when the 
switch Sw(Va) is closed, the junction point A quickly reaches a voltage 
determined by the ratio of the capacity divider formed by C and Cio, 
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Cii. By proper adjustment of Cn, this voltage may be made equal to 
the desired final pulse voltage. In this case, the rise time is limited 
only by the stray inductance in the leads associated with the condensers 
and may easily be made less than 2 X 10~® sec. The rise obtained 
with such compensation is shown in Fig. 8*76. 

The fall time of the pulse is short because it is determined by the 
very low effective internal resistance of Fs at the instant of firing or by 
residual lead inductances. 

If the pulse amplitude at the F 4 , Fs junction is so large that heavy 
current is drawn by the grid of F7, the current drain on the delay line 
results in a falling off of its voltage. Therefore, a bias adjustment Rsq 
is installed as a ‘‘flatness set.^’ 

The output tube F 7 is biased far beyond cutoff during the interpulse 
interval. Thus it provides a sharp termination for the pulse, free from 
wiggles.Positive and negative output pulses may be taken from its 
cathode and plate respectively. 

Because of the extremely rapid rise and fall times required of the 
pulse generator in order that it can give the carrier-frequency pulse a 
good start (see below), the greatest care must be taken in the layout 
of the pulse-generator tubes and amplifier. 

Long-direct-pulse Generator ,—The heart of the long-pulse generator 
is a one-sided multivibrator, made up of the triode V 2 and the pentode Fe. 
As far as the multivibrator action is concerned, Fe acts as a triode, its 
screen grid serving as the plate. In the normal condition F 2 is fully 
cut off by the bias supplied by a resistance network, whereas Fe is fully 
conducting. A positive pulse applied to the grid of F 2 through a diode 
(Fs, cathode and grid) causes F2 to conduct, and the resulting decrease 
of its plate potential, transmitted through C4, Ce, or Ce, cuts off the 
control grid of Fe. Therefore, the voltage at the plate of Fe rises; this 
is the leading edge of the pulse. 

Presently, at a time determined by R 21 and the adjustable R 22 , the 
negative voltage at the control grid of Fe disappears, and Fe starts to 
conduct. The resultant decrease of the potential on the screen grid 
of Fe, coupled through C% and later, for direct current, through f?i 4 , cuts 
off F 2 once more, restoring the original condition and terminating the 
pulse. Pulse length is adjusted by 1222 and by the choice among C 2 , Ca, 
and O 4 . 

The diode action provided by Fs is necessary to prevent the fall 
of voltage marking the end of the initiating trigger from restoring the 
multivibrator to its original condition. The connections shown at the 
plate of F« have no significance; it was used as a convenient tie point. 

Positive and negative output pulses are obtained from the cathode 
follower Fib and the amplifier F^ respectively. 
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Carrier-frequency Pulse Generator .—^The oscillator proper Vt is of 
the “dectron-coupled” type, normaUy inhibited from oscillation by the 
heavy damping of the cathode follower Vt connected across the tuned 
circuit. The carrier-frequency pulse is initiated by applying a large 
negative direct pulse from the short-direct-pulse generator to the control 
grid of the cathode follower. This pulse removes the damping and 
allows the oscillatpr to start. Because of the extremely rapid rise of 
the direct pulse, which occurs in a fraction of a carrier-frequency cycle, 
the standing current of the cathode follower in the inductance of the 
oscillatory circuit starts the oscillations. 

Suppose for the moment that the oscillator tube were removed. 
After the direct pulse cuts off the current ie in the cathode follower, 
a damped oscillation exists in the LC-circuit, whose amplitude starts 
at the value eo = id^ and falls off exponentially at a rate depending 

on the circuit Q, as shown in Curve 
1 of Fig. 8-8. If the tube is rein¬ 
serted but with the oscillatory 
circuit adjusted for very weak feed¬ 
back, the falling off of amplitude 
is delayed, a “negative resistance” 
supplied by the tube offsetting part 
of the circuit losses (Curve 2). 
Increasing feedback prolongs the 
delay until a value is reached at 
which the amplitude remains con¬ 
stant, circuit losses being just offset 
by the tube (Curve 3). More feedback results in a rising amplitude of 
oscillation, the rise continuing until limited by nonlinear conditions in the 
tube such as grid current or change of gm (Curve 4). 

If the condition producing Curve 3 is met, the carrier-frequency 
pulse rises to its full value in a fraction of a cycle and retains constant 
amplitude for the duration of the direct pulse. When the damping is 
restored, the oscillation dies out rapidly because of the severe loading 
(1/gm) of the cathode-follower impedance. 

The energy supplied to the LC-circuit by the tube is adjusted by 
Rtt, which governs the screen-grid voltage. In order to make the voltage 
across the tuned circuit independent of frequency, e constant L/C ratio 
must be maintained. Therefore, both inductance and capacity must 
be suitably ganged and tuned together. To maintain a flat-topped 
puke over the carrier-frequency band, compensation must be made for 
changes in circuit Q. A small bypass condenser across the cathode 
reostor Rit increases the amount of regenerative feedback at hi^ 
freqti^icies. Because the osdllator tube always operates over a hig^y 
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linear portion of its characteristic, the output signal is exceptionally 
free of harmonics. 

To ensure constant output, the supply voltage for the cathode fol¬ 
lower is regulated to +106 volts by the gas regulator Vu. However, 
the average cathode-follower current is about 100 ma under low-duty- 
ratio conditions (short pulses or low repetition rate), whereas, at the 
maximum duty ratio of 90 per cent, the current is small. Under the 
heavy-current conditions, the F/B-tube might extinguish, since current 
intended for it is diverted to the cathode follower. A diode Fn is there¬ 
fore provided to allow the plate of the cathode follower to fall below 
+ 105 volts without extinguishing the F/B-tube. 

To provide the fast starting discussed above, the short-pulse generator 
is always used to initiate the oscillator action. The reason is that the 
rise time of the pulse from the long-pulse generator is about 10~^ sec, 
a time long compared with a quarter-cycle at 60 Mc/sec and hence far 
too long to give a clean start. By the time the short pulse is over, 
however, the long-pulse voltage will suffice to keep the cathode follower 
turned off. However, it is not desirable that the long-pulse rise time 
be too short lest, because of the grid-to-cathode capacity of Fg, a wiggle^' 
be imparted to the carrier-frequency oscillation. Also, again because 
of this capacity, the output impedance of the pulse generator would 
constitute a complex load on the LC-circuit, causing some frequency 
modulation and lowering its Q. Both of these effects are overcome by a 
small r-f choke in the line from the long-pulse generator. 

The pulse selector switch S 2 offers a choice of positive and negative, 
direct- and carrier-frequency pulses, both long and short. In addition 
to switching the output jacks to the appropriate points in the circuit, 
the switch interrupts the plate supply for the long-pulse generator in the 
short-pulse positions and also short-circuits the plate of the trigger 
shaper Fi of the short-pulse generator in the long-pulse positions. As 
was ejiplained above, the short-pulse generator is left in operation to 
give a quick start when long carrier-frequency pulses are required. A 
second switch Si offers three ranges of pulse lengths in the long-pulse 
position. 

The pulse generator gives satisfactory operation for duty ratios up 
to 90 per cent and pulse repetition frequencies up to about 2000 per 
second, the output being independent of repetition frequency up to ^is 
value. Operation at 4000 pulses per second results in a slight **sag'* 
in the short-pulse output, which may be eliminated by readjustment of 

8*3. Miscellaneous Testing Equipment—^The devices described in 
this section ^re modifications of well-known instruments adapted to 
particular uses. 
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Vacuumrtube Voltmeters ,—Such instruments, when intended for 
use at high frequencies, usually have the rectifying diode contained 
in a small probe at the end of a flexible cable. The input capacity of 
the probe is made up of the anode-cathode capacity of the diode and of 
stray capacitance. The British diode type CV68, which has extremely 
small anode-cathode capacity, makes possible a vacuum-tube voltmeter 
with an input capacity of about 0.6 mxi. Even this capacity is dis¬ 
turbing in bandpass amplifiers, but it can often be allowed for. 

At high frequencies the vacuum-tube voltmeter output voltage 
changes because of series resonance between lead inductance and stray 
capacity. By mounting a type CV58 tube in a close-fitting brass shell 
used as one terminal of the probe, the other terminal being the anode 
lead of the type CV58 diode which projects about an eighth of an inch 
through the top of the bulb, it is possible to achieve accuracies of a 
few per cent up to several hundred megacycles per second and usable, 
although inaccurate, results up to 2000 Mc/sec. 

Synchroscopes ^'^—These are oscilloscopes intended for the observa¬ 
tion of short, periodic pulses. Special features are 

1. Fast sweeps. The sweeps may occupy only a small part of the 
interpulse interval. For detailed observation of a microsecond 
pulse, the pulse may be spread over the entire cathode-ray-tube 
face, 

2. Sweep-starting-time controls, to enable the operator to shift 
the starting time of the sweep with respect to that of the pulse 
under examination. 

3. Extremely small time jitter. 

4. High-fidelity pulse amplifiers. The amplifier of Fig. 2-38, having 
a rise t!me of it Msec, was designed for use in the model P5 syn¬ 
chroscope. 

Attenuators ,—For amplifier measurement, attenuators are usually 
matched to the impedance of a coaxial line, 50, 75, and 100 ohms being 
common values. Therefore, if a load equal to the attenuator iterative 
impedance i2o is attached to one end of the attenuator, the same imped¬ 
ance will be observed looking into the other end. Matched attenuators 
are, on principle, dissipative, since reflection is always a sign of a mis¬ 
match. If a matched attenuator has large attenuation, the impedance 
looking into the attenuator is approximately /Jo, regardless of the imped¬ 
ance of the load at the other end. This fact is utilized to provide sources 
or loads of known impedance, the attenuator serving to isolate the 
circuit under test from the variable or unknown impedance of the primary 
source or the ultimate load. 

^ Ca^kode Ray Tvbe Displays, Vol. 22|. Chap. 7, Badiation Laboratory Series. 
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The most important type of attenuator for amplifier testing is a 
calibrated device variable in steps and using small composition resistors 
in either tt- or T-networks. A typical circuit is shown in Fig. 8-9. Table 
8-1 shows the values that should be used for various attenuations for an 


Table 81.— Resistance Values fob Attenuator Shown in Fig. 8*9 


Attenuation, 

db 

Ra 

Rb 

Test data 

Resistance 

P to Q 

Resistance P or 

Q to ground 

1 

1305 

8.7 

8.7 

657 

2 

654 

17.5 

17.2 

330 

8 

438 

26.6 

25.7 

227 

5 

267 

45.6 

42.1 

144.5 

10 

144.0 

106.7 

78.0 

91.9 

20 

91.7 

361 

123.2 

76.8 


iterative impedance of 75 ohms. 

An attenuator of this type is reliable for frequencies from zero up 
to a limit determined by stray lead inductance and capacity. By using 
small composition resistors carefully mounted, satisfactory operation, 
with regard to accuracy of calibration and of match, may be obtained 



Fia. 8*9.—75-ohm attenuator. The acctiracy of any section may be determined with a 
bridge by measuring the resistances from P to Q and from P and Q to grotmd with the 
switch in the out position. The values that should be obtained are shown in Table 8*1 
together with the values of the individual resistors. For any other iterative impedance, 
multiply these values by the ratio of the new impedance to 75 ohms. 

up to about 100 Mc/sec. One arrangement that works well in this 
region is shown in Fig. 8*10. The over-all attenuation of this unit is 
over 100 db. Careful shielding is required if the leakage power due to 
stray coupling is to be kept well below the desired power. Note that 
in the arrangement shown, all leads are very short and each section is 
fully shielded from the adjoining sections. 

Wire>wound resistors cannot be used because of thdr inductance. 
Semiprecision composition resistors are invariably bulky and have 
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excessive capacity to ground. Allen-Bradley i-watt carbon resistors 
are therefore used and are selected for 2 per cent accuracy from a large 
lot, or else resistors measuring less than the desired value are ^Hrimmed'^ 
to the correct value by filing out a notch through the insulating case 
into the composition until the correct value is obtained, after which the 
notch is sealed with lacquer. In general, because of aging and tem¬ 
perature effects, it is not worth while to try to achieve an accuracy 
greater than 2 per cent. 

In making bandwidth or noise measurements, it is often necessary 
to be able to change the strength of the input signal by exactly 3 db. 
For this purpose, a single-clement attenuator of the type discussed 
above may be used. It is generally mounted in a small metal can 
provided with input and output cable fittings and is installed in the 



Fig 8*10.—A 76-ohm attenuator box. 


line from the signal generator to the amplifier under test. Some of the 
swept-frequency signal generators have such attenuators built-in. 

Dummy Input Circuits .—The output lead from most signal generators 
is a coaxitd cable. It is necessary to provide the proper termination for 
this cable to ensure the correct functioning of the attenuator. On the 
other hand, correct functioning of an amplifier requires that the imped¬ 
ance of the test source be the same as the impedance = £< + jXt cS. 
the source used in actual operation. 

Therefore, a “dummy input circuit” is used tq couple the generator 
to the amplifier under test. As seen from the generator, the circuit 
impedance is f£o, the characteristic impedance of the cable; as se^ 
from the amplifier it ia Zi = Bt + jXx. 

In microwave radar receivers the i-f amplifier signal source is a 
crystal mixer whose i-f impedance is naade up of a resistance in parallel 
with a capacitance. The resistance ranges from 200 to 500 ohms, and tibs 
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capacitance ranges from 5 to 15 itiii for the mixer proper. If a cable 
is used to attach the mixer to the amplifier, it is almost always necessary 
to take the admittance-transforming properties of the cable into account 
(by means of an admittance circle diagram, for example), rather than 
to regard the cable as a lumped capacity. This is the case even for a 
cable as short as 12 in. at 30 Mc/sec or 6 in. at 60 Mc/sec. 

Sometimes the mixer is left in place, and the signal is introduced 
through a “dummy crystal.” Figure 8T1 shows the usual arrangement. 
The impedance seen looking into the input terminals of the amplifier 
is usually relatively high. The impedance seen from the cable looking 
into the dummy crystal is therefore only slightly less than the value of the 
shunt resistance Ri. In practice, Ri is set equal to Ro, providing the 
correct termination for the cable, and hence for the attenuator. Looking 
back into the dummy crystal from the amplifier, one sees in series 
with Ro/2, since the cable itself, being terminated by Ro at the generator 



Fio. 8*11.—Dummy-crystal diagram showing approximate physical layout. 


or attenuator end, looks like i?o. The value of Ri is therefore chosen 
so that Ri -f- (Ro/2) = Ri. 

When a dummy crystal is used, no provision for capacitance need be 
made, because the mixer itself supplies the right amount. At times, 
however, it is preferable to remove the mixer and replace it with a 
complete “dummy mixer.” The circuit used is the same as before, 
but a variable condenser Ci is added from the output end of Ri to ground 
to simulate the mixer capacity. The dummy mixer is generally mounted 
in a small metal can. If the amplifier to be tested includes a cable for 
the mixer, a suitable cable fitting is mounted directly on the can. If 
the amplifier is provided with a jack, a short cable may be included 
as part of the dummy mixer. In either case, the condenser is adjusted 
to present the same capacity that would be seen at the point of attach¬ 
ment with the regular mixer in place. 

Diunmy mixers have been built in which various values of Ri can 
be selected by means of a switch. In addition to providing values 
ranging from 200 to 500 ohms, 0 and 5000 ohms are provided to facilitate 
the study of the effect of variation of crystal impedance on amplifier- 
bandwidth and noise-figure performance. The former serves to damp 
out the selective effect of the input circuit in order that effects in later 



318 AMPLIPIER MEASUREMENT AND TESTING (Sec. 84 

circuits may be studied; the latter essentially provides a constant-current 
source useful for special applications. 

Attempts have been made to develop signal generators with push- 
pull output connections for testing the balanced input circuits used 
with balanced mixers. It is not difficult to obtain equal output voltages 
at the generator, but it is very difficult to provide matched pairs of 
attenuators that wiU give equal output voltages at low level. It has 
been found, fortunately, that all necessary information can be obtained 
from tests using a single-ended output signal introduced, by means of a 
dummy crystal, first into one and then into the other crystal holder, 
the unused holder being supplied with a second dummy crystal con¬ 
taining a resistor of value ft*, one end of which is grounded. The output 
voltage that would be obtained with a push-pull input source is 6 db 
more than the average of the two output voltages obtained in the above 


R, 



Fiq. 8'12.— Double dummy mixer for unbalance tests on balanced input amplifiers. 

manner (if it is assumed that the push-pull input circuit is fairly well 
balanced). Unbalance in push-pull input circuits may be readily 
measured by feeding equal in-phase signals into both input terminals. 
A special dummy-crystal pair may be constructed for this purpose, 
using the connections shown in Fig. 8-12. With such a device, the 
output response of a perfectly symmetrical circuit is zero, and the ratio 
of response to in-phase signals to response to push-pull signals is a 
measure of the unbalance. 

Special problems arise in the use of a noise-diode signal generator for 
the measurement of signal-to-noise ratio. These are considered in 
Sec. 14-6. 

8«4. Measurement and Alignment of Bandpass Amplifiers. —It is 

possible to make bandpass and alignment tests by using a modulated 
or immodulated c-w signal generator, making a series of point-by-point 
measurements, but the process is tedious. The swept-frequency genera¬ 
tor technique discussed in Sec. 8*1 is far superior, in that it enables the 
operator to see at a glance the entire shape of the pass band. It also 
permits quick observation, from peaks and dips in the shape of the 
sdeotivity curve, of incipient regeneration in the amplifier. 
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On the other hand, the point-by-point c-w generator method must 
be used if there is a need, as sometimes arises, for accurate measure¬ 
ments of response more than 20 db down on a selectivity curve. 

The basic arrangement of the equipment involved in the swept- 
frequency-generator technique has already been shown in Fig. 8-L 
This section is concerned with the means whereby signals are introduced 
into and taken out of the amplifier under test and the interpretation 
of the observations. 

Connections to the Amplifier .—The proper way of making connections 
to an amplifier under test is of very great importance. It is very common 
with high-gain amplifiers that poor connections to measuring apparatus 
introduce more regeneration than there is in the amplifier itself. 

The only safe way of dealing with high-gain amplifiers is to have 
all signal connections, to both input and output terminals, rigorously 
coaxial. Furthermore, it is wine whenever possible to incorporate 
some attenuation between generator and amplifier and between amplifier 
and measuring device; this has the effect of reducing the gain in the feed¬ 
back loop from the amplifier output circuits, through the coupling 
between measuring device and generator, back to the input circuits. 

These precautions may be relaxed somewhat in the case of measure¬ 
ments involving but one or two amplifier stages, where it may be per¬ 
missible to connect a generator by very short leads. In the long run 
it is much wiser, however, to spend some time constructing an adequate 
collection of coaxial fittings, adapters, and attenuators than to carry 
out the meaningless and variable measurements resulting from hasty 
connections of input and output leads by means of clips. 

Input Connections .—The method of introducing the signal so as to 
include the effects of the coupling circuit into the first amplifier tube 
has already been covered in the discussion of dummy input circuits 
(Sec. 8-3). To study subsequent circuits the signal is applied to the 
grid of one of the amplifier tubes. A 76- or 100-ohm cable from the 
attenuator is terminated with a suitable resistance; and if only one or 
two stages are involved, very short leads are run from the center con¬ 
ductor to the grid in question and the outer conductor is soldered to 
the amplifier chassis. For measurements involving more than two 
stages a special probe or dummy tube is built; this probe is plugged 
into the preceding tube socket and enables measurements to be made 
with the amplifier chassis cover in place. 

The impedance looking toward the signal generator is either 37.6 
or 60 ohms, since the terminating resistor is in parallel with the cable 
impedance. This low resistance broadens the pass band of the coupling 
circuit at the point of signal introduction so t^t the observation refers 
only to the subsequent circuits. 
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Figure 8-13 shows the tube and circuit line-up for a typical amplifier. 
The significant pins on the various tube sockets are designated by the 
letters P, G, K, for plate, grid, cathode respectively. The tubes and 
circuits are lettered, and reference is made by these letters in the following 
discussion. 



input 

!■ 

■ 

Circuit 

!■ 

■ 

Circuit 


■ 

Circuit 

1 _ 


circuit 

1 

■ 

1 

A 

1 

■ 

1 

B 

1 

■ 

■ 

C 






Fig. 8*13.— Tube and circuit line-up in an amplifier. The cathode-circuit impedance 
Zc is a short circuit at the intermediate frequency and is equal to the bias resistance (50 to 
200 ohms) at pulse and lower frequencies. 

Output Connections. —Suppose that Circuit B is to be examined. 
The signal generator is attached either to Gb or Pa, as discussed above. 
Three types of output connections are possible. 

1. Highrimpedance Vacuum-tube Voltmeter. —A high-impedance vac¬ 
uum-tube detector may be attached to Gc to measure the alter¬ 
nating voltage at this point. Such a detector must be designed 
to provide negligible loading and detuning. The British type 
CV58 has been used in probe circuits with an effective capacity 
of about 0.6 fifjf, but even this small value causes considerable 
detuning because of the small total tuning capacity in the average 
coupling circuit (about 10 or 11 nfii between type 6AK5 tubes). 
Most probes show capacities of 4 pt/xf or more. This method is 
seldom used. 

2. Low-impedance Voltmeter. —^Vacuum tubes or crystal rectifiers 
are used, but in either case the rectifier input terminals are shunted 
with a low resistance. For instance, in the crystal-rectifier type 
the shunt resistor may be 70 or 100 ohms, which provides correct 
termination for a coaxial cable. The rectifier may then be located 
at a point distant from thh amplifier and is usually located close 
to the output indicator, which is generally an oscilloscope with 
a high-gain audio amplifier. 
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The point of attachment for the measurement of Circuit B 
is Pc or Gd (for single-tuned circuits), in contrast with the case of 
the high-impedance vacuum-tube voltmeter. The low impedance 
voltmeter so broadens Circuit C that it has negligible effect 
on the observed selectivity curve. 

This method suffers from the presence of Miller effect’^ capac¬ 
ity at the input of Tube C. On the average, for type 6AK5 tubes, 
a total capacity Cpg exists from plate to grid, including socket 
and wiring capacities, of about 0.04 to 0.06 ixtd. Because of the 
Miller effect, there is an apparent input capacity of (g + I)Cpg 
where g is the stage amplification. In the functioning amplifier, g 
may be about 5 or 10, so that (g + ^)Cpg ranges between 0.24 
and 0.66 y^d. But with the low-impedance-voltmeter probe in 
place, the stage gain is less than unity, causing a proportional 
reduction in the input capacity of Tube C and a consequent 
increase in the resonant frequency of the coupling circuit J5. 
The detuning effect may amount to a megacycle per second at 30 
Mc/sec or more and makes it difficult to determine interstage 
resonant frequency accurately. 

3. Self-rectification Connection .—With moderately large signals applied 
to the grid of a bandpass amplifier tube, the grid excursion carries 
over into nonlinear regions and the average cathode current 
increases slightly. The increase in cathode current is therefore 
a measure of the signal amplitude; the tube is, in fact, acting 
as an '^infinite impedance'^ detector. Within limits, the detector 
response so obtained is square law, the cathode-bias resistor 
having too small a value to linearize the response by inverse 
feedback. 

To make the observation, a lead is connected from the cathode 
(Kc in the case in question) of the amplifier tube to the oscilloscope 
amplifier input terminal, through a low-pass filter consisting of a 
series 10,000-ohm resistor and a lOOO-^Atf condenser to ground. 
The output voltage is developed across Zc, which at these low 
frequencies is resistive. Tube C is, of course, left in its socket. 
This method causes no detuning, either from vacuum-tube- 
voltmeter probe capacity, as in the first method, or from changing 
Miller-effect capacity, as in the second. The output voltage is 
fairly low, however, so that the gain of the audio amplifier must 
be high. The only serious drawback is that the connection can 
be made only with the chassis cover removed. This is not a 
serious drawback, since it is primarily used for accurate tests 
involving a sin^e stage, when regenerative feedback is likely 
. to be small. 
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Bandvndth and Bandpass Shape. —In measuring bandwidth it is 
convenient to observe the value of the output signal with a certain 
input power and then to double the input power by switching out a 
S-db attenuator and to observe the frequencies at which the output signal 
has the same strength as before. This method of relying on a constant 
output indication makes it unnecessary to know the output or input 
law of the indicating device. 

Bandpass Amplifier Alignment. —In the next few paragraphs tech¬ 
niques are discussed for accurate alignment of amplifiers intended for 
laboratory use or as prototypes for production. The adjustments 
usually consist in selecting suitable values of fixed damping resistors 
and suitable values of fixed tuning inductances. The production 
amplifiers are very likely to be fixed-tuned, so that there may be no 
alignment operation involved in production; however, for both prototype 
and production amplifiers an over-all check on pass band is recom¬ 
mended, as described below. 

Synchronous Single-tuned Amplifiers. —The pass band of individual 
stages may be examined as described earlier in Sec. 8-4, making use of 
the ‘‘self-rectification connections^ of one of the amplifier tubes as the 
indicating device. Once the individual stages have been given the 
correct values of damping resistors, the easiest method for aligning a 
tunable synchronous-tuned amplifier is to use an unmodulated c-w 
generator set to the desired center frequency and to peak each stage 
for maximum response, as indicated by the detector output current or 
voltage. 

Stagger-tuned Amplifiers. —The individual stage bandwidths and 
center frequencies are examined in the same manner employed for 
synchronous-tuned amplifiers. Once the stages have been given the 
correct values of damping resistors, the easiest method for aligning a 
tunable stagger-tuned amplifier is to use an unmodulated c-w generator 
and peak each stage for maximum response with the generator set at 
the frequency appropriate to that stage. The sharpness of peaking may 
be increased by applying the detector output voltage to a high-gain 
indicating device and “bucking-out'' most of the deflection. 

Double-tuned Amplifiers. —The adjustment of an individual circuit 
is best done as follows, with a swept-frequency signal generator con¬ 
nected to the grid of the tube preceding the circuit in question and the 
output indication taken from the cathode of the tube following the 
circuit. First the primary is very heavily loaded, with a resistor less 
than a fifth of that normally in place; this makes the pass band single- 
tuned, and the secondary inductance is adjusted to the appropriate 
frequency. Hie primary loading is then restored to its former value; 
the secondary heavily loaded; and the primary adjusted to its appr<^riate 
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frequency. It should be remembered that if the bandwidth/band 
center ratio of the double-tuned circuit is high, the primary and secondary 
frequencies so determined do not coincide with the desired band center 
(see Sec. 5-5). After the initial loadings are restored on both primary and 
secondary, the coupling is adjusted to give the desired bandpass shape. 
If the bandwidth is not correct, the loading resistor or resistors must be 
changed and the process repeated. When the original double-tuned 
circuit is designed with care, this process converges rapidly. 

Inverse-feedback Amplifiers. —Inverse-feedback chains can be aligned 
by applying an unmodulated signal to the grid of the last tube in the 
chain and peaking the output circuit of this tube for maximum detector 
deflection. The signal generator is moved back to the grid of the next 
to last stage, and the next to last stage is peaked. This process is 
continued until all the stages in the chain have been aligned. 

The Complete Amplifier. —After alignment in the case of adjustable 
amplifiers or construction in the case of amplifiers with pretuned coils, 
the amplifier-bandpass shape should be examined to see that the band¬ 
width, bandpass shape, and center frequency fall within allowable 
limits. In this test a swept-frequency generator is used, the signal 
being introduced through a dummy input circuit (Sec. 8-3) and the 
output signal taken from the amplifier detector. The observation that 
is made at this time to detect regeneration will be considered separately 
in the next section. 

8«6. Undesired Feedback Effects (Regeneration) in Bandpass Ampli¬ 
fiers,—A common difficulty with high-gain amplifiers is regeneration, in 
which energy is transmitted from a point at high gain back to one of low 
gain. A single stage, a group of consecutive stages, or an entire amplifier 
may be involved. 

Indications of Regeneration. —^Very strong regeneration is evident 
through oscillation. Moderate regeneration is apparent through varia¬ 
tions ih output voltage with changes in the location of external ground 
connections or when the external power supply leads are touched by hand 
or connected to ground through a large condenser. 

The most convenient indication of regeneration is the change of 
pass band with variations in gain-control setting or with variations in 
plate-supply voltage; this change can be observed very easily by use 
of a swept-frequency signal generator. 

The phase and amplitude of the fed-back voltage depends upon the 
forward gain and the properties of the feedback parameters. Since 
all these depend upon frequency, the net gain is increased at some fre¬ 
quencies and decreased at others. Therefore the presence of feedback 
causes a frequency-dependent distortion of the pass band. Unfortu¬ 
nately, a certain amount of feedback is inevitable, due to Miller effect 
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aiul cathode-lead inductance, but in the following discussion these effects 
will be assumed to be small. Moreover, if the control-grid voltage is 
varied, the input capacity changes also and to a larger extent than with 
changes in plate-supply voltage; this change causes a certain amount of 
detuning. For this last reason, varying gain by changing control-grid 
voltage is not so reliable a method of testing for change of pass band 
due to regeneration, as varying gain by changing plate-supply voltage. 
In changing the plate-supply voltage, however, a precaution must be 
taken against change of pass band because of overload; it must be 
remembered that the amplifier is more likely to be overloaded with low 
plate voltage than with high plate voltage. 

Just how much change of pass band can reasonably be ascribed to 
some of these unavoidable effects (Miller-effect detuning, change in 
input capacity, etc.) and how much must be ascribed to regeneration is 
diflScult to specify. However, it is safe to say that a change in 3-db 
bandwidth of more than 10 or 20 per cent (which may be either an 
increase or decrease) or the appearance of subsidiary maxima and minima 
in the pass band is an indication of regeneration. 

Causes of Regeneration .—In wdde-band high-gain multistage amplifiers 
there are several types of feedback that can cause regeneration: improper 
shielding of input from output leads; improper decoupling of heater, 
plate-supply, and gain-control circuits; waveguideeffect; and parasitic 
oscillations. It is often difficult to determine which of these is the cause 
of regeneration because all show some of the same symptoms. For 
example, the presence of *‘hot’^ plate-supply leads is not necessarily 
due to improper decoupling in those leads but may be due to other 
types of regeneration. Thus the search for the cause and cure of regen¬ 
eration is largely a trial-and-error process. Nevertheless there are a 
few helpful remarks that can be made. 

The location of components involved in a feedback path can often 
be determined by exploring the amplifier chassis with a probe connected 
to a high-gain amplifier of the same frequency; a sharp increase in output 
deflection from one heater terminal to another, for example, is cause for 
suspicion. 

Coupling between Input and Output Leads .—The cause and cure of 
regeneration due to insufficient shielding of the input and output leads 
is more or less obvious. One of the most frequent instances »is that 
in which the input lead is connected through a coaxial cable having its 
outer conductor improperly grounded. To avoid diflSiculties the outer 
conductor should be rolled back in a radially symmetrical way and 
soldered to the chassis immediately at the point of entry. 

In^general} regeneration caused by coupling between input and output 
leads can be prevented by the use of adequate sluelding at either the 
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input or output leads, but it is much more desirable to place the shield¬ 
ing on the input lead because that reduces the pickup of extraneous 
signals, noise from rotating electrical machinery, and so forth, as well 
as reducing regeneration. 

Heater Circuits ,—Regeneration due to improper decoupling in the 
heater circuit can be detected by observing the pass band with a swept- 
frequency signal generator and momentarily disconnecting the heaters 
of one or more tubes from the heater-supply voltage. There should 
be no discontinuous change in bandpass shape at the instant the dis¬ 
connection is made—only the continuous change that is due to the 
cooling down of the tubes. The cure can be effected by improving the 
heater decoupling. 

*^Waveguide^^ Feedback .—^Waveguide type of feedback is due to the 
electromagnetic field set up by one of the interstage-coupling coils in a 
stage at the high-gain end of the amplifier and propagated down the 
amplifier box, which acts as a waveguide beyond cutoff,to a coil 
located in one of the earlier stages. Its presence can be detected by 
connecting a wire or placing a post or metal block so that it makes 
electrical contact with opposite sides of the chassis and noting whether 
or not the symptoms of regeneration are reduced in magnitude. There 
are many possible modes,^ of which one is transmitted through the 
amplifier box at a loss of about 30 db for a length of the box equal to 
its width. Hence if the amplifier were 2 in. wide, there would be only 
15 db/in. of attenuation, and a 105-db amplifier 7 in. long would be 
extremely risky. The prevention of this type of feedback is mainly 
in the design, namely, to mount the amplifier in a chassis as long and 
as narrow as possible. Further prevention can be effected by placing 
posts or baffles in the chassis at various points selected by experiment. 
These should make good electrical contact to both the top and bottom 
of the chassis. 

It should be pointed out that if the frequency and gain per stage 
are both very large, the amplifier may be unstable because of grid- 
plate feedback. Also there is a limit to the gain per stage that can be 
obtained because of waveguide feedback, since the tube-socket diameter 
sets a practical lower boundary to chassis width. If either of these 
limitations is being exceeded, then it will be necessary to redesign the 
amplifier to employ more stages so as to obtain the desired total gain 
without excessive gain per stage. If a narrow over-all bandwidth is 
desired under these circumstances, it will be necessary to add capacity 
to one or more of the interstage-coupling networks. 

If none of the previous procedures uncovers the cause of regeneration, 
the cause can usually be ascribed to improper decoupling of the plate- 
supply or gain-control leads or to parasitic oscillations. 
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Decoupling Circuits .—The crucial component in plate-supply, gain- 
control, and heater leads and cathode bypass circuits is the bypass 
capacitor. 

At low frequencies the inductance in the leads of a bypass capacitor 
may be neglected, but at 30 or 60 Mc/sec or higher the lead inductance 
is very important. The inductive reactance of 1 in, of No. 20 wire is 
4 ohms at 30 Mc/sec and 8 ohms at 60 Mc/sec. 

If at all possible, it is very wise to make use of the inductance of the 
bypass capacitor leads to achieve series-resonant bypasses. For a 
2000-MMf bypass capacitor at 60 Mc/sec (see Fig. 6-20) a ^-in. lead is 
necessary. 

If the capacitor Q is infinite, the impedance to ground at 60 Mc/sec 
is 0 ohm; if the Q is only 5, the impedance at 60 Mc/sec is only 0.25 ohm. 
At frequencies off resonance the effect of a finite Q is even less important. 
Thus at either 50 or 72 Mc/sec the impedance is about 0.5 ohm for 
Q = 00 and 10 per cent higher for Q = 5. Therefore, there is no advan¬ 
tage in high-Q bypass capacitors; as a matter of fact, there is considerable 
advantage in low-Q bypass capacitors, in order to reduce the likelihood 
of parasitic oscillations (see below). 

There is considerable point, however, in having a high C/L ratio. 
If a 500-MMf bypass capacitor is series-resonated at 60 Mc/sec, the range 
over which its impedance is less than about 0.5 ohm extends from 57 
to 63 Mc/sec; for a series-resonant 2000-^1 capacitor the corresponding 
range is 50 to 72 Mc/sec. In the latter case, variability of as much as 
± 20 per cent in either capacity or lead length still results in extremely 
effective bypassing. 

Parasitics .—Parasitic oscillations are well known to workers with 
power amplifiers and oscillators. They are oscillations that occur at 
frequencies lying outside the normal pass band of the amplifier. 

Three methods are useful in locating parasitic oscillations. In the 
first method, use is made of an absorption wavemeter, a grid-dip meter, 
or other high-Q circuit that may be tuned over the band of frequencies 
in which the oscillation is expected to be. The amplifier pass band is 
presented on the face of a cathode-ray tube, using the usual swept- 
frequency-generator technique, and the wavemeter is tuned over its 
band while held close to the components of one of the stages of the 
amplifier. When the oscillation is located both i^ frequency and in 
position within the amplifier, a distinct change will be noted in the 
shape of the pass band or in the grid-dip meter deflection. 

Another method is to listen for the parasitic oscillations with a 
variable-frequency communications receiver. 

The third method is to observe the value of the current in the plate- 
supply lead as the plate voltage is raised from a low value. There will 
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be observed a discontinuous change in current as the voltage at which 
the oscillations start is reached. 

In some cases, the effects of parasitics show up directly on the cathode- 
ray tube in the swept-frequency-generator test. The feedback coupling 
may not be adequate for self-sustained parasitic oscillations in the 
quiescent amplifier; but when a signal is applied to the input terminals, 
the grids of the various tubes are swung in the positive direction at the 
crest of each cycle of signal frequency. This swing causes a momentary 
increase in tube that may result in the inception of parasitic oscillations, 
and these oscillations will last until the positive swing has disappeared. 
This effect shows up as a fuzzy, diffuse region on the cathode-ray-tube 
face at such frequencies as cause the effect. 

A low-frequency parasitic (“motorboating”) is generally due to an 
unfortunate combination of the values of the components in the decou¬ 
pling networks associated with the input and output circuits of an amplifier 
and can be cured by changing the values of these components or by 
introducing damping into these networks. High-frequency parasitic 
oscillations can be cured by changing the location and length of leads. 
High-frequency parasitics (500 to GOO Mc/sec) observed in some ampli¬ 
fiers built in the Radiation Laboratory were cured by connecting 10-ohm 
composition resistors between the screen-grid socket terminals and the 
plate-supply bypass condensers, 

8 * 6 . Pulse Response.—The pulse response of amplifiers is best 
checked directly by use of pulsed signal generators. The types of 
input and output connections used are the same as for c-w measurements 
and have been covered in Sec, 8-4. Suitable pulsed signal generators 
and the synchroscopes used for observation of the output signal have 
been discussed in Secs. 8*2 and 8*3. This section is concerned with a 
discussion of the types of tests that are made and the interpretation of 
the observations. It is assumed that the shape of the output pulse from 
the signal generator is essentially perfect and that the speed and flatness 
of top of the measuring equipment substantially exceeds that of the 
amplifier under test. 

The amplifier under test may be of either the low-pass or bandpass 
type; direct pulses are used in the first case and carrier-frequency pulses 
in the second. 

In general, it is necessary to reproduce signals of two types: short 
single pulses separated by long intervals during which no signals appear 
and long single pulses separated by either long or short intervals. In 
the latter case, one is concerned with the duty ratio, which is the fraction 
of the time during which signals are present. 

Single Short Pulses ,—In making tests with short recurrent pulses, 
the following points may be observed: (1) the distortion in pulse shape 
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due to its transmission through the amplifier, (2) the effect of input 
signal amplitude on the output-pulse shape and amplitude, and (3) 
the aftereffects of a pulse strong enough to cause amplifier overloading. 

The main discussion of pulse response was contained in Chaps. 2 
and 7. Pulse distortion due to certain specific causes is illustrated in 
Fig. 8-14. For carrier-frequency pulses the absolute values of the 
shapes shown in Fig. 8*14 are to be regarded as those of the carrier- 
frequency envelopes (see Fig. 7*1). If the pulse shows excessive rise 
and fall times (Fig. 8*146), the amplifier over-all bandwidth is inadequate; 
the narrowing may be either in the bandpass or the low-pass stages or 
both. If the rise time is short and the fall time long (Fig. 8* 14c), the 
trouble is due to a polarized time constant.’^ Such an effect is pro¬ 
duced, for example, when a capacity is charged from a low-impedance 



<a) (6) (c) 



Fig. 8*14.—Effects of amplifier characteristics on output-pulse shape. 


source through a diode that conducts during the leading edge of the 
pulse, whereas the diode no longer conducts during the trailing edge of 
the pulse; therefore the capacity discharges slowly through a high 
resistance. Another situation that gives rise to the same effect occurs 
mth large pulses transmitted through a cathode follower, as described 
in Chap. 2; the positive-going edge is faster than the negative-going 
edge. In some applications such a “polarized time constant,” or “pulse 
stretcher,” is deliberately introduced, but generally it is to be avoided. 

Overshoot and ringing (Fig. 8'14d) occur if the pass band of a band¬ 
pass amplifier has too square a shape. Similar effects may ocQur from 
a dip in the center, due to regeneration (see Sec. 8*5) or to overcoupling 
the transformers in amplifiers using double-timed coupling circuits or to 
oversta^ering the off-frequency stages in a stagger-tuned amplifier 
(see Sec. 7*6). 

In a low-pass amplifier, overshoot k generally due to overpeaking. 
Readjustment of the values of peaking induotanoee k the general cure. 
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If both types of amplifier stages are included in the amplifier under 
test, separate observations should be made on the bandpass and low- 
pass sections to locate the cause of the trouble. 

Another cause of a pulse shape similar to that shown in Fig. 8*14d 
is an improperly terminated transmission line, the ‘‘wiggles^’ being due 
to reflections; a place in which this trouble frequently occurs is in the 
line connecting the synchroscope to the amplifier under test. 

The problem of flatness of top does not ordinarily exist for single 
short pulses. 

Single Long Pulses .—A frequently observed effect with long pulses 
is illustrated in Fig. 8* 14c. The downward slope of the top of the pulse 
and the depression of the baseline after the end of the pulse is generally 
due to lack of d-c transmission in the pulse 
amplifier. It can also be produced by poor 
power-supply regulation when tubes are 
operated beyond their linear regions with a 
large duty ratio; this latter effect can easily 
be detected by connecting the S3^ichroscope 

to the power-supply leads. Alarpgroupof g-is-lWonse of 

strong short pulses causes a similar depres- bandpass amplifier to pulse of 
sion of the baseline. This effect is very detuned earner 

undesirable, because it results in a loss of 

sensitivity to weak signals for a period after the completion of the long 
pulse or the group of short strong pulses. 

Figure 8 14/ shows the effects of overcompensating for flat top (see 
Sec. 2 3). 

An important advantage of bandpass amplifiers over video amplifiers is 
that apart from overload effects leading to a loss in gain, the envelope of a 
carrier-frequency pulse can never display the lack of flat top shown in 
Fig. 8*146. The reason is that bandpass amplifiers do actually transmit 
the carrier-frequency component, whereas video amplifiers (unless direct 
coupled) do not transmit the zero frequency component. 

Pulses of a carrier frequency substantially different from the center 
frequency of a bandpass amplifier are reproduced as shown in Fig. 8-15, 
the flat portion indicating the steady-state transmission of the pulse 
frequency. Figure 8*15 shows the envelope of the response. 

8*7. Overload and **Blackout” Effects.—Amplifiers used with pulses 
sometimes show a number of undesirable overload effects. 

The amplifier may show a loss of sensitivity after a very strong 
pulse of short duration, frequently indicated by the reduction in the 
noise output voltage. In some cases the recovery of sensitivity may 
require a time that is long compared with the interval between pulses, 
m which case the amplifier is ^^blocked.'’ The most frequent cause of 
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this effect is the flow of grid current, which causes a charge to be collected 
upon a grid coupling condenser. If there is a large time constant asso¬ 
ciated with the grid circuit, this charge requires a long time to leak 
away, during which time the gain is reduced (see Chap. 3). The cure 
is obviously (1) if possible, to supply sufficient negative bias to reduce 
the grid current and (2) to make the time constant in the grid circuit 
short compared with the pulse length. This difficulty is frequently 
encountered in a grid-bias gain-control circuit; to avoid this difficulty, 
variable bias voltage for gain control of a bandpass amplifier should be 
supplied from a low-resistance source (2000 ohms at the most) even 
though the grids normally draw no current. 

Another cause of a loss of sensitivity after a strong short pulse is the 
^‘blackouteffect; this is the temporary loss in transconductance of an 
amplifier tube after an overloading pulse. This effect is extremely 
variable from tube to tube of the same type and even of the same manu¬ 
facturer and is not fully understood. One explanation that has been 
proposed is that there are small particles of dielectric on the surface 
of the control grid, perhaps driven from the cathode emitting surface, 
which become charged during the pulse and require a finite time to 
discharge, during which time the tube transconductance is reduced. 
This effect can usually be distinguished from grid-current effects because 
it will be found to vary considerably with substitution of tubes, whereas 
with grid current little change will be noted from one tube to another. 
Blackout effects are most likely to occur in plate detectors but can be 
observed in high-level bandpass-amplifier stages as well. The best 
cure is the substitution of tubes, if permissible. The effect can be 
reduced by operating the tube with an unbypassed cathode resistor; 
this has the effect of reducing the cathode-to-grid signal potential but 
sacrifices gain. 

8*8. Measurement of Gain and Determination of Amplifier Law. 

Gain ,—The measurement of gain is, in principle, very simple. A signal 
generator, which may be of any type (c-w, swept-frequency, or pulsed), 
is connected through an attenuator to the input terminals of an amplifier, 
and an appropriate detector or indicator (which need not be calibrated) 
is connected to the output terminals. The signal level s adjusted to 
give a convenient deflection on the indicating instrument; then the signal 
generator and attenuator are connected directly to »the indicating device 
and are adjusted a second time to give the same deflection. The gain is 
given directly by the ratio of attenuator settings. 

Unfortunately, however, in practice the measurement of gain involves 
a much more complicated procedure, and under most ckctunstances 
it is difficult to* get an accurate value. The calibration of signal genera¬ 
tors and ati^nuators assumes that they are terminated in some definite 
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impedance. It is very rare that either the input terminals of the amplifier 
or the indicating device offer this impedance. Also it may be necessary 
to employ matching networks or * Mummy-input circuits’’ to make the 
signal generator present the correct signal-source impedance to the 
amplifier. To allow for all these effects, the signal level measurements 
must be supplemented by numerous impedance measurements and 
calculations. 

When the impedance levels are high, as is normally the case at the 
input or output terminals of a vacuum tube, the measurements become 
simple. An artificial impedance equal to the correct terminating 
impedance is connected across the output terminals of the attenuator, 
both when the signal generator and attenuator are connected to the 
input terminals of the amplifier and when they are connected to 
the indicating device. Alpiost always this impedance is so low that the 
effect of the impedances which are present in parallel with it (such as 
plate-load resistors) can be neglected. Then the voltage gain is given 
directly from the ratio of the two attenuator settings, as indicated 
previously. The power gain can be found by multiplying the square 
of the voltage gain by the impedance ratio of the normally present 
input and output impedances. 

Production-line Test for Gain .—There are many applications where 
an accurate measurement of gain is unnecessary. In the manufacture 
of amplifiers it is necessary merely to be sure that the amplifiers coming 
off the production line have adequate gain for the application for which 
they are intended. In such cases a prototype amplifier exists that 
has been tested in its intended application and is known to have adequate 
gain. The test of the other amplifiers consists of determining whether 
they have more or less gain than the prototype. This test can be 
effected by applying a standard signal and noting whether the output 
is greater or smaller than with the prototype. 

In many applications the required amount of gain is such that the 
weakest detectable signals will have signal strengths comparable to the 
noise generated within the amplifier. Therefore it is necessary that 
the amplifier have sufficient gain to make the noise easily perceptible in the 
indicating device. In such cases the noise generated within an amplifier 
can itself be used as the ^‘standard signal” for testing gain. 

The procedure is first to determine that the production amplifiers 
contain no improper sources of noise by measuring their noise figures 
(see Chap. 14). Second, some sort of output indicating device that 
will give an indication of noise power output, such as an oscilloscope, 
is connected to the output terminals. Those amplifiers which give as 
great or greater deflection on the output device as the prototype have 
adequate gain. 
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Amplifiery or Detector, Law ,—The amplifier law'^ is the name given 
to the relation between output and input voltage. In the event that 
the amplifier contains a detector, this relation is more properly called 
a detector law, because most of whatever nonlinearity exists is usually 
due to the detector. It is essential to have accurate knowledge of the 
amplifier or detector law if the amplifier is to be used for the precise 
measurement of signal amplitudes. A measurement of the law is also 
important as a design check on certain amplifiers, especially those which 
are to be part of radio receivers. If the law is nonlinear, undesirable 
cross modulation will be produced in the presence of interfering signals. 
Also the ** saturationor * limitingof the output signal at too low 
signal-input levels is an indication of poor overload capability. 

The amplifier, or detector, law can be determined with the aid of a 
signal generator, attenuator, and output indicating device, as in the 
gain measurements, except that the indicating device should be cali¬ 
brated in terms of voltage, current, or power. The readings of the 
output device for various positions of the attenuator are noted. It is 
convenient to make a plot of the logarithm of the output reading against 
the setting of the attenuator (expressed in decibels), and from this it 
can easily be seen whether the law is a simple power law or not. At 
very high gain it is impossible to make an accurate determination of 
the law because the signal is masked by noise developed by the amplifier. 



CHAPTER 9 

LOW-FREQUENCY AMPLIFIERS WITH STABILIZED GAIN 

By Duncan MacRae, Jr. 

9*1. Problems Characteristic of Computer Amplifiers.—^The design of 
many electronic computing devices involves the representation of func¬ 
tions by the magnitudes of alternating voltages. In these computers, 
amplifiers are needed either to transform the output and input imped¬ 
ances of the different computing elements within the device or as com¬ 
puting elements themselves. They can be used for the latter purpose 
for example, to multiply a particular function by an arbitrary and some¬ 
times variable factor. 

The gain of such an amplifier must be held constant within closely 
prescribed limits regardless of the variability of vacuum-tube parameters, 
the manufacturing tolerances of passive components such as resistors and 
capacitors, possible variations of the ambient temperature, etc. The 
variation in gain that can be tolerated depends upon the desired accuracy 
of computation (the figure of ±0.1 per cent was usually specified by the 
Radiation Laboratory). 

Economy requires that the desired constancy of gain be achieved 
without using circuit components whose characteristics must themselves 
be maintained within narrow tolerances. The specified tolerances for 
resistors and condensers, for instance, are usually not narrower than 
5 and 10 per cent respectively, although in some obvious cases resistance 
values must be more closely specified. 

Inverse feedback can be employed to render the gain of computer 
amplifiers less sensitive to the variations in the values of the circuit 
parameters. Variations in gain due to changes in tube parameters 
can be reduced by local feedback methods such as the use of unbypassed 
cathode resistors or d-c feedback from plate to grid (see Chap. 3). The 
principal design problems, then, derive from the fAct that the feedback 
circuit requires high gain, which tends to make the amplifier oscillate 
at frequencies often far removed from the frequency band that it is 
designed to amplify.^ 

The decision as to the number of stages of amj^ification necessary 
to obtain the desired reduction of gain sensitivity to component varia- 

^ H. W. Bode, Relations between Attenuation and Phase in Feedback Amplifier 
Design,» B8TJ, 19, 421, July 1940. 
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bility is determined not only by the general requirements of the system 
but also by the tolerances of the circuit components, the gain attainable 
from each stage, the bandpass requirements set by the feedback circuit, 
and the polarity of feedback, which determines for certain feedback 
circuits whether the number of stages should be even or odd. 

The following criteria determine the choice of the particular feedback 
circuit: 

1. The fraction of the output signal which is to be fed back at the 
computing frequency must be maintained within the prescribed 
tolerance. 

2. The circuit shall require the minimum number of precision com¬ 
ponents (e.g., ±1 per cent resistors). 

3. Preferably there should be no need for an amplitude control to 
compensate for the variability of any of the components used 
in the amplifier; if such a control is necessary, its required range 
of adjustment should be kept small in order to minimize effects 
of maladjustment. 

4. The feedback circuit used should cause the amplifier to have the 
desired input and output impedances. 

The choice of feedback methods for computer amplifiers is more 
restricted than for audio amplifiers or for most filter amplifiers because 
of the small permissible variability of /3; the feedback circuit therefore 
cannot usually involve tubes. The simplest type of feedback circuit 
satisfying this requirement is that for which |i8| = 1, that is, a circuit in 
which the output voltage may either be subtracted from the input voltage 
and the difference applied to the first grid or be applied directly to the 
first cathode. Possible subtracting methods include resistive mixing 
(with an odd number of stages) and subtraction of output voltage 
from input voltage by means of a transformer. Feedback to the first 
cathode is most easily accomplished when the load is inductive; if the 
load is resistive, cathode feedback can be accomplished by the use of an 
auxiliary inductance to provide a d-c return for the first cathode, or by 
the use of a transformer. By modifications of these methods, any 
desired fraction of the output voltage can be fed back to the input 
terminals: In Circuit a of Fig. 9*1 (resistive mixing) the resistors St 
and S 2 can be varied; in Circuit b the transformer T can be designed 
to have any desired ratio, or a potentiometer can be incorporated so 
as to add a variable fraction of the output voltage to the input voltage; 
in Circxiits c and d an extra tap can be designed into the inductance or 
transformer. For relatively low-precision applications, each of these 
circuits can be reduced to a single-stage amplifier: Circuit e will simply 
become a cathode follower if the amplifier ^^box’’ is made an open 
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circuit; in other cases the amplifier is made a short-circuit or zero-stage 
amplifier. 



(a) (6) 



Fig. 9-1. -Feedback circuits, (a) Resistive mixing at grid; (6) transformer subtrac¬ 
tion at grid; (c) cathode feedback with auxiliary inductance; (d) cathode feedback with 
transformer. 

9'2. Analysis of Types of Feedback. Resistive Mixing .—In the 
analysis of the resistive-mixing type of feedback circuit (Fig. 9-lo), it is 
assumed that the source is a generator of voltage e, having an output 
impedance Z„ that the amplifier 
can be replaced by a generator 
—CtCj having an output imped¬ 
ance Zo’in the absence of feed¬ 
back, and that the first-stage grid 
is connected to ground through 
an impedance Z, (Fig. 9-2). The 
gain and the output impedance of 
this circuit can be calculated by rsasHvi,. 

writing the circuit equations ^vlth 

ei and i as the two independent variables. The gain will then be dco/dei 
and the output impedance will be deo/di. Because the equations are 
linear, these quantities are respectively (eg/e,)<-o and (eo/*).^o. Using 
nodal equations. 
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and 

{m (i; ~ f,) ** “ * 

Then the voltage gain is 


(16) 



Now if 


and Ct )$> 1, 

9 


_ (—aRt -t~ ■Zq) __ 

(1 + a)(Rt + z.) + + + 1 j (ft* + z„) 

Zj ^ jRj + Z„ 

R^ Zo ^ Ri -j- Z,, 


— ClRi + Zo _ _ Rt , Zo 
fl(.Ri + Z,) Ri + Z, (i(Ri + Z,) 


But usually i?i + Z, ^ Zo; and since Ct» 1, Eq. (3) becomes, to a 
very good approximation, 


Then 


8 


Rt 

Ri + Z, 


d9 _ -dRt , dRi( Ri ^ , dZ. ( Z, \ ,,, 

8 “ Rt \Ri + Z.) Z. \Rx + Zj 

which makes it evident that in order for variations in source impedance 
to have little effect on the gain of the amplifier, Z, must be very much 
less than Ri] thereupon fractional variations in Ri and Rt affect the 
gain equally. 

The output impedance is given by the following equation: 


n _ ( CoN _ ^JfZl -|- Z, z3 _ 

V A-o /1 . a ( _L_ +1 +_ 1 /I _ iV 

\^t ^ Z^J \Ri + Z,^ Rt^ zj Rt \Rt Zo/ 

(5) 

As a grows indefinitely, and if 


Z. «Ei, 

Zj Ri, 

(Ri + Rt)Zo 

—m —' 


( 6 ) 


'n^ch is amply Zo divided by the loop gmn. A reduction of output 
impedance is a goieral property of volt^e-feedback amplifiers. 

CaOutde Feedbadc .—When cathode feedback is used, the sensitivity 
tike ovo’-idl gain 8 to tilre n of the first stage cannot be n^e appreeiaJ% 
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less than I/m^ i.e., din 9/d In m ^ 1/m. To prove this, assume the 
operating characteristics of the first stage of the amplifier shown in 
Fig. 9*lc to be given by the usual relation 



and the remaining stages to have a gain of — g^. Then 

€p1c — ■“ 

where Cpk = a-c plate-to-cathode voltage, 

=» a-c cathode-to-ground voltage; 

Cgk ~ C* — €kf 

where Cy* « a-c grid-to-cathode voltage, 
e^ = input signal voltage; 

€jb = /Sco = fiRdp^hf (8c) 

where Co *= output signal voltage, 
iS = feedback ratio, 

Rl — first-stage load resistance. 

Combining Eqs. (8) with Eq. (7), 

But the over-all gain is given by 


^ _ ^0 _ Rdp^b 

and therefore. 

Now 96 will ordinarily be made very large in order to render the effect 
of component variations on 9 negligible. In this case Eq. (9) may be 
written as 


(-0 


- - +/S 
9 


(-0 


Inverting and differentiating, it is found that d%/dix » l/j9(l + !*)*', 
hence 

dlng itdS M 

din/. gdM /Jg(l+M)* ^ ’ 

It is evident that this expression becomes smallw as m becomes 
BOW if e is large, » M + 1. Uten from Eq. (10) g » 1//3, 
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where 9 is the over-all gain. Substituting these approximations in 
Eq. (11) and noting the conditions under which they are made, 


din g ^ 1 
d In jLt /X 


( 12 ) 


Therefore, in order that the gain may be protected against variations 
of the amplification factor of the first stage, the latter must be as large 
as possible. 

The input impedance of a cathode-feedback amplifier can be cal¬ 
culated with the aid of the preceding analysis. The predominant 
contribution to the input impedance is that resulting from capacitive 
coupling of the grid to the plate and cathode. The input impedance is 
defined as the ratio of grid voltage to total current flowing to the grid 
node. The total current is the sum of the currents in the capacitances 
Cqp and Cgk. These currents are determined by the alternating voltages 
at the plate and cathode as well as by the input voltage c . The voltage 
differences egp and Cgk have the effect of changing the apparent input 
capacitance; since the currents in the two branc'hes are in parallel, it is 
possible to write 

an = + (13) 

Now 


€gp - €g Cp, 


since e, « eg by definition. Then 


But 

whence 


fop _ 2 _ 

Co ~ e,9 = ^pgby 



where g and gt are related by Eq. (9). Similarly 


and 


€gk — Cdr Cjt, 


fgj SB I 

ei 


e* 

e, 


1-^8, 


sinoe c» * jSge,. Ther^ore, 


C„ 



+ CrtCl - /59). 


(14) 
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In deriving Eq. (12) it was assumed that » 1> from which it followed 
that jSg « 1. Because this is an inverse-feedback amplifier, g^ > g. 
Moreover, if g6» g, then 

Cin * Cgp. (16) 

Comparison of Grid and Cathode Feedback ,—Certain distinctions 
may be made between grid and cathode feedback. If the load is resistive, 
the method shown in Fig. 9*la of resistive mixing at the grid has the 
advantage of light weight, for it requires no additional iron-core parts. 
The input impedance is nearly equal to Ri because the high gain of the 
amplifier requires that the alternating voltage applied to the first grid 
remain small. On the other hand, the input impedance of the circuit in 
Fig. 9*16 will be approximately equal to the impedance of the inter- 
winding capacitance of the transformer. The input capacitances of 
the circuits in Figs. 9*lc and 9*ld are low, approximately equal to Cgp, 
The output impedance of each of these circuits is roughly equal to the 
output impedance of the output stage divided by the loop gain. 

If the load is an inductance. Method c of Fig. 9*1 is probably prefer¬ 
able to Method a because precision resistors are not required. Circuits b 
and d have an advantage from the standpoint of low power drain on the 
output stage, because the use of a transformer makes possible push-pull 
operation, with a corresponding increase in efficiency. 

9*3. The Stability Problem,—Certain phase and amplitude require¬ 
ments must be satisfied by a feedback amplifier in order that it shall 
not oscillate. These requirements give rise to the problem of syn¬ 
thesizing networks that possess special characteristics, subject to practical 
limitations imposed by the resistances, condensers, tubes, and wiring. 
At sufficiently low frequencies a 90® phase lead is introduced by each 
coupling capacitor and the associated grid resistor; at high frequencies 
a 90® lag is associated with each stage, determined by its input capacitance 
and the output resistance of the preceding stage. The design objective 
is to cause the loop gain Ct/S to decrease to less than unity at frequencies 
between which the phase shift does not exceed 180®. For a one-stage 
amplifier the problem is not difficult unless there are elements in the 
circuit producing a phase shift of 180® or more (such as a transformer 
plus a coupling capacitor). The two-stage amplifiers that can be made 
from the feedback circuits of Figs. 9*16 and 9-ld involve transformers 
that may introduce 180® phase shift at high frequencies; if the circuit of 
Fig. 9-lci is used, there are also two coupling networks affecting the 
low-frequency response. Three-stage J2C-coupled amplifiers involve at 
least titfee coupling networks, each of which will give 90® phase shift 
at low frequencies, as well as three networks having an analogous effect 
at high frequencies (the output resistances and the shimt capacitance 
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of following stages). The limiting transfer characteristic (in both 
phase and amplitude) determined by these networks is known as the 
asymptotic characteristic. 

The easiest way to satisfy the stability condition at the low-frequency 
side of the pass band, for a two-stage or three-stage amplifier, is to 
let one or two coupling networks attenuate at 6 db/octave down to the 
frequency at which the loop gain is unity or less than unity by the 
desired amplitude margin.^ If it is possible to use sufficiently large 
resistances and capacitances, the other coupling networks may be made 
to introduce very little phase shift above this frequency and to have 
almost all their phase-shifting effect at frequencies where the loop gain 
is less than unity. The analogous procedure for the high-frequency 



Fig. 9*3. —^Low-frequency asymptotic characteristics. Solid line represents possible 
asymptotic characteristic for a three-stage amplifier. 

response is again to make one stage attenuate so that unity gain is 
reached before the other stages have any effect. This might be achieved, 
for instance, by putting an additional capacitance in parallel with one 
of the tube input capacitances. This method cannot be used, however, 
if the necessary loop gain is too high relative to the ratio of the frequency 
at which the amplifier is designed to operate and the frequency at which 
the asymptotic characteristic has unity gain (see Fig. 9*3). In the 
example shown in Fig. 9*3 the computing frequency is 1000 cps, and 
the gain at this frequency is 1000 (60 db). If the designer tried to 
make the amplifier attenuate at 6 db/octave, the effect of the as3rmp- 
totic characteristic as determined by the inherent properties, of the 
amplifier components would predominate before unity gain was reached 
and oscillation would probably result. If he could produce a slope of 9 
db/octave, howevei, it might be possible to reach unity gain without 
having 180® phase shift. Roughly, 6 db/octave corresponds to 90®, 

^F. S. Terman, Radio Engineers* Handbook^ McGraw-HiJl, New York, 1943, 
p. 398. 
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12 db/octave to 180®, etc.; in order to afford a margin of safety, there¬ 
fore, the slope of the attenuation curve must be somewhat less 
12 db/octave. In order to obtain slopes between 6 and 12 db/octave, 
networks more elaborate than single JSC-coupling networks can be 
used. 

The characteristics attainable are sharply limited if light weight is 
required, for this means that neither condensers larger than some physi¬ 
cally small size such as 0.1 /if nor heavy choke coils are permissible in 
the low-frequency networks. 



ib) 

Fig. 9*4.—Typical coupling network, (o) Coupling network; (b) low-frequency equivalent 
* circuit; (c) high-frequency equivalent circuit. 

The principal topic to be developed here is the stabilization of three- 
stage amplifiers by the use of coupling networks similar to those shown 
in Fig. 9-4. A good example of this is given by Bode.^ The method 
used in this example emphasizes the amplitude response, an easily 
measurable function, and the calculation of the phase response from it. 
An alternative method, which has advantages in certain special cases, 
employs the direct calculation of phase response as a function of fre¬ 
quency, using the amplitude response at only a few points. The cal¬ 
culation of the phase response of resistance-capacitance networks is 
con^derably easier than the calct^tion of the amplitude response. It 

^ H. W. Bode, Network Anatyeie and Feedback Amplifier Design, Van Nostnmd, 
New York, 1945, pp. 514-517. 
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is particularly helpful at low frequencies, where the values of the param¬ 
eters involved are fairly well determined; at high frequencies the values 
of stray and input capacitances are less well known before the layout 
is made, and more experimental work has to be done to complete a 
design. 

The equivalent high-frequency and low-frequency stabilizing net¬ 
works used (Fig. 9*4) may be considered together. The property of 
these networks that makes them useful is that each may have a ** plateau 
in the curve of phase shift vs. frequency. There are other i2C-networks 
having this property, but all those using only two independent'' con¬ 
densers^ may be treated mathematically in the same way. If it is 
assumed that these networks include the effect of the output impedance 
of the preceding stage and the input impedance of the next stage, each 
network may be analyzed as a three-terminal network containing R'& 
and C’s and operating from zero impedance into infinite impedance. 
By means of the loop analysis, the ratio co/ct may be expressed as a 
quotient of determinants. The denominator is a polynomial of the 
second order in 1/p; the numerator cannot be of order higher than the 
second. Thus, the most general representation of ea/ei is 


£5 ^ + dip + bi ^ ^ (p - pi){p - pg)^ 

p^ + atp + 62 (p - P 3 )(p - PaY 


where the roots p 4 . . . Pa are real quantities of dimension because 
it has been assumed that the networks contain only resistances and 
capacitors. 

The physical significance of this relationship is that for certain real 
values of p (corresponding to exponentially varying voltages and cur¬ 
rents) the ratio Co/e, can be either zero or infinite.^ However, only 
the pure imaginary values of p are considered in finding the phase 
response of the network as a function of frequency. As a further sim¬ 
plification, it may be noted that the equivalent low-frequency network 
has zero response at zero frequency and unity response at infinite fre¬ 
quency; the equivalent high-frequency network behaves in exactly the 
opposite way, having zero response at infinite frequency and unity 
response at zero frequency. Thus, for the low-frequency network, 


eo ^ p(p - P2) 
e* (p - Ps)(p - P4)' 


' {17a) 


* Two condensers are independent” if current loops can be so drawn that only 
one passes through each of the condensers. This ensures that the determinant of 
eo^cients in the loop equations is a polynomial of the second order in 1/p, since 1/p 
occurs twice on the principal diagonal, 

* Bode, vp. eit,f pp. 28-30. 
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and for the high-frequency network, 

£2 ip Pg) 

p2 (p - ps)ip ~ Pi) ^ ^ 

Finally, setting p = joj and making use of the fact that the phase 
angle of a product of complex factors is the algebraic sum of their separate 
phase angles, it is found that for the low-frequency network 


= + I + tan~i ■ 


— tan“ 


and for the high-frequency network 


= tan“ 


— tan“^ 


~ tan~^ 

‘P3 


tan-i 

-Pi 


In computing the phase response of such a network, it is necessary 
to find the roots that characterize it and to use them in connection 
with a single inverse-tangent curve (Fig. 9-5). This curve gives directly 
the phase shift of a single RC 

coupling network. The over-all „ 

phase response of the network or * 5 . 

of several such networks is the 3 X 

algebraic sum of these inverse- c45®-- 

tangent curves. Changing the » X 

value of pt is equivalent to adding ^ 

a constant to logio w and has the qo _,_ 

effect of moving the curve bodily 0.01 0.10 1 10 100 

along the logio w axis without «/p logarithmic) 

changing its shape. Any partic- ^-S.—Inverse-tangent curve. 

ular curve may be located by observing that at w = p„ ^ = 45 ®. 
The corresponding frequency, at which the capacitive reactance of a 
single network is equal to its resistance, will be called the central fre¬ 
quency. The design objective is now to produce a desired total phase 
response; this is done by successive trials, as will be illustrated in Sec. 9*7. 

Consider first the “phase-advance” network, so-called from its use 
in servomechanisms (see Fig. 9*6). 

For this circuit, 

e«_ Et _ 

e. 1 , „ ff, + 

(l/«x) + pc 

Then the phase response of the circuit will be given by 


(«BiC) 


+ rJ' 


( 20 ) 
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This expression as plotted in Fig. 9*66 has a maximum value at the 
logarithmic mean of the two roots — pi =» +I/CR 1 and 


~p2 


I (J^i + R2) 

R 1 R 2 C 


It may also be seen from Fig. 9*66 that the value of maximum phase 
shift is 



Fig. 9*6. —“Phase-advance** network, (o) Network; (h) phase response as a function 


of frequency. ^ = 10; - p. = - p. Vp,P, = ^ V^+d)- 

The maximum value of phase shift is equal to the difference of the 
two dotted curves at the center of the horizontal axis and is equal to 
twice the difference of either dotted curve fiom 45°. This result is 
generally useful in connection with linear 2?C-networks containing only 
one condenser. It may be noted that 



This equation may sometimes be used as a convenient way of determining 
Pft/pi in order to find the maximum phase shift; the right-hand side 
of the equation may be found from experimental gain measurements 
with and without the condenser (see Sec. 9*13). 

A typical low-frequency stabilization network is shown in Fig. 9*7a, 
The frequency characteristic of this network can be explained qualita¬ 
tively by considering the effects that occur as the impedance of one 
capacitance or the other becomes large with decreasing frequency. 
11^ ushal defflgn procedure is to let Ri and Ci be larger than Rt and 
C$ respectively. At the high-frequency end of the characteristic, Ri 
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has a considerably higher impedance than C 2 , and the characteristic^ 
determined largely by and Ca, starts as an inverse-tangent curve. 
As the frequency is decreased, the impedance of C 2 increases to the 
same order of magnitude as that of 12 1 . To the extent that the impedance 
of the section consisting of 12 1 , Ci, and Ct approaches a real quantity 
in this region, there is a tendency for the phase shift to return to zero. 
Finally, as the impedance of Ci rises to the order of magnitude of 12i, 
the response of the network approaches that of the part consisting of 
12i, Cl, and Bg, this response being another inverse-tangent curve. 



Fig. 9*7.—^Low-frequency stabilization network, (a) Network; (6) phase response. 


E! = 10, _ 10. 

Pi ^ Pt 


The equations for this network can be written 
122 


= 122 + 


12i + (1/pCi) 


_ ^ jgiCi filC,) 

^ Ri^CiCi 


The roots are, for the numerator, 


Pi - 0, p, = 
and, for the denominator, 



(23) 


(24a) 


(246) 
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If, in these expressions, the assumptions are made that Ct 

and Ri >$> Rt, the following approximate formulas are obtained: 

1 1 1 \ 
p2 = - P» = - ptt; P4 = - ptt- (24c) 

iClU2 itzL/i it 1^1 

Here p* and ps may be said to correspond to a phase-advance network, 
and Pi corresponds to the low-frequency limiting response. The phase 
response is then given by Eq. (18a). The phase-shift characteristic 
can thus be represented as an algebraic sum of three inverse-tangent 
curves or as the sum of a curve like that of the phase-advance network 
and an additional inverse-tangent curve (Fig. 9*76). In the central 
region of the characteristic the phase is relatively constant with respect 
to frequency. In the design of a three-stage amplifier the average 


Analogue of phase- 
advance network 



Fig. 9*8.—High-frequency stabilization network, (c) Network; (b) phase response. 


phase shift in this region should be kept somewhat less than 60° in order 
that the response for three such networks will be less than 180°. 

Similarly, the network, equivalent at high frequencies to that shown 
in Fig. 9-4a can be considered to be mathematically equivalent to the 
series-shunt circuit (fpC,) plus a circuit analogous to the phase-advance 
network, which may be called a phase-retard network. This equivalent 
circuit is shown in Fig. (9-8a). In calculating the response of the 
equivalent high-frequency network, a similarity to the low-frequency 
network may be noted. If the components in Fig. 9-7a are renamed by 
substituting Vp for C. for Ce, R% for 22i, and Cs'for (7i, the fesult is 
found to be the same as for the equivalent high-frequency network, except 
that the input and ground terminals are interchanged. From this 
it can immediately be seen that the sum of the responses of the high- 
frequency network and the renamed low-frequency network is unity; 
for if at any frequency the response of the high-frequency network is 
2t/{Zi + Za) (where Zi Vp and Zj is the impedance of the network 
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C„ R», Ct), the response of the renamed low-frequency network is 
Zi/{Zi -f Zt). Therefore 

£2 - 1 _ p(p - pt) _ 

ei (p - pz)ip - Pi) 


where the pi’s may be found from Eq. (24) by renaming the terms. In 
particular, from Eq. (23), 


£0 

ei 


1 


^ R,C, R»c) 


+ P GaC, + r/c. rIcJ 


+ 


1 


RzCt^pC, 


(25o) 


1 ^ fiaCa 

rpC. (p - P3)(p - Pi) 


Subject to the 
mately 


approximations R» rp, C, « (U, the roots are approxi- 


Pi = 
Pa = 
Pi = 


_1 

RiCi 

1 

Rzc: 

1 

TpCi 


(25b) 


SAMPLE DESIGNS OF COMPUTER AMPLIFIERS 
Three computer amplifiers that have been designed for inductive 
loads and one for a resistive load ^vill be discussed here. The reason 
for the emphasis on inductive loads is that several types of computer 
use angle resolvers^ whose input impedances are chiefly inductive. 


Table 9-1.—Data on Resolvers 


Manufacturer. 

Arma Corp. 

Bendix Pioneer 

Serial No. i 

Dwg. No. 213044 

XD-759642 

Weight, lb. 

5 

1 

Stator reactance (400 cps), ohms. 

Stator-to-rotor voltage ratio (rotor open-cir- 

j5000 

jSOOO* 

cuited). 

1.0 

0.9 

Maximum voltage on stator (400 cps), rms... . 

» 100 volts 

« 60 volts 

Corresponding “saturation current,” ma. 

20 y/2 

20 v5 

Peak deviation from linearity of rotor voltage 

Approximately f 

Approximately t 

with respect to stator voltage (as fraction of 
max. output), %. 

0.15 

0.15 


* EfTeotive series resistsnoe 600 ohms. 

t These figures are subjeot to variation, dependent upon the method of measurement* The values 
given are eonservatave. 


^ Vol. 17, Chap. 10, " Rotary Inductors,” Vol. 21, Chaps. 19 to 21 (uses of resolvers), 
Radiation Laboratory Series. 
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Pertinent data on two types of resolver are given in Table 11*1. It 
was arbitrarily decided to let the resolver stator be the primary winding 
and its rotor be the secondary or output winding. It can be seen (Table 
9 * 1 ) that within the specified region of operation, the magnitude of 
rotor output voltage varies almost linearly with the magnitude of stator 
input voltage. 

In the design gf these circuits, electrolytic condensers are used to 
bypass cathode and screen impedances but are not used for interstage 
coupling because of the effect that d-c leakage through the condenser 
might have on the grid bias. The maximum value of coupling capaci¬ 
tance used is limited to 0.1 tii because of the physical size of paper- 
dielectric capacitors of this value. In a great deal of aircraft equipment, 
electrolytic capacitors can not be used at all because they do not meet 
specifications for high-altitude operation. 

94. Single-stage Drivers. The Cathode Follower ,—^This simplest 
one-stage feedback amplifier has been used extensively as an impedance¬ 
changing device, but the employment 
of reactive loads requires special de¬ 
signs. A typical a-c cathode-follower 
circuit is shown in Fig. 9*9. 

The input impedance can be calcu¬ 
lated by methods similar to those of 
Sec. 9’1. The input capacitance is 
equal to Cgp + [(ct — ek)/e,]Cgk and is 
approximately equal to Cgp, The 
resistive component of input imped¬ 
ance (in parallel with this capacitance) is Iiy[e^/{e^ — 62 )]. If the 
current in Rg is neglected relative to the cathode current in comput¬ 
ing e*, the quantity [ 6 ,/(e, — € 2 )] can be easily calculated. The gain of 
the cathode follower is 


+ 



Fig. 9*9.—A-c cathode follower. 


e* 


and 


Therefore, 


1 4. i ^ -_ 

' ^ M ^ gURi + R2) 

e* _ Rt 

e* Ri + Rt 


1 


1 -- 1 - 

c,- 


Rt 


(*■+*•) ['+;+».‘(srVs.j] 


(26) 
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if and gm{Ri + ^ 2 ) A nonresistive cathode impedance Z* 

could be substituted for Ri + Ji 2 without invalidating the derivation of 
eh/ci provided that the d-c levels are properly maintained. In this 


1 +~ + 


-1* = 1 + . (27) 

The limits of linear operation of a cathode follower are determined 
by the grid current and cutoff characteristics of the tube. These limits 
can be calculated by the use of the preceding equations. If it is assumed 
that the voltage Cgk = Ct — c* has the limits 0 (corresponding to grid 
current) and Coo (at cutoff), and if the region of a-c operation is chosen 
so that these limits are reached together by the positive and negative 
peaks of the grid-cathode waveform, then the maximum output is given 

by 

j(^)m»x _ _1_ 

M OmZk 

Since the rms value of 


(^(/A:)m»* — 


2 V2 


then, finally, the maximum rms output is given by 


|(CA;)iiuu| 


2\/2|i + -^ 

|m gmZk 


''V _ 

2V2\l+f' 


The value of used for a reactive load will be different from that for a 
resistive load, for in the former case the load line is an ellipse and the 


^ See, for example, F. E. Terman, Radio Engineering^ McGraw-Hill, New York, 
1937, p. 121. 



350 LOW-FREQUENCY AMPLIFIERS WITH STABILIZED GAIN [Skc. »-5 



Fig. 9* 10. —Single-stage driver. 


nearest approach to cutoff will be at a value of ep less than the plate 
supply voltage. 

It is often undesirable to use an ordinary cathode follower for 
driving an inductive resolver because the linearity of the stator-to- 
rotor transfer characteristic is affected by magnetic saturation; more- 

over, unless resonant tuning is used, 
2 h the tube must supply a direct current 

^Satorf at least as great as the peak alternating 

current in the inductive load. For 

. cases where the desired range of oper- 
lelectrolytici r • • x x x 

ating frequencies is too great to per¬ 
mit such tuning, the circuit of Fig. 
9-10 which was designed for use with 
the Arma resolver (Table 9*1), can be 
used. To make use of the tetrode 
characteristics of a tube such as the 
Fig. 9* 10.—-Single-stage dnver. ^ necessary to bias the screen 

from a relatively high-impedance source and condenser-couple it to the 
cathode. The cii cuit shown in Fig. 9* 10 satisfies these conditions because 
the inductive load itself has the high a-c and low d-c impedance neces¬ 
sary for screen bias. The d-c screen current flowing through the load 
is less than 6 ma and does not produce serious saturation. 

For this circuit ihe maximum deviation from linearity of peak a-c 
voltage across the load with respect to peak a-c input voltage was 
measured as 0.08 per cent of maxi¬ 
mum output up to an output volt- i 

age of 60 volts rms. However, Resolver sfatori 

changing tubes, especially changing BfocWng condenser ^ 

from one make of 6V6 to another, Z " ’' 

changed the gain by ± 0.25 per cent. ^ ^ ^ 

A single stage with plate-to-grid —t—AAA/-♦- 

feedback can also be used to drive 

an inductive load as is shown in ,r j 

Fig. 9*11. In this circuit the plate ~ 

current flows through the inductor; ^ 
and because it may saturate the 

core, the maximum output voltage is correspondingly limited. The 
analysis of resistive-mixing feedback in Sec. 9*2 is applicable to this 
circuit. Compared with the modified cathode follower shown in the 
previous figure, it has the disadvantages of lower input impedance and 
increased sensitivity to tube-parameter variability. 

9-&« Driver with Pa8h<-puU Output Stage and Regeneration within 
the Loop.—The circuit in Fig. 942 was designed to drive the stator of an 


Resolver stator « 

c 

Blocking condenser ^ 


Fig. 9*11.—Single-stage driver with plate- 
to-grid feedback. 
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Arma resolver (Table 91). Cathode feedback was employed, and a 
pentode was therefore used in the first stage to secure a high amplifica¬ 
tion factor. The design procedure for this amplifier was largely experi¬ 
mental, both with regard to antioscillation measures and with respect 
to maintaining constancy of gain with tube change. The 0.001-/if con¬ 
denser across the otitput transformer was used to suppress oscillations; 
it prevented the high-frequency response from falling off too rapidly 
with increasing frequency. The 2.2-kilohm resistor and the 0.05-/if 
condenser provide a low-Q tuning for the load. The feedback from the 
transformer secondary to the right-hand grid of the output stage is 
regenerative. The bleeder determining how much signal is fed back 
was adjusted so that the output stage, disconnected from the pentode, 
was just on the threshold of oscillation, thus providing an over-all gain 
very near to unity. The decrease in the linearity of the regenerative 
stage of the amplifier was offset by the increase of gain; thus the linearity 
-►400V 



(and constancy of gain with respect to tube changes, etc.) with the 
over-all negative feedback was not impaired (see Chap. 10). Since 
the over-all feedback factor was unity, infinite gain without negative 
feedback would be needed for unity gain with the negative feedback. 
If exactly unity gain is not an important consideration, more sym¬ 
metrical push-pull action can be obtained by reducing the regeneration; 
this can be done without appreciably sacrificing constancy of over-all 
gain. 

The observed performance of the circuit was as follows: The differ¬ 
ence between output and input voltages was less than 0.03 volt up to 
an output voltage of 70 volts rms. This figure includes the effects due 
to substituting tubes whose parameters vary over the entire range per¬ 
mitted by the manufacturing tolerances. 

Two-stage Detver fob Inductive Load without Tbansformeb 

Output 

9*6. General Considerations. —^The object of designing this circuit 
was to reduce the weiid^t in comparison with the amplifier shown in 
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Sec. 9*6 and to analyze more thoroughly the conditions for preventing 
oscillations. In order to save weight, miniature tubes were used, and 
the load, a Bendix resolver (Table 9-1) especially designed for light¬ 
weight applications, was condenser-coupled rather than transformer- 
coupled. 

The circuit type of Fig. 91c was chosen, and the accuracy require¬ 
ment set at ±0.1 j)er cent probable variation in over-all gain (and 
±0.001 radian in phase) with respect to replacement ol all components. 
This requirement seemed realizable because a loop gain Gfi of 300 to 500 
can be obtained with two stages if iS = 1; the approximate variation of 
Qm (the largest source of error) is ±30 per cent, and feedback could 
reduce the effect of this by a factor of approximately l/)8a. 

The circuit was designed to give a maximum output voltage of 
between 10 and 40 volts rms. The supply voltage, tube type, and load 
determine this, and the voltage scale of the computer was to be chosen 
accordingly. It was assumed that the first stage would employ a type 
6AK5 and the output stage a type 6C4. The plate supply voltage 
was to be 250 volts, and the operating frequency was to be 500 cps ± 2 per 
cent. The tube-parameter tolerances, as given in the JAN specifica¬ 
tions, are shown in 'Fable 9*2. In many cases it would be desirable to 
supplement these with additional tube data relating more directly to 
circuit design.^ 


Table 9*2.— Excerpts from JAN Specifications* for Types 6AK5 and 6C4 Titbes 


Charac¬ 

teristic 

6AK5 under operating conditions 
of ept =* 120p, eoi * — 2p, and 

egt == 120f; 

6C4t under operating conditions 
of ep =s 250v, and eg =» --8.5p 


Min. 

Max. 

Min. 

Max. 


0 

—0. lOjtia 

0 

—•1.5 jua 


3.0 ma 

12.0 ma 

6.5 ma 

14.5 ma 


0.8 Tna 

4.0 ma 



*Qt 

3500 Minhos§ 

6500 ftmhos 

1750 Minhos 

2650 /iHihos 


* lasued November-December 1944. 

t Maximum allowable value of €p (according to aupplement of Mar. 30, 1945): ISOv, dealgn«center 
value. 

t The maximum recommended value of grid-leak resistor is 0.25M with 0xed bias, l.OM with cathode 
bias. 

I Reduction of heater voltage to 5.7 volts causes a reduction of gm of 15 per cent. 

9«7. Design of the Output Stage. —A schematic diagram of the output 
stage is shown in Fig. 9‘13. It incorporates cathode bias, condenser- 
oouidii^ to the load, and an additional condenser C* to increase the 


1 See Cbsp. 11. 
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apparent load impedance by parallel-resonant tuning. Cathode bias 
was used because it permits a large grid-leak resistor (Table 9-2) and 
because it stabilizes tube parameters with respect to tube replacement 
and heater-voltage variation. In the complete amplifier the tuning 
condenser Ca. does not appreciably affect the current through the resolver 
stator for a given input voltage, since the voltage feedback makes the 
voltage across the load nearly equal to the input voltage throughout 
the operating range of the circuit. This condenser extends the operating 
range of the amplifier. Parallel-resonant tuning has the disadvantage 
of increasing the variation in phase shift that is produced by variation 
in the values of capacitance or of stator impedance, but it will be seen that 
this is not a serious difficulty. 



Fig. 9*13.—Output stage of driver. 


In order to find the variations in load impedance and in phase shift 
that might occur, the variations in the load circuit parameters were 
calculated. Measurements of a typical resolver-stator impedance 
showed a variation of 15 per cent over the temperature range —60® to 
-|-80®. The values of the stator impedances at room temperature for 
all the units measured varied as much as ± 12 per cent from their mean; 
but if condensers were individually selected to tune each resolver, this 
effect could be almost nullified. The average value of stator impedance 
at 500 cps was 600 -|- j‘6500 ohms. The maximum variation in capacity 
of condensers of the sort to be used was ± 10 per cent apart from tem¬ 
perature-dependent changes. As a working assumption, the variation 
to be expected in the LC product will be taken to be ±15 per cent. 

It must be determined whether this range of variation of the LC 
fooduct can lead to an undesirable phase shift through the amplifier 
or can make the maximum output voltage too small because of the 
reduced load impedance. The impedance of a parallel-resonant circuit 
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in which the resistance R is in series with the inductance is given by 



R^ + 

(co7?C)2 + (co^LC - 1)^' 


X 1 


<t> = tan 


R 


tan-^ 


u)RC 

1 - «2LC* 


Sample values of \Z\ and 0 can be calculated to show the effect of com¬ 
ponent variations. Suppose that 

(a = 3140 radians/sec (f = 500 cps), 

R = 600 ohms, 

1 / = 1.1 henrys, 

C = 0.092 /uf (selected so that cd^LC = 1). 

For the expected variations of L and C the corresponding values of 
\Z\ and <t> are as follows: 



L ^l.lh 

L and C each 

L and C each 


C = 0.092 

increased by 7 % 

decreased by 7 % 

\Z\ 

20,300 ohms 

15,700 ohms 

i 15,700 ohms 

4> 

-10** 

-48** 

1 

hO 

QO 

o 


Even though the phase angle corresponding to an increase of 7 per 
cent in both L and C is 48®, the phase shift from the grid to the output 
terminal under this condition will be considerably less than 48® because 



Fig. 9'14. —Triode circuit with condenser coupling to resistive load, (a) Circuit; (6) 

operating lines. 


the output impedance of the tube (nearly equal to rp if i?* is sufficiently 
well bypassed) is smaller than the load impedance. Since feedback 
can reduce the phase shift by a factor of approximately l//3Ct, a loop 
gain /set of 500 will suffice to keep the phase shift with feedback* below 
0 . 1 *. 

It is necessary to choose the best value of d-c plate-load resistance; 
for tiiis purpose the following derivation is helpful. For a triode amplifier 
whose plate is condensOT-coupled to a resistive load of resistance large 
«iou^ so that the output voltage is not limited by plate dissipation 
(Mg. 9*14), there is a value of the d-c plate load reedstance Si foi; which 
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maximum output voltage can be obtained without exceeding a given 
distortion. This value and the corresponding output voltage can be 
calculated roughly by means of an analysis based on idealized tube 
characteristics. The procedure will be to state mathematically that 
the positive and negative voltage swings at the plate, measured from 
the quiescent voltage, are equal and are limited by cutoff and grid 
current respectively (Fig. 9-146). This condition, together with the 
tube characteristics and component values, determines the operating 
line and the output voltage for the tube. Maximizing the output 
voltage with respect to R\ gives the desired value of Ri, 

I^et V = d-c plate supply voltage, 

E == d-c plate voltage, 

I =* d-c plate current, 
e = instantaneous plate voltage, 

€i = plate voltage at Cg = 0, 

62 ~ plate voltage at cutoff, 
i — instantaneous plate current, 

Rl load resistance, 

P __ RiRh 

{R, -h Rl) 


The value of e at cutoff is 

62 — -E IRi, 

(30) 

The value of 6 at 6^, = 0 (assumed to be the grid-current point) is given 

by the tube characteristic 

rp 

(31) 

and the equation of the a-c load line 

e- E = ii- IK-Bt). 

(32) 

Solving-for ci, 

E -hlRt 

rp 

(33) 


If the positive and negative voltage swings from E are equal, 

6i = if — IR%, (34) 

By eliminating 6i from Eqs. (33) and (34), a relation between E and 1 
can be obtained. Combining this with the d-c relation 

E =“ Epp — lUi, 

it is possible to solve for I and to compute the peak output swing 

^ TR%» 


( 35 ) 
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The rms output is then ep«k/\/2, or 


Crum 


^pp 

V2 


E, 


2 V2 


1 X — X 

Hi ^ Tti 


1 x£p x!iL x^ 

^ ^ 2Rl 


Maximizing the rms output with respect to Ri gives 

R\ = y/^TpRi, 

and 




2 a/2 


1 + — 4- 
^ Rl^ 


4 


Rl 


(36) 


(37) 

(38) 


This derivation may be generalized to take into account nonlinear 
characteristics: If the negative plate swing is a times as great as the 
positive swing, the equations become 


and 


Rl = V(1 "f cl)TpRl 


(^iiis)inu ” 


2-\/2 


1 + 




(1 + a)Rh 


(39) 

(40) 


To estimate the maximum output voltage, 18,000 ohms can be 
used as the average value of |Z|, and Vp set equal to 10,000 ohms. Accord¬ 
ing to the treatment for a triode, if the departure of Z from a pure 
resistance is neglected, Ri can be selected equal to 


VZ X ISK X lOiC = 19K « 20,000 ohms. 

The output voltage to be expected can be found approximately from 
Eq. (38): if B**" = 250 volts, 


(^out)rttui “~ 


250 volts 

2 V 2 


88 volts 


1 + — 


O 


1 + 0.66 + 1.05 


= 35 volts rnis. 


In Fig. 9-24 this value is compared with experiment. 

The d-c and a>c load lines for a 6C4 are shown in Fig. 9-15a. The 
i^[>proximate optimum bias is found to be —7 volts; the corresponding 
d>e plate voltage is +170 volts; and the plate current, 5 ma; hence the 
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cathode resistor should be 1500 ohms. The plate dissipation is 0.86 
watts (see Fig. 9-16). A S.O-pif electrolytic condenser, for which 

^ = 64 ohms at 500 cps, 

may be used to bypass the cathode. The preliminary design of the 
output stage is shown in Fig. 9-156.^ 


+250 



(a) 

Fig. 9*15. —Operation of 6C4 output Htage. 



Fig. 9-16.—Type 6AK5 characteristic with tolerances. 

9*8. Design of Pentode Stage. —^Table 9*2 shows that the expected 
variations among 6AK5’s are somewhat greater than among 6C4’s. 
Moreover, a maximum plate voltage is specified for the 6AK5. In 
selecting electrode voltages it is helpful to use characteristic curves 
that indicate the tolerances ot tube performance (Fig. 9*16). From 
the plate-current and screen-current specifications on the 6AK5, it can 
^ See Appendix B. 
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be concluded that the spread of the tube characteristics is roughly 
equivalent to a change in grid bias of ± 1 volt. This restricts possible 
designs that use fixed bias, as can be seen from Fig. 9* 17a. This graph 
shows that a plate-load line drawn from a sufficiently large supply 
voltage will include undesirable operating regions for some tubes if the 
bias is —2 volts. For example, either the operating point will be near 
the ^'knee'^ of the pentode curves in the case of high-current tubes, or 
the plate voltage will exceed the absolute maximum rated value in the 
case of low-current tubes. (The value of 180 volts shown in Fig. 9T7 
is actually a design-center value, but it serves to illustrate the point.) 
Thus, there is a maximum plate-supply voltage at which a particular 


^300 



manufacturer 

(a) (6) 

Fiq. 9*17.—Tolerances and selection of plate load, (a) Type 6AK6 characteristic; (b) 
amplifier with bleeder resistor. 

fixed bias can be used. If it is desired to operate the tube at fixed 
bias and to use a higher-voltage plate supply than this, the plate resistor 
can be replaced by a bleeder from 5+ to ground (Fig. 9*176). 

In the design to be described in this section a cathode resistor will 
be used to stabilize the tube characteristics. For the stabilization of ip 
it is convenient to use the ip — eg diagiam together with the relation 
eg *= -"ipRk graphically expressed as a ‘‘load line^’ (Fig. 9*18a). It is 
seen that the spread of ip for different tubes is considerably reduced 
from the spread at fixed bias by the use of a cathode resistor of the 
proper value. The optimum value is determined *by a compi'omise 
between the fact that the plate-current stabilization is greatest for 
high Rk and the fact that the correlation between a fractional change in 
fj,, and a given fractional change in gm becomes less at low values of 
plate current. If linear characteristics are assumed (Fig. 9*186), the 
^^stabilization factor,'^ the ratio by which the ip spread is reduced, can 
be derived. Prom the geometry, {A — B)/B » (A/B) — 1 « gmRk> 
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B _ Atp OAthodU) biM ^ 1 

A ““ Aip fixed biM 1 + QmRk 


(41) 


This is an approximate measure of the reduction of the effect of tube 
replacement. Similar results are obtained when a combination of fixed 
bias and cathode bias is used. Analogous considerations also apply to 
variations of heater voltage (Sec. 10-5, Fig. 10*16). The objects of 
stabilizing ip are to keep the plate voltage within rated limits and to 
reduce the variation of Qm and therefore the variation of gain. Complete 



Fia, 9-18.—Stabilization of plate current by cathode resistor, (o) Mutual characteristics 
of several type 6AK5’s, Ep ^ E, - 90', E/ ~ 6.3', four different manufacturers; (6) 
idealized characteristics, A = spread of tp, with fixed bias, B « spread of ip with cathode 
bias. 


data on the g^rip correlation are not available; the curves of Fig. 9* 18a 
indicate the extent of variation. The variation in plate voltage is 
Ri times the ip variation, as is seen from the ip-ep diagram.^ 

The screen bias must also be considered. The criteria for the choice 
of the 6perating point are the maximization^ of g^/ip and the minimiza¬ 
tion of plate dissipation. Table 9*3 shows that other things being 
the same, the smallest values of ip/g^ (highest gain) are obtained at 
low screen bias and high (negative) grid bias. It would be desirable 
to obtain data on 6AK5's beyond the printed characteristics, but in 


^ There is a more elegant over-all geometrical representation of this. If the func¬ 
tion ip{fip,€t) for fixed screen voltage is represented as a surface in three dimensions, 
the Ohm’s law relations affecting Cp and eg may be represented by two load planes. 
(A. Preisman, Graphical Cmsiructions for Vacuum^tvbe Circuits^ McGraw-Hill, New 
York, 1943, p. 53.) 

* For given values of plate supply vedtage and d-c plate voltage, the gain of the 
stage is proportional to gm/ip* The reason for this is that the fixed drop across the 
d-c plate load is Epp — Ep *■ ipEhi And the gain is gmRc •• QmiMpp **" Ep)/ip. This 
assumes that Bi is the same for alternating current and for direct current,. 




860 LOW-FREQUENCY AMPLIFIERS WITH STABILIZED GAIN (Sfic. 9 8 


their abaence Eg^ is chosen equal to —3 volts, Eg^ =» 90 volts. . Since 
ip 1.1 ma, the cathode resistor will be 2700 ohms. The average 
screen current is 0.45 ma; the extent to which it will be stabilized with 
respect to tube variation by cathode bias is not known; the screen is 


H-250V 



^ ■ 0.4 ma 

+ 81V—W\r-+125v 
110k 

Thevenin’s theorem 
equivalent circuit 
for screen bias 


Fig. 9*19.—Preliminary design of pentode stage. 


biased from an 0.6-ma bleeder. If the operating Cp is to be 115 volts 
(the center of the permissible range) and S+ == 250 volts, the load 
resistor R\ will be (250 — 115) volts/1.1 ma = 123 kilohms « 120 
kilohms. Therefore the circuit assumes the form shown in Fig. 9*19. 


Table 9-3.— Value of ip / gm , for Type 6AK5 as a Function of Grid and Screen 

Voltages* 


Cc,j volts 

volts 

gmj /imhos 

tp, ma 

ip/gmy volts 

-1 

150 

9000? 

20.00 

2.20 

-2 

150 

7000 

14.50 

2.00 

-3 

150 

5000 

8.70 

1.70 

-4 

150 

3200 

4.70 

1.50 

-1 

120 

7200 

13.10 

1.80 

-2 

120 

4800 

7.60 

1.60 

-3 

120 

2800 

3.70 . 

1.30 

-4 

120 

1400 

1.60 

1.14 

-1 

90 

4800 

7.00 

1.46 

-2 

90 

2800 

3.00 

1.07 

~3 

90 

ISOO 

1.10 

0.85 

-4 

90 

400 

0.i5 

0.63 

-1 

60 

2700 

2.10 

0.78 

-2 

60 

1000 

0.40 

0.40 

-3 

60 

100? 

0 


-A 






* Voltages from data in RCA Tube handbook. 
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9*9. Constancy of Gain with Respect to Circuit Parameters.—The 
stabilisation factor [Eq. (41)] for ip and Bp is about 4.5, since 

QnJik « 1300 X 10-« X 2700 = 3.5, 

and the value of 120 kilohms can therefore be used for the load resistor 
without causing Cp to depart from the desired region. 

The sensitivity of over-all gain to component variation will now be 
calculated. The complete circuit at the present design stage is shown 
in Fig. 9*20. The d-c resistance of the resolver stator is 170 ohms, which 
is sufficiently small not to necessitate changing the cathode resistor of 
the first stage. If perfect bypass at 500 cps is assumed, the gain of the 
second stage may be expressed as fiZ 2 /{rp + Z2) where Z2 is the effective 
a-c load. 



Fig. 9*20.—Driver circuit with tentative resistance values. 


The gain of this stage, gs in Eq. (9), can be calculated without con¬ 
sidering the effect of the pentode stage. If Ci were zero, the cathode 
input impedance of the pentode would be l/pml actually the grid is 
varying more than the cathode, so that when the cathode rises, the 
current in Ti increases slightly. This corresponds to a negative con¬ 
ductance in parallel with the load. Its effect is small, however, for 
the conductance is gm{ek — cO/c* » —Qm/iOO using an experimental 
value of (cjfc — ei)/eh. Since pm = 1300 ^nihos, this is a negative resist¬ 
ance of —300/(1300 X 10~®) ohm or —230 kilohms in parallel with the 
18-kilohm load. Since the 20-kilohm plate resistor is in parallel with 
this, the a-c load impedance is the parallel combination of all three of 
these resistances, or 10 kilohms. Using Vp « 10 kilohms, the gain of the 
second stage is 


& 


Tp + Zt 


16 X 10* _ « 
10 * + 10 * 


( 42 ) 
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The expressions developed for cathode feedback in Sec. 9'2 can now 
be applied. In this circuit j9 « 1. Equation (9) then assumes the 
form 



1 + lA 

9*V 



(43a) 


where jS * feedback ratio 

g * amplifier gain with feedback, 

96 ~ gain of second stage, 

Ri = a-c load of first stage, 

9m — variational characteristics of first stage. 

There is an additional network not considered in the previous analysis, 
namely, the screen-biasing circuit coupled to the first cathode. If the 
fixst cathode resistor could be considered as completely bypassed, this 
would merely be a high impedance in parallel with the load and as such 



Fig. 9*21.—Pentode stage with unbypassed cathode resistor. Arrows indicate direc¬ 
tions of currents in plate and screen circuits assuming €% and ejt positive. 

could be neglected. If the first cathode is not bypassed, additional 
terms are introduced into Eq. (43a), which then becomes 

where is the Th^venin’s-theorem equivalent screen-biasing resist¬ 
ance. The origin of the two new terms may be clarified by reference 
to Fig. 9-21. The feedback holds ct at nearly its former value, but the 
plate current and the current through now flow through Ru, changing 
the output voltage accordingly. In this case, by choice of Rg^ and R^, 
the oveivall gain can be made to center at unity rather than at some 
smaller value, althou^ the sensitivity to 9»> gm, and n will not be decreased 
thoreby. 

Su^tituting circuit values in Eq. (43a), 



1300 8 


H- 

8\13C 


1300 ^ 1.3 X 160, 


)• 
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Now, although both the exact tolerances of m and and the correlation 
of gm with ip are unknown, it can be seen that the term 1/(8 X 1300) is 
relatively negligible, and the expression may be written as 

i _ 1 « _1_ + JL. 

S 1300 ^ 1660 

Even if each of these quantities is subject to a 40 per cent variation, 
the variation in l/g will not exceed 0.1 per cent. Therefore the loop 
gain seems sufficient. 

9*10. Stability Against Oscillation.—The loop gain that is important 
for this problem is found by breaking the loop between the first and 
second stages, and holding the first grid at a-c giound.^ In this case 
the second stage is operating into the low input impedance at the cathode 
of the fiist stage. This input impedance is affected by the screen circuit 
as well as by the plate circuit; it is 


1 

gm^ + gu 


1 

1300 + 500 


X 10* ohms 


650 ohms. 


The gain of the second stage therefore may be expressed roughly as 

+ gi2)y 

where gm = grid-plate transconductance of the first stage, 
gi 2 = grid-screen transconductance of fiist stage, 
gm^ = transconductance of second stage. 

The loop gain is the product of this quantity and the cathode-to-plate 
gain of the pentode, the latter being approximately gmRi^y where Rl^ is 
the load resistance of first stage. Hence, if both cathodes are bypassed, 
the loop gain is 



1 +^ 

9v., 




(44) 


It is also this factor which determines the reduction of extraneous 
voltages (J5+ ripple, for example) by the circuit. 

Experimentally, the gain from the'second grid to the first cathode 
with the loop open was found to be approximately one, in fair agreement 
with the predicted value 2000/1800. The loop gain with the loop open 
(experimentally) was about 100, and the predicted value was 


2000 

1800 


X 120 X 1.3 = 170. 


The experiments mentioned were done with a 4-/if bypass capacitor in 
each cathode circuit. 

* If the driver is used in another loop, however, the potential of the first grid will 
vary depending on the effect on it of the output through this lo<q>. 
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Now that the loop gain at 500 cps is known, the next step is to con¬ 
sider shaping the response at higher and lower frequencies. (It is 
naaiimftH for the present that the observed gain will suffice to reduce 
the effects of component variations.) Experimental curves of loop gain 
(amplitude and phase response) are shown in Fig. 9-22. The con- 




10 10 * 10 ’ 10 * 10 *' 
Frequency in cps 


Fig. 9*22.— (a) Amplitude response of resolver driver with loop open; (h) phase response 
of resolver driver with loop open (experimental points). 


denser values used are screen bypass, 4 first-cathode bypass, 0.5 /if; 
both coupling condensers, 0.1 pif; second-cathode bypass 5.0 /xf. It 
will be shown later that these values are satisfactory. The circuit 
tested was thus similar to that of Fig. 9-23. At low frequencies the 
circuit is like an LC-network and at high frequencies like an Jf?(7-network 
(whose phase shift approaches 90®), hence the different slopes at,high 



FiOk 9’23.—Final design of resolver-stator driver. All resistors i watt unless otherwise 

indicated. ^ ^ 

and low frequencies of the curve in Fig. 9'22. The frequency at which 
the T« 3 oiver-stator inductive reactance equals 600 ohms, which is the 
value of its resistance at 500 cps, is given by 2ir/ « R/L, f * 600/7 « 80 
cps. On the low-frequency side, unity gain is reached at about 30 cps 
(Fig* 9*22a). The frequency at which the BC-coupling network has 
45 ^ phase shift is / » l/2riZ(7. If R ^ 0.51 megohm, and C ^ 0.05 iitf 
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/ as 6.4 cps. Thus the phase shift of the coupling network is effective 
only at frequencies at which oscillation cannot occur. The rest of the 
condenser values are also satisfactory in that it appears unlikely that 
any 180® phase shifts will occur within the region where the loop gain 
is unity or heater. 

A method of determining the approximate values of bypass con¬ 
densers is to select them so that their maximum phase-shift contributions 
occur at different frequencies.^ If a 2.0-Mf condenser is used to bypass 
the screen, the approximate frequency at which this produces maximum 
phase shift is 

1 _ 1 

2irCr,, 2ir X 2 X l0-« X 30,000 ~ ®P®> 

where it does not particularly influence the possibility of oscillation. 
(The screen variational resistance is The approximate effect of 

the cathode /2C-circuits may be seen with the aid of a family of curves 
showing the falling off and phase shift in output voltages at low 
frequencies in a resistance-coupled amplifier.® The maximum phase 
shift caused by a phase- advan ce network (to which each of these is 
equivalent) is 2 tan~^ VPiTpi “ 90® [Eqs. (21) and (22), Fig. 9-6]. 
It is found experimentally by measuring the gains with the cathode 
condenser removed that the ratio 
of (P2/P1) = (p2Al)«/(C2/Cl)o = 4 
for the tiiode and f for the pen¬ 
tode. The corresponding phase 
shifts are 37® and 12®. The 
choice of a 5.0-iuf condenser to 
bypass the second cathode resistor 
puts the maximum phase shift of 
that network at about 

(2irX 1500X5X10-*) 

The phase-shift effect of the first cathode network may be put at a higher 
frequency, since the smaller maximum phase shift makes it possible to 
put the curve nearer to 500 cps without producing much phase shift or 
attenuation at 500 cps. If, for example, the value of RC is made to 
correspond to 100 cps, 

^ “ stir X 100 X 2700 X ^ 0.6 4. 

^ The process of staggering networks is treated by Bode, op. city pp. 514-517. 

® F. £. Terman, Radio Engineern* Handbook, McQraw-Hill, New York, 1948, p. 858. 

*Ibid., p. 859. 



Fig. 9*24.—Fractional error voltage as a 
function of output voltage of second stage. 
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In these calculations, use has been made of the approximation that the 
maximum phase shift of the equivalent phase-advance network is at a 
frequency l/(2vRkCk ); actually this is the central frequency of one of the 
inverse-tangent curves, but for small phase shifts the error is not serious. 

The final circuit design then assumes the form shown in Fig. 9-23. 
The difference between input voltage and output voltage may be meas¬ 
ured by means oi an oscilloscope, and the ratio of the peak value of this 
voltage to the peak value of the output voltage is plotted in Fig. 9*24 
as a function of output voltage. Most of this difference voltage, in the 
region ^bove 20 volts output voltage, corresponds to distortion resulting 
from cutoff of the second stage. 

Up to an output voltage of 20 volts rms this amplifier approximately 
satisfies the original specifications. The fractional difference between 
output voltage and input voltage is 0.002; for this quantity to vary by 
0.001, variations in component values must combine to produce a frac¬ 
tional variation in gain of at least i. The phase-shift condition is approxi¬ 
mately satisfied, for even a loop phase shift of 48° (calculated for values 
of L and C at the extreme limits of the tolerances prescribed) would 
produce an over-all phase shift of only 0.002 sin 48° radian, or about 
0.08°, as compared with the requirement of 0.06°. 

Three-stage Ampufier for Resistive Load 

9*11. General Considerations.—In the design of this amplifier it is , 
desired to increase a voltage by a factor that will be adjustable about a 
mean value of 4.5 and that will remain constant to within ±0.1 per cent 
with respect to component variations. The input voltage is available 
from a relatively low-impedance source, and in order to save weight it is 
desired not to use transformers. A three-stage amplifier with resistive 
mixing is to be used (Fig. 9-la).^ The amplifier is to use miniature 
tubes. It is required to operate linearly to as high an output voltage 
as is possible with a given plate supply voltage. 

Before selecting the tube types to be used, the loop gain necessary 
for the desired degree of constancy of over-all gain must be considered. 
For the purpose of calculating the loop gain fid required, it is assumed 
that the loop gain will vary by ±40 per cent as a result of all component 
variations (±12 per cent peak variation for each stage). This assump¬ 
tion means that half the difference between the extreme values of 
l/fiCt, corresponding to the ±40 per cent variation of d about a value Cto, 
must be 0.001 or less. This is expressed mathematically as follows: 

»skKra - n) W.- 500. (46) 

^ By variation of the mixing re8i8tancell^, the circuit may also be used lor muitipU- 
eation or division with low output impedance. 



Sec. 912] 


DESIGN OF INDIVIDUAL STAGES 


367 


The voltage fed back to the first giid is 1/5.5 times the output voltage 
of the third stage, this attenuation being characteristic of resistive 
mixing; for if the ratio RbIRa =» 4.5, the voltage at the first grid will be 
4.5/5.5 times the input voltage plus 1/5.5 times the output voltage. 
Therefore the gain of the amplifier from first grid to third plate must 
be about 5.5 X 500 *= 2750. If it is assumed that three similar stages 
are used, the gain of each would be -^^750 « 14. This gain can prob¬ 
ably be realized if three 6C4’s (/x « 17) are used, as shown in Fig. 9*25.^ 
If the load resistances of the three amplifier stages are large compared 
with Tp, the stage gains will be nearly equal to /x and will depend more 



Fig. 9*26.—Schematic circuit of three-stage driver without stabilization networks. 

on M than on other circuit parameters; therefore the variation of /x with 
tube replacement and aging will be the principal source of error. Data 
on the variation of /x among 6C4’s are given in the JAN specifications: 
The limits are 15.5 and 18.5 for Eg = —8.5 volts and Ep = +250 volts. 
If the equipment is assumed to be calibrated for a mean value of 

M = 17.0 ± 1.5, 

the peak variation in /x per stage is then ±9 per cent. 

9* 12, Design of Individual Stages. —The first two stages can be 
identical, since they are both to operate at relatively low level. For a 
given plate current (limited by the permissible power drain from the 
plate supply) higher gain can be obtained at low plate voltage. Assume 
Ip ^ 1 ma, Ep « 30 volts, Epp = 250 volts. The circuit constants may 
then be determined. 

volts _ 220,000 ohms, an RMA value. 

^ 1 ma 

»Alternatively, a pentode output stage might be considered in order to increase 
the maximum output voltage. 
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If the bias is —2 volts, then JB* == 2 volts/1 ma == 2 kilohms. The 
operating point on the 6C4 characteristics is shown in Fig. 9*26. The 
size of the cathode bypass condenser must be determined with some 
care, because it influences the phase shift at low frequencies and hence 
the possibility of oscillation. The bypass condensers will be given the 
smallest values that will provide satisfactory gain for each stage; these 

may be altered later when the 
question of oscillation is con¬ 
sidered. The gain of a single 
triode stage is given by 



9i = 


Rl 


(46) 


Rz 


Fig. 9-26-- 


Plate volts 

-D-c operation of first and second 
6C4 amplifier stages. 


where Rl, the a^c load resistance, 
is the resistance of the parallel 
combination of Rs and R, (Fig. 
10-25) and is assumed for the pres¬ 
ent to be 160 kilohms. The 
equivalent circuit is shown in Fig. 9-la. The cathode impedance should 
be sufficiently small not to decrease the gain of a stage more than approxi¬ 
mately 6 per cent. The condition that the reactance of Ck/(/i -h 1) be 5 
per ctot of Rl is satisfied by 

M + 1 18 




uRl X 0.05 2ir X 600 X 150,000 X 0.05 


= 0.8 /if. (47) 


It may not be necessary to use this value of C* to achieve the desired 
gain, because the effect of Cit adds in quadrature rather than directly. 
The gain of each of these stages, with no cathode degeneration, will 1^ 
approximately 



17 


1 + 


10 

150 


« 16, 


(48a) 


where the values /t « 17, fp <= 10 kilohms are estimated average values 
at the operating point (Fig. 9-26). 

The output of the third stage is condenser-coupled to the precision 
reastor Ra (Fig. 9-25). Since the circmt operation keeps the first grid 
near zero a-c potential, the arc load line for the third stage has a dope 
corresponding to the parallel resistance of Ra and the d-c plate load 
The value of Rt for maxim um voltage output can be found from the 
expresdon^ R* * \/2rpRa, where fp « 10 kilohms. This -value of r. 


* See Sec. 0.7 for derivaikm. 
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is the estimated static plate resistance along the zero-bias line, since it is 
this quantity which enters into the derivation for maximum output. 
The value of Rb is determined by the availability of hi^-resistance 
precision wirerwound resistors. In this design the values Rji — 100 



Fig. 9-27.—Preliminary design of three-stage driver exclusive of stabilization networks. 


kilohms and Rb = 450 kilohms were chosen tentatively, although it 
might be possible to use higher values and thereby inc rease the output 
voltage. The value of J?4 is then \/2 X lOk X 450fc « 100 kilohms. 
The d-c operating conditions are 
shown in Fig. 9*28. A bias of about 
— 7 volts (arrived at by drawing 
approximate load lines on the 6C4 
characteristics with the object of 
maximizing the plate voltage swing) 
seems desirable. This corresponds 
to a plate current of about 1.0 ma, 
and 72*6.8 kilohms. A cathode- 
bypass condenser of about 1 /uf will 
suffice for the third stage. The cir¬ 
cuit then assumes the form shown 
in Fig. 9'27. 

The values of grid-leak resistors shown are trial values and are likely 
to be changed subsequently in the design of the stabilization networks. 
The gain of the third stage will be approximately 



Plate volts 

Fio. 9*28.—D-c operation of third amplifier 
stage. 


14 


1 +^ 

III 


1 + ?^ 
^ 80 


11 , 


(486) 


the values ^ = 14, r, » 25 kilohms being estimated from Hie tube char¬ 
acteristics near the operating point as is shown in F4(. 9*28, and the value 
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Bi = SQ kilohms being the parallel resistance of the d-c plate load (100 
kilohms) and Rb — (450 kilohms). Therefore the expected over-all 
gain is (16)* X 11 2800, and the loop gain a is about 800 (54 db). 

9*Iff. Stability against Low-frequency Oscillation.—The frequencies 
at which the cathode-bypass networks produce maximum phase shift 
can be calculated approximately from the time constants RtCk. If the 
phase shift is small, the frequency of maximum phase shift is approxi¬ 
mately that at which one of the JfEC-networks involved produces 45® 
phase shift, that is, the frequency at which the reactance of the capacity 
Ck equals the resistance Rk- For the network RkCk, this frequency is 
given by the equation 

2TfRkCk = 1 . 

For the first two stages, 

^ ^'^k ^ 6:28'X 2000 X 1 X lO"* 

For the third stage, the corresponding frequency is about 25 cps. The 
ratio of the gain with the bypass condenser to that mthout the condenser 
determines the maximum phase shift resulting from each cathode-bypass 
network; this corresponds to the ratio 


r-O 

of Eq. (22). 

This gain ratio may be found from Eq. (46) for the gain of a triode 
amplifier with cathode impedance Z*: 

Zk = Rk at/ = 0, 

Zjb = 0 at/ = 00 ; 

therefore, 

(8l)/"co -- 1 4 . ( m + l)fiA> 

( 80/-0 Rl + Tp 

For the first two stages this has the value 



for the third it is 


1 j- 18 X 2k ^ - 20. 

* i 1 toi- I ml. “ 


1 + 


160* + 10* 

15 X 6.8* 
80* + 26* 


1.97. 


The corresponding maxim um phase shifts, which in Eq. (21) are given 
hy 4m 2(tan^^ VpiTpsi — 45®), are 6.6® for each of the first two stages 
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and 16® for the third. The reductions in gain make the remaining 
stabilization problem somewhat easier, however, for they produce an 
attenuation of 1.97(1.22)2 = 2.9 at very low frequencies without pro¬ 
ducing an appreciable phase shift. Thus it can be considered that the 
loop gain that must be reduced to unity by the coupling networks at 
low frequencies is approximately 600/2.9 « 170. At high frequencies 
the corresponding figure is 500. 

In stabilizing the amplifier at low frequencies it should first be deter¬ 
mined whether or not the desired response can be obtained with coupling 
networks, each consisting of a single resistance and capacitance. To save 
weight no coupling capacitor greater than 0.1 yi will be used. According 
to the RCA Tube Handbook the grid resistor should not exceed 1.0 
megohm. In order to see if the desired response can be obtained in this 
way, the phase response of the respective RC coupling networks can be 
plotted and the freciuency found at which 180® phase shift is obtained. 
It can be assumed that the low-frequency limit is determined by a time 
constant of 0.1 sec resulting from one coupling network whose constants 
have the maximum values given above. It is also assumed that the-other 
coupling networks will not decrease the gain at 500 cps by more than 
5 per cent. By a straightforward application of network analysis, the 
central frequencies fi of the other networks can be found. 



where /i == l/2irjKC. Figure 9*29 shows the phase response of the loop 
in the case where a phase shift of 45® occurs at 150 cps for two of the 
coupling networks and at 1.6 cps for the third (corresponding to = 1 
megohm and C = 0,1 /nf)- The over-all phase shift other than that of the 
phase advance of the cathode-bypass networks reaches 180® at/ = 12 cps; 
at this frequency the attenuation is approximately (tV^)* = 0.0064. 
This does not quite suffice to rcKluce the gain to unity, ^ since 

170(0.0064) = 1.1. 

Some small alterations of circuit constants might suffice to reduce 
this value below unity; however, to provide a larger safety factor addi¬ 
tional networks are used. The resulting design will therefore indicate 

2 Thk conolusion may also be reached by use of the formula in Terman, of, cif., 
p. 398. According to this expression a loop gain of 190 may be stabilized in this way. 
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how considerably higher gains may be stabilized. The introduction 
of a network of the type shown in Fig. 9-7 for low-frequency stabilization 
has the advantage not only of introducing an additional equivalent phase- 
advance network (which, as was shown, can attenuate without introduc¬ 
ing phase shift at low frequencies) but also of moving the low-frequency 
limiting time constant to a lower frequency. The reason for this is 
that in the stabilization network of Fig. 9*7, the low-frequency phase 
response is determined largely by RiC\ as shown in Eq. (24c); the limita¬ 
tion on Cl is still the same as for the single jRC-network, but Ri can be 
considerably larger, since it is not in the d-c grid-return path. 

If the circuit is designed with three such networks, full advantage 
will be taken of this effect. The values of R i and C i used are 5.1 megohms 



Frequency (cycles) 

Fio. 9*29.—Ph^ response of three-stage driver (loop open) with single JBC-coupling 

networks. 

and 0.1 iuf respectively, the resistance value now being limited only by 
possible leakage paths. The corresponding central frequency, l/2rRiCi, 
is 0.3 cps. The use of these networks affords the possibility oi adding 
three phase-advance curves to the limiting curve, which is determined 
approximately by the RiCiB. The design procedure will be to choose 
these three curves so that they add to give an over-all phase response 
that rises fairly rapidly to about 150^ phase shift (as the frequency is 
decreased from 500 cps) and remains m this vicinity until the limiting 
curve takes over and brings the phase shift to 180^ In this the'designer 
may be guided approximately by the phase-area theorem.^ This states 
that for networks whose gain changes from one fixed value at zero fre¬ 
quency to another at infinite frequency, the area imder the phase-shift 
curve is proportional to the gain ratio. The theorem is applicable to 

* Bade, «p. eit., p. 286; Tcffman, op. eU., p. 218. 
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phase-advance networks. In order to have a fast rise of phase angle 
with respect to frequency and to increase the phase area between 60 
and 600 cps, at least two of the curves should have effect near 600 cps. 
It seems desirable that the third have effect at lower frequencies. A 
further restriction is that the two precision resistors at the input gnd 
of the driver constitute part of the coupling network. This restricts 
the value of Rt for this network because of the other requirements 
on Rb (see Fig. 9‘26): that it have a high value in order to increase 
the mnyimimn output but that it cannot be higher than a conven¬ 
iently obtainable value for precision wire-wound resistors. The general 
nature of the desired phase response is shown in Fig. 9-30. This diagram 



Frequency (cycles) 

Fio. 9*30.—First approximation of synthesis of phase networks. 

was arrived at by successive trials of different phase-advance curves. The 
following terminology is used: coupling network from first plate to second 
grid, Network 4; from second plate to third grid, Network B; from third 
plate to first grid, Network C. 

The procedure is to find the constants of networks having approxi-*- 
matelythe response sketched and then to calculate their properties more 
accurately. It has already been decided that /2i == 5.1 megohms and 
Cl = 0.1 fif for each of the three networks. Furthermore, for Networks 
A and B the sharp rise from 600 cps necessitates^ that l/2irRtCi « 110, 
or R 2 C 2 == 0.0015 sec. The only other information necessary to the 
design of the stabilization networks is the value of R 2 /R 1 for each net¬ 
work, this ratio being approximately equal to P2/pifpr the phase-advance 
network. The expression = 2(tan“^ Vp*/Pi — 46®) [Eq, (21)] 
jdelds Pi/pi = 14 for = 60® (Network A) and 120 for ^ = 80® (Net- 

^ It can be shown that if single UC-circuits are used to attenuate at high and low 
frequencies, the frequencies at which the output is l/n of its maximum value (n » 1) 
are closest together if both R€ products are equal to l/«c, where <00 is the design or 
computing frequency. This would mean setting /t 500 ops if the amplifier had 
enoui^ gain to spare a factor of l/y/2 for each network. 
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Table 9*4.— Constants op Networks A and B 


Constant 


Network A 


Network B 


Bt (first approx.) 
Cj (first approx.) 
^*1 (final values) 


5 1 megohms 
0.1 /uf 

- seoife 

14 

-0 004 

360A: 

0.005/if 
SOOk 


0.0042/if 


5.1 megohms 
0.1/tf - 

^-43ib 

120 

0.0015 sec 

.“ ^ 

0,02 fd 
75* 


work B). The resulting constants are shown in Table 9-4. The reason 
for making a second approximation to Rg is that the condenser Cg is 
avulable only in values such as 0.01, 0.02, 0.05, and 0.1 juf. Thus, 
when the nearest Cg has been selected, the time constant RgCg is wrong 
as r^;ards its effect at 600 cps. The procedure is to readjust Rg to make 
fisCt again equal to 0.0015 sec. The effect on the maximum phase shift 
of the phase>advance networks is small. The phase response of these 
two networks will now be plotted in order to determine more precisely 
wfiat eharacteristics the third network should have. The roots p, may 
he found from Eq. (24); 


(riCi 

~ 


For Network A: 


—41 sec“* 
-706 sec-i 
— 1 85 seo~^ 


Similarly, for Network B: 


Roots 

-11.8sec~i 
—676 sec-^ 
—1.93 sec**^ 


— _I_ L 

RiCi ^ R2 Cz ^ 


Corresponding frequency 

6.5 

112 

0.29 


Corresponding frequency 
1.9 
108 
0.31 


R1R201C2 


The coirespcmding inverse-timgent curves and their algebraic sum^ indud*** 
ing the curves for pi but not for p% or ps for Network C, are shown in 
9*31. From this characteristic it appears that the third phase* 
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advance network should have maximum phase shift at 1.6 cps and that 
this maximum should be approximately 50®. Therefore, from Fig. 9*6, 


\/p»Pt = 2ir X 1.6 cps = 10 radians/sec, 
and from Eq. (21) 

60° = 2 ^tan-» - 45®^ or ^ = 2.75. 



Therefore, for Network C: 

Roots CJorresponding frequency, cps 

pi = 3.6 sec“^ 0.67 

pi s® 27.5 8ec“"‘ 4.4 

The constants of Network C may now be selected. It has already been 
decided that /?i = 5.1 megohms, Ci = 0.1 From the approximate 
versions of Eq. (24c), 

1 1 

xClV/J ItiKyi 

Therefore, approximately, 

C| *= 0.055 id (use C =» 0.06 id), 

Bi » 680 Idlohms. > 
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Finally, for one of these networks, the sum of the resistances of the 
preci^on resistors at the input terminals of the driver constitutes R 2 » 
Therefore, the procedure will be to specify values for these resistors con¬ 
sistent with the low-frequency-stabilization design. A satisfactory 
solution is to use the values of 650 and 125 kilohms, which add to 676 
kilohms and have the ratio 4.4. The calculated over-all phase-shift 
characteristic for the three networks A, B, and C is shown in Fig. 9*32. 
The phase margin afforded is 20® over a frequency range extending down 
to 0.6 cps. The attenuation at 0.5 cps due to the three networks can 



Fio. 9*32.—Calculated phase response of three low-frequency stabilisation networks. 


now be calculated. The reactance values in the networks at this fre¬ 
quency are shown in Fig. 9*33. It may be seen by inspection that the 
attenuation of Network A is about that of Network B, about is'tr; 
and that of Network C, about i. Hius the over-all attenuation is 
xrfmr (72 db). This is considerably greater than the factor of 190 (46 db) 
required. However, the expense in parts is not much greater than if 
Networks A and B alone had been used (which would probably have 
miffioed), and the design indicates the order of gain that could be stabilized 
by this method. ' 

9«14. Stabilization against High*4reqoency Oscillation.—At high fre¬ 
quency the limiting phase diifts are determined largely by tube ohar- 
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acteristics (variational plate resistance and input capacitance). The 
first step in design of stabilizing networks is to find the limiting (asymp¬ 
totic) phase-shift characteristic. For the first two 6C4^s, the plate 
resistance is approximately 10 kilohms, and for the third, 25 kilohms. 
The presence of a series resistor between the third plate and the first 
grid would, of course, introduce a considerably higher output impedance 
than Tp, but this can be reduced, if desired, by the use of a bypass* Con¬ 
denser. The interelectrode capacitances given ^ are Cgh = 1.8 
Cgh = 1.6 MA»f, and Cgp = 1.3 mmI* The input capacitance of a triode 
amplifier with fixed cathode potential is 

Ctn = Cofc + (1 — G\)Cop (49) 

(cf. Sec. 9*2). Here Gi, the gain of the stage from grid to plate, is a 
negative quantity. The gains of the three stages as calculated in EJqs. 


<-|3.2M) (-j3.2M) (-J3.2M) 



Fia. 9*33.—^Low-frequency stabilization networks with reactances at 0.6 cps. 

(48a) and (6) are respectively 16, 16, and 11; consequently the cor¬ 
responding input capacitances are 23.7, 23.7, and 17.2 yud. Since 
allowances must be made for stray wiring capacity and the effect of 
output capacitances of previous stages, safe figures to use are 35, 35, 
and 25 The corresponding values of Vp are 10, 10, and 25 kilohnos; 

however, if no condenser is put across the resistor from third plate to 
first grid, the effective output impedance of the third stage is 600 kilohxns. 
The frequencies at which the phase shifts due to the first and second 
coupling networks are 45® are 450 and 630 kc/sec respectively. If it is 
assumed that these phase shifts add to give 90® at about 500 kc/sec, 
the question arises as to whether or not it is possible to stabilize the 
amplifier by attenuating with a single fiC-network, such as the 600- 
kilohm resistor combined with a coupling condenser from the third to 
the first stage. It will be desirable to let the phase shift of the high- 
frequency networks at 500 cps be a lag of 23® in order to cancel the lead 
resulting from the low-frequency networks (Fig. 9-32). As was mentioned 
above, a lag of 45® would be better if the amplifier were capable of com- 

* RCA STiibe HmAhofok^ Vote. 3 and 4, Radio Corporation of Ainerif^» Camden, 
New Jersey, June, 1942. 

^ If pentodes htMi been used, these figures might have been reduced oonsiderably. 
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pensating for the corresponding reduction in gain (by a factor of l/\/2)- 
If the network produces 23° phase shift at 500 cps, its central frequency 
(<rf 45° phase shift) must be 1250 cps. This will not quite suffice to 
attenuate by a factor of Thr before a frequency of 500 kc/sec is reached. 
If two of the networks are made to attenuate rapidly, they must then 
have a central frequency such that 500 cps will be the logarithmic mean 
between it and 110 cps, the corresponding frequency for the low-frequency 
networks if there is to be zero phase shift at 500 cps. Thus, 500V110 = 
2270 cps; and if the third network has a central frequency of 630 kc/sec, 
stabilization is possible^ but with a very small safety factor. 

The next alternative is to attenuate by means of a single iUC-circuit 
and a angle phase-retard network. If this is done, it seems desirable to 
start both phase-shift curves near 500 cps, as was done on the low- 



Fig. 9‘34,—(a) High-frequency network at first grid; (6) Th6venm’s theorem equivalent 

circuit. 


frequency side. The network from the third plate to the first grid may 
be transformed by use of Th^venin^s theorem, as is shown in Fig. 9-34. 
Its central frequency, if no additional condensers are used, is 45 kc/sec. 
The central frequency required for the first two inverse-tangent curves is 
2270 cps, as was calculated previously. The procedure for selecting the 
other inverse-tangent curve in the phase-retard network will be to plot 
the response exclusive of this curve and then determine its position by a 
graphical trial-and-error process (Fig. 9-35). This process leads to the 
conclusion that the central frequency of the final curve should be about 
50 kc/sec. 

The constants of the networks may now be selected. First, a con¬ 
denser will be inserted from the first grid to ground in order to produce a 
central frequency of 2270 cps. The value of this condenser that makes 
the capacitive reactance equal to the resistance (Sec. 9*3) is 

“ 6.28 X 1.0 X 10» X 2270 

= (680 - 35) ^4- (50) 

^ Tennaa, Gp. eU,, p. 398. 
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A value of 680 fiid will be used. Next, a phase-retard fiC-network as 
shown in Fig. 9-36 will be introduced into the coupling circuit between 
the first and second stages. It has the same form as that discussed in 



(a) (6) 

Fia. 9'36.—Coupling network between first and second stage, (a) Interstage coupling 
network; (b) approximate high-frequency equivalent circuit. 


Sec. 9’3. The behavior of the network near 500 cps is determined largely 
by Tp and C» and is characterized by a central frequency of 2270 cps; 
r, » 10 kilohms; therefore C| » 6800 /iftf, and an approximate value of 
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0.006 is used. The other central frequency is 50 kc/sec and is deter¬ 
mined by RtC’t of Eq. (25). Therefore 


6.28 X 6 X lO-* X 5 X 10< 


ohms. 


The nearest RMA value, 560 ohms, will be used. The roots and the 
corresponding central frequencies may now be calculated, using the 
values rout = 10 kilohms, C, == 35 = 560 ohms, Cs = 0.006 


Ps.4 = 


P2 = - 


\R%Cz ToutCs 


RjCs/ 


1 

RzCz 


Therefore 


± 




— P2 = 3.02 X 10* sec”^ 
—ps = 57 X* 10* sec““^ 

—P4 = 14,900 sec”^ 


/2 = 47 kc/sec 
/s = 9.1 Mc/sec 
fi = 2.4 kc/sec 


1 


RzrtmiCzC 
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It may be noted that the limiting high-frequency characteristic for this 
network has been moved from 450 kc/sec to 9.1 Mc/sec. Whereas the 
central frequency determined by the plate resistance of the first stage 
and the input capacitance of the second was 450 kc/sec, the addition of 
the stabilization network effectively puts a 560-ohm resistance in parallel 


>25 k 550 k 



Network A 


<-j30 ohms) 



(-j4J5k) 


Network B 


(-j6.4 k) 


Network C 


/iSiU^T 

(-j220 Ohms) 


Fig. 9*38,—High-frequency stabilization networks frith reactances at 1.0 Mc/sec. 

with the input capacitance at high frequencies. The resulting phase 
response is determined not by the plate resistance of the first stage alone 
but by the parallel combination of this resistance and 560 ohms. This 
results from an effect like the one taken into account by means of Th6- 
venin^s theorem for the network at the first grid. At sufficiently high 


0.1 5.1 M 


*0.1 5.1 M 


ai 5.1 M 



frequencies the impedance of Cj is small, and the resistances Vp and Ri 
form a similar combination. The phase response of the high-frequency 
networks is plotted in Fig, 9*37. The phase shift is less than 160® tip 
to a frequency of 1 Mc/sec. The attenuation can now be estimated as 
was done for the low-frequency network. The three interstage networks 
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are shown in Fig. 9*38, with reactance values calculated at 1 Mc/sec. 
The plate-load and grid-leak resistances, which have been neglected so 
far, are included, and it will be seen that their effects are small. In the 
case of Network C, the output capacitance of the third triode cannot rigor¬ 
ously be lumped with the input capacitance of the following stage, but 
this fact has been ignored in getting an approximate result. The estimated 
values of attenuation at 1 Mc/sec are i, and for Networks A, B, 
and C, respectively. The corresponding over-all attenuation is 16,000 
(84 db). 

The final paper design of the amplifier is shown in Fig. 9-39, 

946. Experimental Checks and Completion of the Design.—A test 
model of the circuit of Fig. 9-39 was set up. No oscillations were 
observed. The maximum output was about 70 volts rms before dis¬ 
tortion was observed at the first grid. When the 5* 1-megohm resistor 
and 0.1-Mf condenser of Network A were disconnected, oscillations 
occurred at a frequency of 12 cps. This is about what would be pre¬ 
dicted from Fig. 9*31 if the phase-shift curve continued up from 500 cps 
as would be caused by the two single fiC-coupling networks alone. Dis¬ 
connecting the 5.1-megohm^resistor and the O.l-zxf condenser in both the 
second and third networks did not produce oscillations. Disconnecting 
the 560-ohm resistor and the 0.006-iuf condenser in Network A produced 
oscillations at 180 kc/sec; the curves in Fig. 9-36 labeled 2.4, 460 and 
630 kc/sec would add to give 180® phase shift at about 500 kc/sec. 
When the 680-MMf condenser at the first grid was disconnected, however, 
no oscillation occurred. These measurements show that large safety 
factors were allowed. They are still no assurance in themselves, how¬ 
ever, that if the circuit were produced in quantity, Network A alone 
could be used for stabilization, because a combination of adverse param¬ 
eter variations within the allowed tolerances might still cause oscillation. 

The measured loop gain was 430, the respective stage gains being 
16.5, 13.3, and 11 as against the predicted values of 16, 16, and 11 respec¬ 
tively. The d-c electrode voltages were roughly as predicted. 

The ratio of zero-frequency to infinite-frequency gain as regards 
the cathode-b 3 rpass condensers was found by removing one condenser 
at a time and measuring gains. The respective ratios were 1.5, 1.5, and 
1.8 as compared with the predicted values 1.22, 1.22, and 1.75, and the 
measured over-all ratio was 4.0 instead of 2.6. Some of this discrepancy 
is probably due to the fact that the Rg*s were changed for the stabiliza¬ 
tion circuits after the calculations of gain ratios were made. This again 
means that the precautions taken in low-frequency stabilization were 
unnecessarily great, for the effective loop gain that had to be reduced 
by the networks was « 107 rather than 190. 

The loop gain and loop phase shift were measured over a limited 
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frequency range (10 cps to 30 kc/sec) and were found to agree with the 
predicted values. 

To complete the circuit dia^am, it is necessary to include tolerances 
and wattages anji to specify parts that may be procured. This will not 
be done in the present case, except to state that every condenser or 
resistor except the two precision resistors at the first grid could probably 
be assigned a tolerance of ±20 per cent. 

The design of this circuit is by no means complete for production. 
It should be laid out and built with the proper physical arrangement of 
parts, and this model should be tested for oscillation, mounting rigidity, 
life of tubes, etc. The problem of parasitic oscillations that arise from 
parameters not represented in the circuit diagram (stray wiring capaci¬ 
ties, lead inductances) must be attacked separately. If the additional 
parameters can be represented as lumped constants, an analysis can be 
made, but the usual procedure is to insert experimentally small shunting 
capacitors or small series resistors in grid circuits in order to suppress 
such oscillations. 

In designs of circuits to suppress oscillations, it is desirable to have 
large safety factors. This not only reduces the chance of oscillation but 
makes it possible to select circuit components that are manufactured to 
wider tolerances. 

The high-frequency network in this circuit, a single phase-retard 
network, was more effective in reducing gain than was the low-frequency 
one, which involved three phase-advance networks. This is shown by the 
fact that over a frequency range of a factor of 2000 (500 cps to 1 Mc/sec) 
the high-frequency network attenuated by a factor of 15,000 whereas 
over a frequency factor of 1000 (i to 500 cps) the low-frequency network 
attenuated by a factor of only 4000. 

It is of interest to note that the asymptotic characteristic or limiting 
phase-shift curve is not a fixed limit. The use of low-frequency or high- 
frequency stabilization networks, as in this circuit, has the effect of 
pushing both asymptotes farther out (for different reasons in the two 
cases). 



CHAPTER 10 

LOW-FREQUENCY FEEDBACK AMPLIFIERS 

By Habold Fleisher 

10 * 1 . Frequency-selective Networks.—Inverse feedback can be used 
in the design of low-frequency selective amplifiers to attain a desired 
over-all characteristic, but this characteristic is not the flat response 
of the type desired in audio amplifiers. In this case, a network that 
rejects a certain frequency range can be used in the feedback loop to 
produce maximum over-all transmission in that frequency range. The 
circuit, then, is an electronic bandpass filter, which for sufficiently low 
frequencies (for example, 30 cps) may be of much lighter weight than the 
corresponding LC-filter. Staggered tuning (Chap. 5) can be used to 
sharpen the bandpass characteristics. 

The lattice or bridge network is the most general selective network 
that can be used in the feedback loop of an amplifier to produce a desired 
frequency-selective characteristic. Balance of the bridge at a particular 
frequency is the proper null condition for the rejection of that frequency, 
and by suitable choice of components this balance can be obtained at 
anjllldesired frequency. The Wien bridge is an example of such a network. 
... if^ridge networks, however, do not have a common ground between 
thdr input and output terminals, and this feature either limits the type 
of circuit in which they can be used or requires the use of additional 
coupling devices such as transformers. The latter alternative may be 
undesirable for very low-frequency applications. Circuits such as the 
bridged-T and parallel-T (or twin-T) networks, which are equivalent to 
the Wien-bridge network, are three-terminal networks having a common 
ground for both input and output terminals and are thus more useful. 
These networks, however, have several inherent limitations, perhaps the 
most serious of which is the greater interdependence of the parameters 
that must be adjusted to set their rejection frequency. This inter¬ 
dependence causes component tolerance specifications to become more 
critical; and if it is desired to vary the rejection frequency, more inter¬ 
dependent controls are required. T^or example, to adjust the rejection 
frequency of a Wien bridge continuously and over a fairly wide range 
require that two components (two capacitors or rectors) be simul- 
tanaously vmiad, whereas mmilar adjustment of a twin-T network 
requires that tkree compoaents be mmultaneously varied. « 
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The networks to be discussed in this section are, specifically, the 
Wien-bridge network, a bridged-T network involving a coil the Q of 
which may be used as a parameter to vary its selectivity characteristic, 
and the twin-T network (see Fig. 10*1). 

The mathematical basis for the following discussion will be the 
transfer function, which will be determined for no-load operation of the 
network. This function is defined as the ratio of the output voltage 
to the input voltage and will be denoted by ff. Other characteristics, 
such as input and output impedances, will be of secondary importance, 
because the networks will be used under no-load conditions. 

Such networks may be easily analyzed for p by the use of nodal analy¬ 
sis. Thus, if Terminals 1 and 3 are the input and output terminals of 
an arbitrary four-terminal network that has a common ground for the 



network; (e) twin-T network. /■* 


input and output terminals, and if A is the characteristic determinant 
of the network,' then 



All 

An’ 


( 1 ) 


where An and An are the cofactors of A, including the proper sign. 
Bridged-T Network .—For the bridged-T network in Fig. 10Tb, 


A 


-pC i + 2pC 


_.JL_ 

^ r + pL 


-■pC 


_ 1 
r pL 

-pC 


pC + 


r + pL) 


( 2 ) 


where p «> 

' See CSiap. 1. 



386 

and 


LOW-FREQUENCY FEEDBACK AMPLIFIERS 


[Sec. 10'1 




-pC 


r pL 


2pC f ^ 
^vC 


2pC + ~ -pC 


^pC 


pC + 


r + pL) 


(3) 


The rejection frequency wo, at which the null in transmission occurs, is 
obtained by setting Ais = 0, but only if An 5*^ 0. The two conditions 
imposed on the components to obtain the null (obtained by setting the 
real part and the imaginary part of Aia equal to zero) are^ 


w 


2 

0 


1 

rRC^' 



JbU 


(4) 


If the Q of the coil at the resonant frequency is used as a parameter 
(Qo = woL/r), the two conditions imposed on the network for a null in 
transmission become 


Qo = wo2JSC7, 



(5) 


Thus Wo is the resonant frequency of the inductance combined with the 
two series capacitors. If p is defined equal to w/wo and Qo is used as a 
parameter, fi for the bridged-T network in Fig. 10 1 may be written 


6bt = 



( 6 ) 


Equations (6) and (6) provide most of the network information required 
to design a frequency-selective amplifier. 

Wievrhridge Network ,—The null conditions and the value of /3 for the 
Wien-bridge network may be obtained in a similar manner. 

2 _ 1 ^ 1 \ 

R^RJ0JiC, ^ ... 

S “ f24 ^ 


^ There is no loss in generality in assuming both capacitors equal except in study¬ 
ing the effects of capacitor variability. Equation (4), however, may be written as 
fc^bws: 

t 1 ^ t Ct + Ci 
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m 


SwB — — 


1 -j 


3p 


( 8 ) 


P*- 1 


where again p = w/«o.^ The factor — i may be neglected in considering 
the frequency response of the network; but because it is part of the 
voltage ratio, it must be taken into account when the Wien bridge is 
to be used in a specific circuit. 

Twin-T Network .—The null frequency of the twin-^ network is 
determined by the two equations 


and 


«§ = 




(iJl + R2)RzCiC^' 
CI + C 2 

^iCtRiRi 





/ 


(9) 


from which, by eliminating frequency, the null conditioq as a function 
of the component parameters may be obt&ied. 


R 1 R 2 

Ri + R2 __ Cl H“ C2 


n. 


(10a) 


Because of the separation of variables, n is a real number that may vary 
from 0 to 00 . It has an optimum value, n = 1, although other considera¬ 
tions may require using values of n other than unity, such as n = 2 or 
n = 

If Ri = R2 — R and Ci = C2 = C, then 


Rs = 


R 


Cs- 


2C 


2n '' n 
and the transmission of the twin-T network becomes 

p»- 1 


0 TT == 


(P* ~ 1) 




(106) 


(11a) 


If Cl Cl = C is given an arbitrary value, and if j2i = R%, the circuit 
may be “balanced” at any prescribed frequency by variation of the 
resistances alone, because then Eqs. (9) both become 


1 _ ” 

“ iJ*C*’ 


* See Fig- lO-ls for definition of a. 
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aad they are therefore simultaneously satisfied. To achieve balance 
at an arbitrary frequency, adjustments of two resistors are required; 
to achieve balance at a prescribed frequency, three resistors must be 
adjusted. 

The optimum value of n may be defined as the value of n for which 
|i3| has the steepest slope at the rejection frequency /o = o)o/27r. Since 

= V” 

VrfpA-i (w + i)’ 

the maximum slope is determined by setting d/dn (d\S\/dp)p^i equal 
to zero, from which it is readily determined that the maximum slope of 
the attenuation characteristic occurs when n = 1, Then 



im 


Equation (116) will be used throughout the remainder of this chapter. 

It must be noted here that the slope of |j9| at p = 1 is a relatively 
slowly varying function of n and other considerations may require 
choices of n other than n = 1. Thus, if n = 2 in Eq. (106), Rs — 12/4, 
Cz =* C, and all three capacitors become equal in value. This makes it 
possilXe to couple all the capacitors mechanically and have a continuous 
variation of rejection frequency. On the other hand, although the 
maximum slope is —0.5 at n = 1, the slope decreases only to VO.472 at 
n 2. This is approximately a 6 per cent change. Similarly, at 
n = i, Rz ^ Rj Cz — 4C, and the maximum slope also aecreases to 
-0.472. 

Inspection of Eqs. (6), (8), and (116) indicates their similarity in 



Fio. 10*2.—Phase-amplitude diagram 
of twin-T network 


form. Equation (116), the transmis¬ 
sion of the twin-T network, may 
therefore be used as a typical example. 
In polar form, and from Eq, 

(116) 



Thai |/3| may be expressed as a function of |j9| = cos $, which is seen to 
be the polar equation of a circle of radius i, tangent to the imaginary 
axis and with center at (i,0) (see Ilg. 10*2). From Fig. 10*2 it may be 
seen tihat as p increases from O'to 1 (w from 0 to <i>o}, 0 varies from 0 to 
—ir/2; and as p increases from 1 to (w from coo to w), 0 varies from 
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—3r/2 to —2ir (or +ir/2 to 0). Thus a discontinuity in phase exists 
at p * L 

In Fig. 10-3 are shown the phase and amplitude characteristics of 
rejection circuits of this type. The foregoing analysis shows that, 
whereas in the Wien-bridge and twin-T circuits the exact conditions for 
maximum sharpness of the rejection band are completely realizable 
(as, for example, by setting n = 1 in the twin-T network), in the case 
of the bridged-T network the sharpness of the rejection band is deter¬ 
mined by the Q of the choke coil employed, and this is set by practical 
and not by theoretical considerations. Therefore in Fig. 10-3 are 
shown characteristics for a bridged-T network employing chokes of 
several Q values, but only a single curve corresponding to the condition 
for narrowest rejection band is shown for each of the Wien-bridge and 
twin-T networks. It will be seen that the Wien-bridge network cor¬ 
responds to a bridged-T network whose choke has a Q of f and that the 
twin-T network corresponds to a bridged-T network whose choke has a 
Qofi 

The practical possibility of achieving complete rejection at the null 
frequency can be discussed on the basis of the null conditions determined 
by the component parameters of the network. The effects of variability 
of components due to temperature effects, aging, and manufacturing 
tolerances must be considered if a given frequency is to be rejected. If 
the rejection frequency is to be adjustable over a range of values, the 
additional problem of simultaneously varying the values of tw^o or 
more components is introduced. This second problem may be con¬ 
siderably simplified by the proper choice of component values and of 
suitable mechanical couplings. 

If the twin-T network is used as an example, it is seen from Eqs. (9) 
that^ if «o is assumed to be constant and Ci « C 2 , /2i « 722, 

3/Z2 _ r I I 1 / 1 . 6(72X1 

hRz 

Rz^2 Cz 4Vei ^ C 2 I 

Temperature, tolerance, and aging variations can all be considered 
by means of Eqs. (13). By inspection of Eqs. (13), it can be seen that 
for the ideal case the temperature coefficients pf the resistors and capaci¬ 
tors should be equal and opposite, i.e., the capacitors may have a positive 
temperature coefficient (such as silver mica), and the resistors may have 
a negative temperature coefficient (such as precision carbon resistors). 

^ it Ri and R% are equal within 10 per cent (and the same is true for Ci and Ct), 
tiien Eqs. (13) are accurate within 0.25 per cent. 
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Commercial components are available, however, that have temperature 
coefficients of less than ±50 parts per million per degree centigrade. 
For many purposes, the probable operating-temperature range is so 
small that the use of such components will introduce negligible tempera¬ 
ture effects. 

The choice of the tolerances to which components must be held is 
determined by the following factors: expense and ease of obtaining the 
component, facility of adjustment, and required accuracy of adjustment. 
Components of better than ± 1 per cent accuracy are generally expensive 
and difficult to obtain. However, as the precision of the component 
increases, the amount of adjustment required decreases. 

Aging is an unknown factor for many components and is determined, 
among other things, by conditions of use. The effects of aging can be 
minimized if well-constructed, stabilized components are used. 

If sufficiently accurate frequency standards are available, ±1 per 
cent or ±2 per cent components are usable and represent a good com¬ 
promise between the use of precision components and ease of adjustment. 
The ^‘ease of adjustment^’ may be arbitrarily defined as being inversely 
proportional to the percentage range that the variable components must 
cover to maintain the null at a given frequency. 

In Fig. 10* Ic, i ?2 may be split into two resistors jBJ and 1^2^ 
into Ri and R^, R^ and are then the trimmer resistors which are 
determined within the limits prescribed by Eqs. (13). Thus, if ±1 per 
cent resistors and ±2 per cent condensers are used, the conditions on 
R^ and R*i are readily determined from Eqs. (13) to be 

0 ^ ^ 0.08/J, 

^ 0.06^ = 0.03i?. 



The null discussed in this section was assumed to mean zero trans¬ 
mission, but in the next section the actual attenuation required will be 
discussed in relation to the requirements of frequency-selective amplifiers. 
10*2. Frequency-selective Amplifiers.—The frequency-selective am¬ 


plifiers to be discussed in this section 
can be qualitatively described as hav¬ 
ing a frequency characteristic roughly 
corresponding to the inverse of that 
of the rejective network and similar to 
that of a single-tuned iSLC-network. 
A quantitative discussion will be given 



Fio. 10*4.—Block diagram of rudi¬ 
mentary feedback amplifier. 


under the following assumptions: A single feedback loop is used through 


the rejective network; the amplifier without feedback is stable at aU 
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feequeiuides; and the output signal applied to the feedback loop is t 
radians out of phase 'with the input signal.^ 

The amplified block diagram of Fig. 10*4, 'where fi may be chosen as 
the transmission of any of the networks discussed in Sec. lO-l, then 
applies. If 9 is the over-all gain of the amplifier, then 


S = 


a 


(15) 


1 + 

which is the customary feedback formula. In the twin-T network, for 
example, 0 paay be chosen as 

1 1 


0TT — 


4 , -4' 

1 - i I ^ \ 


where u — p — 1/p. Then, 

8 ^ _L 

a 


1 -j- 

u 


1 + 


a 


1 — i- 

u 


.4 


(16) 


If the bridged-T network is used, 


^BT = 


1 




and* 


8 = 
a 


1 - j 


^ VQqM/ 


1 + 


a 


1 - j(2/Qou) 


(a -f-1) 


^(q!«) 


(17) 


From either Eq. (16) or (17), it may be shown that g/a defines a circle 
in the complex plane with center on the real axis at i(a + 2)/(a + 1), 
having a radius of ict/(a + 1) (see Fig. 10*5). The ratio g/a is unity 
at p » 1, (o) ss 6>o) and is a minimum at zero and infinite frequencies. 
This minimum is readily seen to be l/(a + 1). ‘As (X approaches 


^ a may then be taken as a positive real number and equal to the gain of the ampli¬ 
fier without feedback. 

* The over-all gain of an amplifier using either a Wien-bridge or a twin*T network 
may be obtained from this equation. Thus, if Qo » h %/Q> is given for an amplifier 
^ni^byirig a twin-T network,* and if Qd f, 8/(t, is given for an amplifier emptoy&g 
a netii^^ 
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infinity, the radius of the circle approaches and the circle becomes 
tangent to the imaginary axis. 

For comparison, the selectivity^^ of the i?LC-network shown in 
Fig. 4*2, may be defined as Z{u)/R s 7 , = 1/(1 + jQu), from Eq. (44) 
where u = (w/«o) — («o/w). The quantity 7 , defines a circle of unit 
diameter tangent to the imaginary 
axis. 

The width of the pass band of 
the series-resonant circuit may be 
specified in terms of the frequen¬ 
cies at which the power transmitted 
is half that transmitted at reso¬ 
nance, i.e., at which 7 J = i. It is 
well known that these frequencies 
are simply related to the Q of tiie 
series-resonant circuit, being given 
by 1/u == ±Qo where Qq = a>oL// 2 . This makes it convenient to specify 
the bandwidth directly in terms of Q. 

The fact that both 7 , and 8 /(i define circles in their respective com¬ 
plex planes indicates the similarity in shape of their phase and amplitude 
characteristics. It is therefore reasonable to define a Q-factor for the 
feedback amplifier in terms of the frequencies at which ( 9 /Ct)^ = h 
From Eq, (16), 



Fig. 10*6. —Phase-amplitude diagram 
of feedback amplifier employing bridged-T 
network. 


1 + ^? 

vr 


'(a + i)* + ^ 


(18a) 


At the half-power frequencies, «i and w*, and from Eq. 

(I80), 


= 


16 


(a -1- 1 )* - 2 

This can be rewritten as 

1 = 1= V(a -H)» - 2 

u% 4 


By analogy with the /JLC-network, Q = 1/ui = I/U 2 . Thus, 

Qtt 


- V(a + 1)^-2 

4 


Smoe, in general, (a -f 1) > 60, the numerator can be e^^panded in a 
power series,' from which it follows that with an error of hsss than 0.04 
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per cept, 


Qtt 


a +1 

4 


(186) 


Similarly, from Eq. (17), the Q of the amplifier using a bridged-T network 
in the feedback loop is 

Qbt == ^ Qo, (19) 

where Qo is the Q of the coil at the resonant frequency «o. 

The same definition of Q may be applied to the reject!ve networks 
themselves; the Q of the twin-T network is found from Eq. (116) to be 
i and for the bridged-T network to be Qo/2. 

It is to be noted that the phase and amplitude characteristics of 
these amplifiers for the moderate gain (about 40) required to yield a Q 
of 10 are identical with those of the jRLC-network, not only at the 
resonant frequency wo but also for an appreciable frequency range about 
the resonant frequency. With a Q of 10 the minimum transmission 
obtainable (theoretically at zero and infinite frequencies if a perfect 
amplifier is assumed) is icV of the maximum transmission at wo or minus 
32 db. As d approaches infinity, the characteristics of the frequency- 
selective amplifier approach those of the /?LC-network in both phase 
and magnitude. Using the Q defined in Eq. (186) as a parameter, 
Eq. (18a) may be written as 

where w = p — 1/p. The corresponding phase angle is 

0 = tan~^ 77-tan-^ — 

Qu u 


‘‘UniversaU' resonance and phase curves for a frequency-selective 
amplifier using a twin-T network in a degenerative feedback loop may 
now be plotted from the following equations, using Q as a parameter. 

11^ = -10 logio (1 + Q*m*) + 10 logi, j^l + (21o) 

6 »= tan“^ ^ — tan~‘ (21b) 

These curves are illustrated in Fig. 10*6. Equations (21) apply only to 
a frequency-selective amplifier using a twin-T network in the feedback 
loop w to a bridged-T network for which Qo i. Similar equations, 
wl^h are. more gmeral snoe they involve the use of two parameten 
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Fio. 10 6.—Resonanoe and phase curves for a frequenoy-seleotive amplifier using a twin-T 
network in a degenerative feedback loop, (a) Resonance curves; (b) phase curves. 
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(Q« of the coil and Q of the amplifier), may be obtained for amplifiers 
udng a bridged-T network, 


P = 

I® db 


•10 logio (1 + QV) + 10 logio 


1 




6 = tan“* -tan~‘ 

Qu 


(t)“ 


(22a) 

(226) 


a 


Equation (21a) simplifies to the expression for the transmission of the 
/JLC-network, 

| 7 .U= ~ 10 logic (1+ QV), 

with an accuracy of about 1 per cent if |a| g 0.57. This condition 

restricts the frequency range to 
0.76 ^ p S 1.32. Equation (22a) may 
be similarly simplified to the same order 
of accuracy if |a| ^ 0.28/Qo. 

A special case of the frequency- 
selective amplifier is the rejection ampli¬ 
fier that effectively sharpens the 
null of the network used in the feedback 
loop. The transmission of such an amplifier is seen from Fig. 10*7 to be 


Fia. 10-7.- 


-Block diagram of rejection 
amplifier 


9. = 


1 + a0 


(23) 


The Q of the rejection amplifier using a twin-T net^work is approximately 
(G — l)/4 to the same order of accuracy as was determined for the 
selective amplifier. Similarly, the Q of the rejection amplifier using a 
bridged-T network is Q = Qo/2(a — 1). Thus the frequency dis¬ 
crimination of the network is improved by a factor nearly equal to the 
gain of the amplifier without feedback. 

Neiwork^cUlenuation Requirements of Frequency-selective Amplifiers ,— 
The actual attenuation of the network at the null frequency as related 
to the gain of the frequency-selective amplifier without feedback (i.e., 
at the null frequency) can be discussed by means of the following approxi¬ 
mate equation derived for the amplifier with a twin-T network in the 
feedback loop: 

I « l+2V2Q|^l(p-„, (24) 

where Q is the Q of the frequency-selective amplifier. A value for 
|/3|(..i) slightly different from zero may be obtained by varying a com- 
pcHifflit parameter from the nominal value required for* a null. The 
feedback ratio may then be expressed as a function of frequency and 
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of this parameter. The required gain and transmission of the amplifier 
having been decided upon, the required attenuation of the network at 
the null frequency is then determined by Eq. (24). This, in turn, 
determines the amount of adjustment required, as discussed in Sec. lO-l. 

The gain and transmission requirements are a consequence of both 
the Q desired and the over-all stability of the amplifier as determined 
by its Nyquist diagram.^ The Nyquist diagram of these amplifiers is 
essentially that of the fi diagram shown in Fig. 10'2. The /3 of the dia¬ 
gram must be multiplied by CL, but at the null frequency CL0 0, and 
at other frequencies it remains positive. If, for example, the maximum 
variation of the transmission at the null frequency is allowed to be 
approximately 10 per cent in order to be safely within stability require¬ 
ments, and the Q desired is assumed to bo 20, then 


2 - y„. and i 


Thus, |j3|(p-i) « 1/GOO, which represents an attenuation of about 56 db. 

Because an attenuation of approximately 60 db is difficult to measure, 
the rejection amplifier may be used to measure the actual attenuation 
of the network at the null frequency. This amplifier not only improves 
the frequency discrimination of the network but also raises the voltage 
level of the observed signal by a factor proportional to the gain of the 
amplifier. Thus, from Eq. (23) the attenuation of the rejection amplifier 
at the null frequency can be obtained in a manner similar to the deriva¬ 
tion of Eq. (24). 

ISr!(P-i) ^ 4Qr|^|(p-i), (26) 


where Qr is the Q of the rejection amplifier. If, now, the Q of the rejec¬ 
tion amplifier is equal to the Q of the frequency-selective amplifier, the 
following equation is obtained: 


18 

la 


1 -I- 


(P-1) 


ISrItp—1) 

V2 ■ 


(2fi) 


Under the conditions of the previous example, namely, that Q = 20 
and that the variation in gain be approximately 10 per cent, it is seen 
that |9r|</H-i) = V^/10, which represents an attenuation of 17 db, and 
that, from Eq. (25), ||3| = ISrl/SO which, again, represents an attenuation 
of 66 db. Thus the null required of the network, although relatively 
difficult to measure directly, is easily determined by means of a rejecticm 
amplifier of the same Q (i.e., same gain without feedback) as the fre^ 
quency-selective amplifier in which the network will be used. 


* See H. W. Bode, Nettvork Analym and Feedback Amplifier Deeign, Van Nostnmd, 
New Yivk, 1045, for a eomplete disousaion of the Nyquist diagram and the deeign 
eriteria that it imposes. 
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10*8, The Design of Frequency-selective Amplifiers.—According to 
the simplified theory discussed in the preceding sections, the ampMer 
must fulfill the following general conditions: (1) The bandpass char¬ 
acteristic must be essentially flat in the frequency range within which the 
selected frequency will lie; and (2) the amplifier must be Class A, that is, 
essentially linear. 

Condition 1 means that nowhere within the frequency range should 
the transmission attenuate at more than a few (« 2) decibels per octave 
and beyond this range it should be sufficiently flat so that the over-all 
Qjfi characteristic falls off at less than 12 db/octave.^ Because the 



Fig. 10*8.—Single-stage frequency-selective amplifier. 

operating-frequency range is limited, the coupling networks are simple 
and in many cases consist simply of an /^C-network. Amplifiers of 
more than three stages require more complicated coupling devices, such 
as decoupling stages designed to eliminate undesirable feedback loops. 

Condition 2 requires that the tubes be operated in the linear part of 
their characteristics, but for many purposes Class AB operation is 
allowable. 

The ‘^no-load” condition on the network can be’obtained by coupling 
it directly to the grid. Where necessary, mixing networks may be used 
if they approach the no-load condition by having an impedance of at 
least 2.5 times that of the output impedance of the network. However, 
the mixing network not only may introduce an undesirable phase shift 

^ See Bode, cU* An attenuation of 6 db/octave will result in 00^ phase lag lor 
mlnin^ium-phase-idiift networks. 
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but will also attenuate the signal to the grid, producing incomplete 
feedback. 

The following discussion of the design of a typical single-stage fre¬ 
quency-selective amplifier will illustrate the requirements imposed on 
such amplifiers under the given conditions of a specified Q and a definite 
null frequency. The schematic diagram of the amplifier is shown in 
Fig. 10*8. As a specific example, let the Q be 15 and the null frequency 
be 30 cps. Furthermore, let the network used be a twin-T network. 
This network has the advantage of not requiring a choke, which may be 
prohibitively large and heavy at 30 cps. It is also assumed that the 
network has been adjusted to a null as determined in the previous 
sections. The tube shown is a triode but may be a pentode if necessary. 
The no-load condition on the twn-T n<‘twork is obtained by tying it 
directly to the grid. The proper grid bias is maintained by the direct 
coupling through the network. The input signal generator is assumed 
to be of low impedance, and the input signal Ei may therefore be applied 
to the cathode. 

At the midfrequency of 30 cps, the gain of the amplifier without the 
selective degenerative feedback is given as 

® + (m + Wi’ 

where Vp is the dynamic plate resistance of the tube and y, is its amplifica¬ 
tion factor. Because, from Eq. (186), the gain required is four times 
the Q, i.e., Cl = 60, a triode must have a fairly high y, and Tp in order 
to be used. Many triodes of the receiving type cannot qualify. Many 
duplex tubes, however, contain such triode components, and many 
receiving and uhf pentodes, when triode-connected, perform adequately. 
A typical example might be a tube with a m of 100 and an tp of 100,000 
ohms. ’K, in Eq. (27), the impedance R\ of the generator is neglected, 
the load resistor Rl is found to be 150,000 ohms. If this value is used 
to determine a load line, the B+ and bias voltages necessary for proper 
operation of the amplifier can be found. 

The high-frequency response of this amplifier can be neglected, but 
the low-frequency response is extremely important. The constants of 
the coupling network Ci and f?, must be so chosen that its 3-db point 
occurs at a frequency so much less than the null frequency of the network 
that the additive phase shifts cannot cause the amplifier to oscillate. 
A conservative design criterion would be to have the 3-db frequency 
of the coupling network approximately one-tenth the null frequency of 
the twin-T network. Then the phase lead introduced by the coupling 
network at the null frequency would be approximately 10®, whereas the 
p himft lag introduced by the twin-T network at the 3-db frequency of 



LOW-FREQUENCY FEEDBACK AMPLIFIERS 


400 


[Sec. ie-8 


the coupling network would be approximately 22.5*. Thus, for example, 
the 3-db frequency would be 3 cps. 

The grid-leak resistor may be chosen as high as is practicable to 
insert in the grid circuit of the particular tube, and it must not be over¬ 
looked that in the circuit in Fig. 11-8 the two branch arms of the twin-T 
network are part of the grid leak. If a nominal value of = 1 megohm 
is chosen, from the relation = 1, a value for Ci = 0.053 fit is 

obtained. The choice of value of Cs is similarly determined for low- 
frequency response and depends upon the impedance to which it is 
coupled. For applications at frequencies below 1000 cps, the high-fre¬ 
quency response of the amplifier may safely be neglected because it is 
determined mainly by the shunt impedances of the amplifier stages. 
These are negligible for single-stage and two-stage frequency-selective 
amplifiers but must be taken into account for multistage amplifiers, in 
common with all feedback amplifiers. 

Equation (27) may be used to investigate component tolerances for 
the amplifier if it is again assumed that = 0. The tolerances for 
Cl and R, are determined by the phase-shift requirements and under the 
conditions given previously may safely be ± 10 per cent or even ± 20 per 
cent. From Eq. (27) 


ia _ ^ , 6Rl ( Tf \ _ ifp / Tp \ 
a . M Rl \rp -{■ Rh) Tp Vp -f Rl) 


The manufacturing tolerances for many tubes are such that m and Vp 
have approximately the same percentage variation, whereas the may 
have about 1.5 times as much. Thus Eq. (28) may be approximated 
by 


^ ^, 5^ / Tp \ 
Q CL fi \rp -|- Rt./ Rl \rp -|- Rl) 


(29) 


Using the values given for Vp and Rl and assuming that 


— « — = +10 per cent, 

II Tp K- > 

thra 

« i 6 per cent 0.4 (30) 


Thus, if a manufacturing tolerance of ± 10 per cent is allowable for the 
Q <A the amplifier, the tolerance imposed upon the load resistor also is 
appraximately 10 per cent. On the other hand, because of the tube- 
tcdferance limitation, the numufacturing tolerance of the Q in the examj^ 
given can nevor be less than ±fi per cent and with ±6 per cent load 
reaistcBe would be ±8 per cent. 
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If the cathode resistor Ri (in Fig. 11*8), which is assumed to be the 
generator impedance, is appreciable in value, it must be considered as 
causing cathode degeneration. Equation (29) may be then written as 


^ ^ /_ Rl \ , hRh /_Tp_ 

Q n Vp + fix. + fJ-RiJ Rl \rp + Rl + iiRi, 


(31) 


The additional assumptions in Eq. (31) are that m ^ 1 and that Rl and 
R\ have the same percentage variations. The effect of R\ for a high-M 
triode is pronounced, even if Ri is only about rtir of Rl- For the param¬ 
eter values previously assumed, if Ri = 1500 ohms, the percentage varia¬ 
tion of Q becomes 

^ « ± 3.7 per cent fc 0.25 (32) 

V Hl 


Thus, the effect of tube-parameter variations (which includes aging) 
is reduced by nearly one-half, and the allowable resistor tolerances are 



Fig. 10-9.—Frequency-selective amplifier employing cathode follower. 


correspondingly widened if the same tolerances for the Q are to be 
maintained. 

A circuit essentially equivalent to that of Fig. 10*8, except that in 
this case it is possible to use a generator of any internal impedance, is 
shown in Fig. 10-9. The cathode of the second tube is directly coupled 
to the cathode of the first tube, which then acts as a cathode follower, 
providing a high input impedance for the selective amplifier. In all 
other respects the circuits are the same, and the same requirements 
obtain for the coupling network from the source to the grid of the first 
tube. 

A two-stage tiiode amplifier, whidi eliminates the necesdty of apply¬ 
ing the input ngnal to the caUiode, is the so-called “cascode” amplifier 
shown in Fig. lO'lO. 
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A qualitative analysis of this circuit shows that a signal ei appearing 
at the grid gi of the lower tube is amplified and appears at the upper 
grid as essentially a<»i, the total amplification then being of the order ot 
Ct* if the two tubes are assumed to be the same. However, the amplifica¬ 
tion of a signal appearing at the upper grid is reduced by the cathode 
degeneration caused by the plate resistance of Fi in the cathode circuit 
of Fa. In-phase signals at the grids are amplified in phase so that the 
grids effectively produce the same action but of different magnitude, 
and they are independent of each other. 

From the point of view of the frequency-selective amplifier, this is 
very desirable, since the upper grid g 2 may be used to insert the signal 



and the lower grid gi may be used as the high-impedance load for the 
network. Simple midfrequency-gain formulas may be obtained for 
both upper and lower grids if it is assumed that both tubes are identical. 
Thus 


aa 


-f- 1)Rl 

Rl + {fi + 2)rp 
fiRi 


gmRLy 


(to, - 


Rl + {fi + 2)rpf 


(зза) 

(ззб) 


where fi and rp are the amplification factor and d 3 mamic plate resistance 
of either tube. For the circuit as shown in Fig. 10*11, the gain da,, 
being the loop gain, is the gain to be used in computing the Q of the 
amplifier. Thus, two triodes of moderate fi can be used to obtain ampli* 
jfioations comparable to those of pentodes and frequency-selective 
amphfiers of correspcmdingly high Q. Two triodes in a ringle mvelqpe 
are especially useful, and the 6SN7 with fi 20, Vp 8000 ohms and the 
6^7 with fi ^ 70, Tp 50,000 ohms should be mentioned specifically. 
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Figure lO’ll illustrates two typical amplifiers, Fig. lO'lla being 
low-Q amplifier (Q » 6) and Fig. 10*lll> a high-Q amplifier with a 
of about 15 by virtue of the fact that the cathode follower allows Ri, 
to be increased from 36,000 to 100,000 ohms. The addition of the 
cathode follower to the feedback loop in Fig 10‘llb isolates the high* 
impedance plate load from the input terminal of the network and provides 



Fia 10 11 —TwoHstage frequency •selective amplifier (a) Low-Q amplifier; (6) high-Q 

amplifier 

a source (rf low input impedance for the network. At the same time it 
acts as a buffer amplifier between successive stages. 

The design criteria represented in these two typical circuits are 
CMiservative. All resistor power ratings are overrated, approximately 
five times, and all coupling networks have their 3-db points at a fraction 
of a cycle per second. 

The photographs in Fig. 10*12 show the g^eral layout and con¬ 
struction features of a lightweight unit that utilizes four frequency- 
selective amplifiers. A plug-in fixed-frequency twin-T network is also 
shown in Big. 10* 12a. 

Figure 10*13 ediowB a li^tweig^t seleclSve am^ifi;^ and detector 
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constructed of subminiature tubes (SD834)^ and components. The 
amplifier of Fig 10 13 was designed for a minimum number of com¬ 
ponents of the widest possible tolerance Its schematic diagram is 
shown in Fig 10 14. 



( 6 ) 

Fio 10 12 —lightweight unit using four frequency-selective amplifiers, (a) Side view 
showing plug-in twin-T network, (6) bottom view, » 


The design of a rejection amplifier is simplified by using a cascode 
amplifier, since the input and feedback grids are independent. The 
amplifiers shown in Fig 10-11 can be readily converted into rejection am¬ 
plifiers by taking the output voltage from the lower grid gi and apply^- 
ing it to an isolating stage such as a cathode follower. 

* Now known as type 0E4; aS. "Grauits for Sub-miniatwe Tubok” MtHknmtet, 
U. May 1946. 
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Although Fig. 10 11b can properly be called a three-stage amplifier, 
a more typical example is the three-stage direct-coupled amplifier* 



Fig 10 13 —Photograph showing lightweight selective amplifiers and detectors constructed 

of subinimature tubes 

+ 150v 



Fig, 10 14 —Circuit diagram, lightweight selective amplifier and detector constructed of 
submimature tubes The detector load is a relay 

shown in Fig. 10*16. This amplifier is designed for battery operation 
and hence for low power consumption. 

‘ H H. Scott, “A New Type of Selective Circuit and Some Applieatioos,” Proe 
I B.E,, 26,286-286, F^ruary 1938. See General Radio Catalog “K” Sound Analyaer 
type ZeOA. 
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The direct coupling eliminates the coupling networks and their 
attendant phase shifts, thus improving the low-frequency response. 



Fia. lO'lS.'—Three-stage direot-eottpled amplifier. (Cowrieev of Oonorol Radio.) 

The input voltage is applied to the cathode of the first tube, and the 
twin^-T network ties to the iprid throuj^ a O.Qi25-fd condenser. The 
vesnrtanee of the 2>megolun grid-leak resisttH* is large compared with 
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the output impedance of the network. The three resistor elements of the 
twin-T network are coupled mechanically and adjusted so that the null 
frequency will vary continuously from 25 to 7500 cps. Since the gain 
of the amplifier without feedback is constant throughout this frequency 
range, the result is a frequency analyzer with a constant Q throughout 
the frequency range. This has proved very useful for such types of 
measurement as low-frequency noise measurement and harmonic analysis. 

An increasingly important field of application of these frequency- 
selective amplifiers is their use as low-frequency (i.e., frequencies below 
1000 cps) bandpass and ‘Hone’^ filters. An important objection to 
purely passive networks involving inductance and capacitance is the 
excessive weight and size required to obtain the proper frequency-selection 
characteristic. 

It is known that bandpass filters may be obtained by ««tagger-tuning 
single-tuned JBLC-networks if theie is no interaction among the net¬ 
works. This isolation may be accomplished by means of buffer ampli¬ 
fiers, and the resulting pass band is a synthesis of the single-tuned stages.^ 

It was demonstrated in Sec. 10-2 that these frequency-selective ampli¬ 
fiers were nearly identical in phase and amplitude response with single- 
tuned networks, the deviation being inversely proportional to the gain 
of the amplifier. Because of the single feedback loop involved, two or 
more such amplifiers can be connected in cascade with no resultant inter¬ 
action. Thus, each amplifier not only is equivalent to a single-tuned 
/?LC-network but also acts as its own buffer amplifier.'* Hence these 
amplifiers may be stagger-tuned to provide adequate bandpass filters 
in the low-frequency region. 

Although any number of stages may be stagger-tuned (see Chap. 4), 
a filter whose 3-db bandwidth ranges from 40 to 63 cps with a center 
frequency of 50.2 cps’ may be taken as a concrete example to which Figs. 
10-12a* and 126 apply. Then it is found that for an exact staggered 
quadruple^ two stages of dissipation factor di staggered at foai and 
fo/ai and two stages of dissipation factor dz staggered at /©as and fo/oiz 
are needed, where 

ji-i+ii 

^ See Chap. 4 for a complete discussion on the principles of stagger-ttming. 

’ The use of a cathode follower as in Fig. 10*116 considerably improves the isola¬ 
tion from stage to stage. 

* The example will be discussed on the basis of geometiic symmetry. Hence the 
center frequency is the geometxic mean between the 3-db frequencies. 

* The dissipation factor for a single-tuned circuit is 1/0 - Afub/ftm* 
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/o Q’ 



Using these formulas, it is found that to produce the required bandpass 
filter there are needed amplifiers tuned to 40.6 and 61.9 cps each with a 
Q of 15 and two amplifiers tuned to 46.0 and 54.9 cps each with a Q of 6. 
The amplifier of Fig. 10-lla is representative of the low-Q amplifiers, 
and that of Fig. 10-116 of high-Q amplifiers. 



Fig. 10*16.—Pass band, four-section stagger-tuned filter. Calculated values, solid 
line; experimental values, dotted line, (a) /i = 40.6 cps, Qi =* 15; (6) ft *= 46.0 cps, 
Qa ** 6; (c) ft =* 54.9 cps, Q* « 6; (c) fi = 61.9 cps, Qt ** 15. 

Figure 10*16 shows the synthesis of the bandpass characteristic from 
the four stagger-tuned frequency-selective amplifiers. For comparison, 
an experimental bandpass characteristic representative of a number of 
identical units is indicated on this figure by the dotted curve. The 
attenuation through this filter (i.e., the insertion loss'^) was found to be 
14 db and was constant within 1 per cent for input signals ranging from 
0 to 6 volts rms. Inspection of Fig. 10*16 at the midfrequency (40 cps) 
shows a loss of about 36 db, and Eq. (336) shows that the gain of the 
amplifier with respect to the signal input grid is approximately l//i 
times the gain with respect to the lower grid. Since m » 20, the gains 
of the amplifiers at their resonant frequencies become, respectively, 
S.O, 1.2, 1.2, and 3.0, or a total gain of about 22 db. Hence the mid¬ 
frequency loss is 14 db. 

The construction features of these '^electronic'' filters are shown in 
the photograi^ of Fig. 10*12. These units also contain a power wpply^ 
fH) amplifier, detector, and indicator stages^ 


CHAPTER 11 

DIRECT-COUPLED AMPLIFIERS 

By John W. Gray 
INTRODUCTION 

A direct-coupled amplifier is one in which the input, output, and inter¬ 
stage couplings are conducti\e, ie, iirect connections or resistive 
networks. No blocking’’ condensers or coupling transformers are 
employed. Thus, d-c signals may be amplified, whereas the bandpass 
characteristics of other types of amplifiers drop to zero gain at zero 
frequency. 

Usually zero frequency is the most important part of the pass band, 
and it has the highest gain, except in certain servoamplifiers where, for 
damping purposes, the d-c is attenuated in comparison with low audio 
frequencies. Where rapid fluctuations are to be followed, the pass band 
must extend correspondingly high in the frequency spectrum, but only 
in a very special case would a direct-coupled amplifier be expected to 
pass frequencies much above the audio spectrum. 

11*1. Applications of Direct-coupled Amplifiers.—Below are listed 
several fields of application, with a brief statement of some special fea¬ 
tures of each. A direct-coupled ampl fier is not the only type applicable 
in each of these cases, since a sequence of modulation, a-c amplification, 
and demodulation may sometimes be used. 

Vaduum-tuhe Voltmeter ,—The purpose of the direct-coupled amplifier 
in a vacuum-tube voltmeter is to convert, with a linearity and constancy 
of gain of from 5 to 0.1 per cent, a d-c voltage derived from a high- 
impedance source into a current in a low resistance. Precision of linearity 
and gain may be achieved by the use of negative feedback. Except for 
battery-operated types, the instrument ought to operate independently 
of supply-voltage variations. The input impedance should be low 
enough so that the grid current of an ordinary low-power tube will cause 
negligible additional loading. 

Electrometer .—^This is a class of vacuum-tube voltmeter in which 
special precautions are taken to keep the input current very low. Special 
tubes are used, and low electrode voltages are employed in order to 
minimize ionization, which would cause grid current to lower the input 
impedance. Batteries are the most common source of power. 

409 
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Resistance Measurement .—This application of direct-coupled ampli¬ 
fiers includes ohmmeters for the measurement of high resistance, bolom¬ 
eters, resistance-strain gauges, and photocell amplifiers. Usually a 
vacuum-tube voltmeter is used in some sort of a bridge circuit. 

Mirror Oscillograph Drivers. —direct-coupled amplifier is needed 
when, as is often the case, a record of the d-c component of the signal is 
desired. A higher" frequency limit to the pass band and, in general, 
more current output are required than for a vacuum-tube voltmeter. 

Caihode--ray-tube Deflection .—A direct-coupled amplifier is required 
for some types of measurement with oscilloscopes, such as the measure¬ 
ment of tube characteristics. For electrostatic deflection a large linear 
voltage swing, in push-pull form but with very little power output, is 
needed. Magnetic deflection requires large current and power, and the 
inductance of the coils makes the bandpass problem rather difficult. 

Relays and Solenoids .—It may be desired to operate a magnetic 
device when a d-c voltage, current, or a resistance reach some pre¬ 
determined value. Linearity is not important here, but sensitivity and 
stability are. 

D-c Servoamplifier .—In this case, a motor must be driven in a direc¬ 
tion corresponding to an error signal,’^ which comprises the amplifier 
input signal and which the resulting motion of the motor will tend to 
reduce or reverse. The input signal may be the difference between two 
variable d-c voltage's or between a variable voltage and a fixed potential. 
The amplifier may furnish all the power to the motor but often only 
controls its motion by a differential field control or some other device. 
^^Proportional control” is usually, although not always, desired; it 
implies a rough linearity between error input and motor-control output 
in the neighborhood of zero error. For large errors the output is expected 
to be limited in the proper sense. Since the servo loop itself comprises 
a complete negative-feedback system, no resistive negative feedback is 
normally employed in the amplifier except, perhaps, to reduce the d-c 
gain in favor of a-c gain to achieve better damping. D-c stability and 
sensitivity are the important factors in the amplifier. 

Voltage and Current Regulators .—^A voltage-regulator amplifier is 
mmilar to a servoamplifier, in that an error voltage, the difference 
between a standard and the regulated output or a fraction thereof, is 
amplified and used to control the output in order to minimize the error. 
In a current regulator the output current is passed through a constant 
resistance, and the resulting voltage is compared with the standard 
voltage to give the error. 

Impedamee Changing .—^When a variable d-c voltage supplied by a 
ii%b«^tmpedance source is required to operate a lowdmpedance load^ a 

imp^ance changer of unit vdli#ge gain is needed. Thisi depending 
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on the requirements, may be a simple cathode follower or a higher-gain 
direct-coupled amplifier with negative feedback. 

Phase-sphthng; Subtracting; Level Changing; Summing, —^These and 
similar operations that are sometimes performed in d-c computing cir¬ 
cuits can be performed by certain types of direct-coupled amplifiers, 
usually with large negative feedback. 

Integration and Differentiation, —High-gain direct-coupled amplifiers 
are used in the amplified time constant methods of voltage integration 
and differentiation. In the first case, a series resistance is connected to 
the input terminals, and a condenser gives over-all negative feedback. 
In the second case, the resistance and condenser functions are reversed. 
Thus, the differentiator is not direct-coupled to its input terminal and 
is independent of the input level, but interstage and output coupling 
are direct. 

11-2. Problems Peculiar to Direct-coupled Amplifiers.—The fact 
that conductive coupling must be used throughout results in several 
special problems of design and stabihty. One obvious design problem 
arises because plate potentials are considerably higher than grid poten¬ 
tials. It is therefore necessary either to have the cathode of a following 
stage at this higher potential from ground or to use a device to lower 
this potential the correct amount. Since batteries are usually impractical 
here, a negative supply voltage and a resistance divider are generally 
required, with resulting decrease in gain. 

The ^‘zero adjustments^ problem is the most difficult one resulting 
from conductive coupling. If the effects of noise and pickup are neg¬ 
lected, a nonconductively coupled amplifier gives zero output for zero 
input regardless of circuit parameters such as resistor values, supply 
voltages, and tube characteristics. This is not true of a direct-coupled 
amplifier; the d-c output at a given d-c input (e.g., zero) depends on all 
these things. A certain output current or voltage is usually required for 
a specified input. In order to meet this requirement some kind of ‘‘zero 
adjustment is needed to compensate for variation of the above parameters 
(1) between amplifiers of the same design, due to tolerances of like com¬ 
ponents, and (2) because of effects of aging, temperature variation, 
vibration, etc. For rational circuit design, the expected extreme limits 
of voltage, resistor, and tube characteristics must be known, as well as 
their effects on the circuit. The zero adjustment should provide suffi¬ 
cient latitude to compensate for these extremes, and the incidence of 
these extremes, together with the appropriate zero adjustment, should 
not put any part of the circuit out of its good operating range. 

Voltage-supply variation will depend on the kind di regulation 
provided. Its effect on zero shift and some methods of minimizing or 
this effect will be discussed in connection with specific drcuite. 
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Kesidtor tolerances, temperature characteristics, and stabilities are 
covered in another volume.^ The use of wire-wound or other high- 
stability resistors will be recommended for certain critical positions in 
precision amplifiers. The effects of production tolerances, heater- 
voltage variation, and aging on the static characteristics of vacuum tubes 
will also be examined. 

SPECIAL ASPECTS AND EFFECTS OF VACUUM-TUBE PROPERTIES 

11*3. Variability of Vacuum-tube Characteristics.—The Joint Army- 
Navy Specification, JAN-IA, for Electron Tubes^ is a standard of what 
limits of variability may be expected in tubes of any given type. Per¬ 
tinent data therefrom, for common tube types, are presented in the 
Components Handbook. Maximum and minimum plate current are 
specified for given plate voltage and grid bias or self-biasing cathode 
resistor. The limits of transconductance and amplification factor are 
also given for the same test conditions. 

In direct-coupled amplifiers, the operating plate current and voltage 
are usually established by design, and grid bias is then adjusted to com¬ 
pensate for tube tolerance. Therefore, it is desirable to interpret the 
limits in terms of grid bias. For the conditions of the JAN test, the grid- 
bias spread may be computed by dividing the plate-current spread by 
average transconductance. If, in the test, bias were obtained from a 
cathode resistor, the change in bias between upper and lower limits would 
have to be added to the above figure. This value is obtained by mul¬ 
tiplying the biasing resistance by the spread of cathode current. The 
three examples following illustrate the computation; 

1. Fixed bias, pentode: 

Tube: 

6SJ7 Sharp-cutoff pentode. 

Test conditions: 

Eh = 250 volts, Ect, = 100 volts, E^i == — 3 volts. 

Plate current: 

Minimum Ip = 2.0 ma, maximum Ip == 4.0 ma, Alp = 2.0 ma. 

Transconductance: 

Minimum Sm = 1325 /xnihos^ maximum Sm = 1975 /imhos, 

Average S« == 1650 pxahos. 

Computed grid bias tolerance: 

^ Components Handbook^ Vol. 17, Chaps. 2 and 3, Radiation Laboratory Series. 

^ Jmwd by the Joint Army-Navy Electron Tube Committee, Army-Nayy Elec- 
ironioimd FSectrieai Standards Ag^cy, 12 Broad St., Red Bank, N. J. 
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2. Cathode bias, triode: 

Tube: 

6J6 (one section) miniature double triode. 

Test conditions: 

Eh = 100 volts, Rk = 50 ohms, grid grounded. 

Plate current: 

Minimum Ip = 5.5 ma, maximum Ip = 12.5 ma, 

Alp = 7.0 ma. 

Transconductance: 

Minimum Sm = 4000 ^nahos, maximum Sm, = 7300 /imhos, 
Average Sm = 5650 /nmhos. 

Actual test grid bias 

Minimum Eo — —0.275 volti, maximum Ee = —0.625 volts. 
Computed grid-bias tolerance: 

AE, = ^ + 0.35 - 1.6 volts. 

0.00 

3. Cathode bias, tetrode or pentode: 

Tube: 

6AJ5 low-voltage miniature pentode. 

Test conditions: 

Eh = Eo 2 = 28 volts, Rk = 200 ohms, grid grounded. 

Plate current: 

Minimum/p = 1,8 ma, maximum Jp == 4.0 ma, A/p = 2.2 ma. 
Screen current: 

Minimum Ic 2 = 0.1 ma, maximum Ic 2 = 2.0 ma. 
Transconductance: 

Minimum Sm = 2000 pmhos, maximum Sm = 3500 /unhos, 
Average Sm = 2750 /imhos. 

Cathode current (sum of Ip + Jc 2 ): 

Minimum Ik = 1.9 ma, maximum J* = 6.0 ma. 

Actual test grid bias {—Rkh)- 
Minimum Ee = —0.38 volts, maximum Ee = —1.2 volts 
Computed grid-bias tolerance: 

AEc = ~+ 0.82 = 1.62 volts. 

^.70 

The tolerances of the first stage of a direct-coupled amplifier have by 
far the greatest effect on the zero adjustment. This stage is most often 
a voltage amplifier, operating with plate voltages and currents con¬ 
siderably lower than were employed in the JAN tests. The question 
therefore arises as to the validity of the tolerance computed as above. 

In the case of a triode, if the assumption is made that the differences 
between samples of a tube type lie only in plate resistance and in ampli-* 
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ficaticHi factor and that the characteristics are linear and obey the 
formula 

j Ei -{• ftEc 
Ip — -> 

rp 

it follows that variations of m and/or Vp result in the following variation 
in grid bias required at a given plate voltage and current: 

^Ec=-— Arp - — An. 

M M 

The same sort of formula applies to a pentode if /x and Vp refer to screen 
voltage. Actually, about the only generalization that can be made is 
that the variation between tubes measured at the grid is less for small 
currents and grid biases. 

114. Vacuum-tube Characteristics at Low Currents*—In voltage 
amplification, which is the function of all but the output stage in most 
d-c amplifiers and of the output stage as well in some, it is generally 
desirable to employ each vacuum tube in such a way as to obtain the 
maximum gain, with little regard for the resulting impedance levels. 
This involves operation at rather low currents, for which the ordinary 
published tube data are unsatisfactory for use in a critical analysis. 
This section is largely the result of special measurements of vacuum-tube 
characteristics in the low-current region, from which certain generaliza¬ 
tions are made regarding voltage amplifiers. 

In hot-cathode vacuum tubes the best simple formulation of the 
relationship between anode current and electrode potentials is generally 
considered to be the three-halves power law*. According to this law, 
the plate current in a diode is proportional to and in a triode the 
total anode current (including the grid current if the grid bias is so small 
that this current is appreciable) is proportional to \egK + 

The basis for the derivation of this law is the assumption of a copious 
supply of electrons at the cathode surface, all of which are emitted with 
no excess energy so that the potential gradient at the cathode surface 
can be zero. For large currents, where Cpk or [egu + {eph/n)] is large 
compared with the initial electron velocities (expressed in electron-volts), 
the three-halves power law is valid. For low currents an entirely 
different relationship obtains. 

The portion of the total number of electrons emitted from a hot 
surface having normally directed velocities greater than e electron-volts 

Te 

is « where T ia the temperature in degrees Kelvin. Thus, if this 
exprecKdon r^nes^ts the plate current (rf a diode, there must be a pmnt 
is the tube e volts bdow the cathode potential that tiie rast.of the eie(v 
tixMUi have insufficient energy to attain. This mininmni potential 
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usually results from a space charge of excess electrons; but if the plate 
potential is itself negative, the minimum potential in the tube may 
actually be at the plate. Below the plate potential where this becomes 
true, the plate current is an exponential function of plate voltage. (Con¬ 
tact potential also is important, but it can be considered to be due to a 
constant voltage added to the plate supply.) The exponent is such that, 
for oxide-coated cathodes operating at from 1000° to 1100° K, an incre¬ 
ment of plate voltage of about 0.21 volt produces a 10-fold increase of 
plate current. If the logio of current is plotted against plate voltage, 
the result should be a straight line with a slope of 1/0.21. 



Fig. 11 1. —^Low-current characteristics of several diodes and diode-connected tubes, with 

logarithmic current scale 


The preceding theory is fairly descriptive of all tubes with unipoten¬ 
tial cathodes, at low currents. Figure 11*1 shows the logarithmic char¬ 
acteristics of samples of several tube types, either diodes or connected 
as such (grids connected to plate). The curves are straight for currents 
below 50 to 500 fxsif depending on cathode area and sfMtcing, and most of 
them have about the same slope: approximately 1/0.25. (These curves 
are not necessarily typical of the various tube types. Considerable 
shift in the voltage scale is encountered from tube to tube. For example, 
for several 6SL7's, the voltage at 1 fxa, ranged from —0.7 to —1.3 volts, 
although the slopes and shapes of the curves were fairly consistent.) 

In a triode operate^l as such, where potential differences exist between 
plate and grid, the relationship of anode current to grid-cathode potential 
seems still to be logarithmic, up to the same current level as it is when the 
plate-to-grid potential is sero. The slope of the curve is decreased by 
the plate-grid potential, probably because of distortion of the unipotsn^ 
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surfaces around the grid. This distortion and the decrease of slope of 
the curve are roughly proportional to grid bias and therefore to 1/m 
times the plate potential. Thus, the curve at a given plate potential is, 
in general, steeper for a high-M than for a 1ow-m triode. 



Fig. 11*2.—^Logarithmic low-eurrent characteristics of certain triodes. 

ITie curves of Fig. 11‘2 are the conventional “mutual” or “transfer” 
(diaracteristics of certain triodes, but with plate current in a logarithmic 
scale. The lower portkms of the curves are fairly straight and have 
40^ that approach that of the diode-connected tube for low plate 
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potentials but that decrease from this value as plate voltage is increased. 
(An aberration is evident in the case of the triode-connected 6Y6—the 
loss of control at low currents, because of leakage around the grid.) As 
explained above, this decrease of slope with respect to plate voltage is 
less noticeable for the higher-/* triodes. 


6SH7 



,Fio. 11*3.—^Logarithmic low-current characteristics of certain pentodes. 

If is the reciprocal of the slope of any curve in Fig. 11*2, i.e., the 
plate current increases 10-fold for each Eq increment of egk^ the mutual 
conductance at this point is 

_2«3t'p 

and is therefore proportional to the plate current while the curve is 
straight. It is evident that for a given plate voltage and plate current, 
the £fm in the low-current region is greater for high-M than for low-/* 
triodes, regardless of rating. Also, for a given triode at a given plate 
current, is greater at lower plate voltages. 

From the curves and from the formulas developed in a latw sectimi, 
it will be evident that the maximum volti^ gain is obtainable in a d-o 
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amplifier if the tube operates at as low a plate voltage as possible and at a 
plate current corresponding to the top of the straight part of the curve 
as in Mg. 11*2. 

Similar pentode characteristics are given in Fig. 11-3, from which 
it is evident that the maximum gain obtains at as low a screen-grid 
voltage as is permissible without resulting in the flow of control-grid 
current. 

11*6. Grid Current.—A knowledge of the grid-current characteristics 
of vacuum tubes is essential to an understanding of certain important 
limitations of direct-coupled amplifiers. 



Negative Grid CurrenL —When the grid is negative with respect to 
the cathode, a current, which is the result of positive ions that are 
attracted to the grid, flows from the grid terminal. The ionisatitm of 
the residual gas in the tube depends on voltage gradients, and therefore 
tNhe ne^^ve grid current increases with higher plate v<^tBge as well as 
With greater negative grid vcdtage. Since the pontive-hm oonwat is 
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the result of residual gas, its magnitude varies widely from tube to tube. 
For ordinary receiving tubes under usual operating-voltage conditions 
it may be anything from 0.00001 to 0.1 /xa. The JAN specifications 
usually limit the grid current to 1 or 2 ^a, but generally this value may 
be considered as being very conservative. The JAN specifications for 
the 6AK6 grid current is 0.1 and for the 6SU7, 0.02 Ata. Thus the 
latter tube is a good choice where a very high input impedance is needed, 
although the 6SL7 and many other tube types, when operated at reason¬ 
ably low plate voltage, may generally be relied on for grid currents as 
low as this. The effect of plate potential on positive-ion current (nega¬ 
tive-grid current) is illustrated for one example of a high-M triode in 
Fig. 11*4. (Variation of this part of the curve, from tube to tube, is 
considerable; the illustration is presented only to show the trend.) 
Plate current was held constant, so that as the grid voltage was lowered, 
the plate voltage rose p times as much. Negative grid current varies 
about as the square of the plate potential. Reduced cathode tem¬ 
perature has very little effect on this relationship; a given plate potential 
occurs at a reduced grid bias (see Sec. 11*5), but a given plate potential 
produces a certain positive-ion current almost independently of cathode 
temperature. 

**Electrometer tubes'^ are specially designed and constructed not 
only to have very little gas to be ionized but also in such a way that they 
are operative at very low electrode potentials in order to minimize the 
possibility of ionization. In this way and with special insulation, these 
tubes operate with grid current of the order of 10“^® amp. When the 
positive-ion current is less than about 0.0001 a photoelectric grid 
current may be large enough to be of importance. Roberts,^ operating 
a 606 pentode at plate and screen potentials of 20 volts, observed that a 
decrease of grid current from 10“^® to 10“"^* amp resulted from shielding 
the tube from light. A reduced cathode temperature can help in this 
respect by decreasing the illumination from the cathode. 

Another source of negative grid current exists in some tubes, namely, 
grid emission. This emission may occur if the grid is contaminated 
and especially if the tube power dissipation is high, even though the grid 
dissipation itself is negligible. It rarely amounts to more^than 1 or 2/ia 
if the plate dissipation is not above the rating, but even this small amoxmt 
may a consideration where a high resistance is employed in the input 
circuit to a power stage. 

Grid Current —^Positive grid current, caused by electrons 
flowing to the grid from the cathode, is much greater and much less 
eimiic than the negative grid current. The grid receives electrons as 
if it wett^ the plate of a diode. Because of the initial velocities of the 

^ Shei»ard Bebscti, A Feedback Microsmmeter,** RSI., 10, iSl, Jane 10&9. 
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thermoelectrons, many of them have sufficient energy to arrive at the 
grid even if it is at a considerable negative potential with respect to 
the cathode. Thus, this positive grid current becomes as great as the 
negative (positive-ion) grid current, making the net current zero at some 
negative grid potential, usually about —10 to —1.8 volt for oxide- 
coated unipotential cathodes at temperatures of 1000° to 1100° K. This 
is the floating-gridpotential, which the grid assumes if disconnected. 
It is largely independent of plate voltage but tends to be slightly more 
negative at the lower values. 

Because of the distribution of electron initial velocities, the grid 
current increases exponentially with respect to grid potential, increasing 
itself by a factor of 10 for every 0.2- or 0 3-volt increase of potential. 
(The fact that the grid potential moves as the logarithm of the grid cur¬ 
rent is used in certain computing devices.) This exponential type of 
increase ends at from 10 to 100 /xa; thereafter the nature of the 'ncrease 
depends on the tube type and is also considerably affected by plate 
voltage—the lower the plate voltage the more the grid current. 

The logarithmic portion of the grid-current curve is shown in Fig. ' 
11*4. This part of the curve shows much less variation from tube to 
tube than the negative portion. A reduction of cathode temperature 
reduces the grid current at a given bias, but it also increases the plate 
potential at a given plate current. The result is that if the grid current 
is not to exceed some predetermined magnitude, for a certain plate 
current the minimum allowable plate potential is not affected by cathode 
temperature. 

Minimum allowable plate potential is of great importance in d-c 
amplifier design. It depends primarily on the maximum allowable 
positive grid current, which depends on input resistance, and on the 
permissible voltage error resulting from their product. For example, a 
grid current of 0.02 /xa in a series input resistance of 1 megohm causes 
the actual grid voltage to be 20 mv lower than the input potential* In 
the case of Fig. 11-4, with a plate current of 0.1 ma, this would oohur at 
ep » about 50 volts, regardless of cathode temperature. In Urn same 
example, a reduction of plate current by a factor of 10 (to 0*01 ma) 
would lower the plate potential by only 15 or 20 volts* 

The higher the m of a triode the higher will be the^ minimum allowable 
plate potential (assuming a given allowable grid current and a given 
plate current), the latter being roughly proportional to the former* 

In a pentode, the plate can operate at much lower potentials than 
in a triode, provided that the screen is at a suffidently high potential to 
permit ample negative bias on the control grid* The re#hemi^t 
on the pentode-plate potential is that it be the 

screen from taking all of the current; |»entjd#l 
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operate satisfactorily as voltage amplifiers with plate potentials in tht 
neighborhood of 10 volts. 

11*6. The Effect of Heater-voltage Variation. —Variation of the 
cathode temperature of a vacuum tube in which the current is limited 
by electrode potentials and space charge rather than by cathode emission 
has the effect of varying the average initial electron velocity and therefcH^ 
also the electrode voltages required to obtain a given electron flow.^ 
When the plate current is very small compared with cathode emission, 
as is often the case in the first stage of a d-c amplifier, this effect is fairly 



Tig 11 6 Fig 11 6 

Fig 11 5—Diode heater-volt age characteristics (6SL7 as diode). 

Fig 11 6 —Triode heater-voltage characteristics (6SL7, Ep «* 160 volts). 

independent of plate current. It may be expressed in terms of the 
amount by which the cathode voltage must be changed relative to the 
other electrode voltages in order to hold the current constant as 
the cathode temperature is varied. 

For oxide-coated unipotential cathodes, this amount is approximately 
0.2 volt for a 20 per cent change of heater voltage about the normal value, 
whether the tube is a diode, a triode, or a multigrid tube. Figure 11-5 
illustrates the relationship for a diode. (A 6SL7 triode with grid con¬ 
nected to plate was used as a diode in this test, for comparison with 
Fig. 11*6. An ordinary diode gives the same result, however.) It is 
seen that the slope dEp/dEh at a given value of heater voltage is not 
greatly affected by current at the low-current values employed. 

* L« E. KoUer, The Phj/aicB of Electron Tvbee^ 2d ed., McGraw-Hill, New York, 
1937j W. G. Dow, Fundamentak of Engvneering EUdronice^ Wiley, New Yoik, X937; 
X ICiUmen and 8, 8edy, Electrqimeef McGraw-Hill, New York, 1941, See also Ap¬ 
pendix 0 for a dieouniion of the drift of vacuum-tube characteristics under constant 
applied pOt^tials. ^ 
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Figure 11*6 gives the same sort of information for the same tube 
used as a triodfe. Here the plate-to-cathode voltage was fixed; and as 
the cathode temperature varied, the current was held constant by adjust¬ 
ment of the grid potential. To have been completely comparable with 
the diode characteristics, the plate-to-grid potential should have been 
held constant; however, the results differ only by 1 /m. It is seen that 
the slope dEe/dEh is about the same as was the slope dEp/dEh for the 
diode and that in this case, too, it remains fairly constant with changes 
in plate current. 

If no compensation is employed, a direct-coupled amplifier will 
suffer a drift in the zero with any variation in the heater voltage. As 
will be shown later, it is not possible to cancel this drift with inverse 
feedback. As measured at the input, the drift caused by the first stage 
is simply (dEe/SEh)AEk; i.e., about 200 mv for a 20 per cent heater- 
voltage change (assuming an oxide-coated cathode and low plate current) 
Drift in subsequent stages is less important, depending on the preceding 
gain. 

Various practical methods of counteracting the effect of change in 
heater voltage will be detailed in later sections The most important 
of these rely, in some manner, on the canceling effect of an auxiliary tube 
that has the same heater supply and therefore undergoes the same sort 
of drift as the amplifying tube. Usually, equivalent tube types are used 
for the compensation, but some methods employ a diode to compensate 
a triode or pentode. The use of double tubes, such as the 6SL7, is 
preferable, since the cathode characteristics of a pair of triodes in the 
same envelope, made on the same day by the same manufacturer, are 
likely to be more alike than the characteristics of a random pair. To 
check this, the characteristics of 18 6SL7 double triodes (36 triodes) 
were measured. For each triode was recorded the change in grid bias 
that was needed to hold constant a plate current of 0.2 ma at a plate 
voltage of 160 volts while the heater voltage was changed from 10 per cent 
below normal to 10 per cent above normal. The tubes were of various 
ages and makes. The average value of AEh for the 20 per cent change 
was 210 mv, and 90 per cent of the values lay between 191 and 210 mv. 
Pairing the triodes at random without regard to envelopes, the average 
difference in AEh between pairs^ would be 14 mv, whereas the average 
difference between the two triodes in each envelope was only 8 mv. 

A set of mutual characteristics for a 6SL7 is given in Fig. 11 *7 for 
two different heater voltages. For a given current, 9EJdEh is Hot 
affected by the value of Ep] nor is dEJdEh appreciably affected by the 
value of Ip for currents less than 1 ma, such as are rnkficyed m most 

^ In a gausaiAn distribution of values, the average difference pairs of values 

ts where is the standard devia^pt of the dibtribittien. 
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voltage amplifiers. For higher currents, no longer negligible compared 
with cathode emission, dEe/dEh changes somewhat more with change in 
current and is also subject to much more variation from tube to tube. 

Table 11*1 gives the average characteristic (in terms of AEc required 
by a 20 per cent change of Eh about normal) and dispersion of the char¬ 
acteristic for rather limited samples of certain tube types Both high 
and low values of current were applied, and the results show that for 



Grid bias in volts 

Fig 11 7 —Effect of heater volt¬ 
age on 6SL7 characteristics 



Seconds after an abrupt Ef change 

Fig 118 —Heater-cathode time lag of a 
68L7 


high currents the effect of heater-voltage variation is greater and much 
more erratic. Pentodes were connected as triodes for these tests; 
this type of operation is legitimate, because it is found that the ratio 
between plate and screen currents is not affected by this connection. 


Tab LB ll'l —ErrEc?r op Electrode Voltages and Currents on the Average 
Drift Resulting from Heater-voltage Variation and on the Deviation 
FROM This Average, and the Grid Bias and Deviation Therefrom 


Tube 

type 


Plate 

(and 

screen) 

potential, 

volts 

Plate 

(and 

screen) 

current, 

ma 

Average 

grid 

bias 

(Ek 

« 63v), 
volts 

Probable 
deviation 
of grid 
bias, 
volts 

Average 
bias shift 
required 
for ^Eh 
«20%, 
mv 

Probable 
deviation 
of bias 
shift, 
mv 

6SN7 

10(20 aec.) 

1 

f 60 

2 0 

-1 65 

±0 16 

210 

± 15 




1240 

10 9 

-6 70 


425 


6SJ7 

10 

■ 


2 5 


±0 10 

215 

Bm 



1 


10 0 


±0 35 

400 


«AC7 

10 

■ 

60 

2 0 


±0 28 

210 

mem 



1 

[240 



Eia 

290 

± 40 

eAQ7 

10 


19 

BSl 




± 20 



1 

■■Mi 

Klsll 

-7.00 

±0 25 

828 

mm 
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There is a certain amount of thermal lag between a change of heater 
voltage and the resulting change of emission. Its magnitude, for a 
sudden increase or decrease of heater voltage on a 6SL7, is shown in 
Fig. 11-8 in terms of the lag in bias for a given current. This lag is of 
particular interest where the method of compen¬ 
sation involves the direct application of heater 
voltage as a circuit parameter. Where the com¬ 
pensation employs another tube as mentioned 
above, it is of interest only in so far as the lag 
. tube to tube. 



p Maries from tube 

11-7. Sifagle- 


Fia. 11-9. 

amplifier. 


ESIGN PRINCIPLES 

•7. S^gle-ended Triode Amplifiers.—The 

amplifier of Fig. 11-9, with fixed cathode poten¬ 
tial, may be analyzed by drawing a load line on 
Simple triode the graph of plate characteristics in the conven¬ 
tional manner (see Fig. 11-10). The plate cur¬ 


rent and plate-to-cathode voltage may then be read directly from the 
figure for any value of grid voltage. 

In so far as the characteristics may be considered to be straight and 
parallel and to start from zero plate current at zero plate and grid voltage, 



Fta. 11*10.—Plate characteristics with load line. 


the operation of the amplifier may be analyzed mathematically from the 
formula for plate current: 

( 1 ) 


mbsse n is 


and is 


is 


di 


l^ate onrraat is found to be 




Substituting E„ — for the 


and tihe plate voltage is 


*"p 


fp + Rp 


m 
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6p ~~ Epp Eptp 


R, 


Rpp “ 


1 + 


Rp 


From Eq. (2) the current gain (considering Rp as the load) is 


( 8 ) 


Us. = M 

dCgk Tp "4" Rp 


(4) 


and from Eq. (3) the voltage gain is 



Fio. ll'll.—Typical tnode amplifier eharaotenstios. 


This relation would indicate that a very high rewtanee ^ould ba 
employed for iSp if a voltage amplih^ is to realize the maximum gain. 
Actually, tp is approximately inversdy proportional to plate eurrmit for 
small values of ip, and f drops slightly as plate current is decreased. 
Therefme, for a ^vsn Epp, the gain ceases to increase as Hj, Is increased 
beyond a finite multiple ctfr,. For instance, in a 6J6triode,)^ measuring 
the kerMsmit of plate vdltage obtained between e, ^ —StS and 
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volts, it can be shown that if Epp = 200 volts, increasing Rp above about 
75,000 ohms gives no increase in the gain. On the other hand, an 
increase of Epp gives an appreciable increase of gain. 

Except where tube rating is exceeded, the factors limiting the range 
of voltage or current output are the plate-supply voltage (or aero-load 
cxirrent) and the point where grid current becomes excessive as deter¬ 
mined by the in^ut impedance. The latter, except for a low input 
impedance, generally occurs at a grid voltage of from —1 to —2 volts 
The linearity of a simple triode amplifier, considered over the entire 
output range, is rather poor because the plate resistance increases and 
the amplification factor decreases toward the low-current end of the load 
line. Figure 11-11 shows a typical triode amplifier characteristic and 
is derived by drawng a suitable load line on a family of ip vs. Cp curves 

for a type 6J6 triode. The dashed curve results 
from grid current flowing in the input resistor. 

However, linearity over a given range can be 
greatly improved by raising the plate-supply 
voltage to a value considerably above the upper 
limit required to obtain the desired output volt¬ 
age. For many triodes, m is constant with re¬ 
spect to plate voltage if plate current can be 
maintained constant. Thus, for good linearity 
as well as for maximum gain, the ideal voltage 
amplifier would have infinite Rp and infinite 
Epp, Some constant-current device, such as will 
be described in connection with pentode ampli¬ 
fiers, may be employed in the plate circuit to 
approach this ideal. The linearity of output under conditions of constant 
plate current is illustrated for a 6SL7 in Fig. 11-20, 

Triode Amplifier with Cathode Redstor ,—When a resistance is inserted 
in series with the cathode, as in Fig. 11*12, the load line, if it is derived 
from Rp + Rk instead of Bp, still describes the performance of the 
amplifier. But since egu is no longer the same as eg but is equal to 
eg — ipRk (assuming no external cathode load), it is not possible to obtain 
an operating point directly from the load line. For a given eg, one 
estimates ip, computes the corresponding ipRk and refers to, the dia¬ 
gram (Pig.Ul-10) to see how far the resulting ip is from the estimate, 
and r^)eats the process with some intermediate estimate of ip. When 
is large (comparable, for instance, with rp or greater) and when eg 
is positive and sufficiently large so that egk will be small in comparison, 
the first estimate of ip is assumed to be equal to or a little larger than 
eg/Bk* This usually proves to be an accurate assumptiom When 
an operating point on the load line has hmi determined, its interprcirta(lo]i 


Epp 



Fia. 11 12.—Tnode with 
cathode and plate resistors. 
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is as follows: The diflFerence between epk and Epp is apportioned between 
Rp and Rk in proportion with their relative values. 

When Rk is small, it may be convenient to redraw the plate char-^ 
acteristics to include the effect of this resistor and to consider the new 
graph afi if an equivalent tube (having a different set of characteristics 
from the original) were being used. The procedure is illustrated in 
Fig. 11’13, where the plate characteristics of a 7F8 triode are modified 
by a 1000-ohm cathode resistor. The points are plotted by assuming 
values of Cg and Cgk and computing tp from tp = (eg — egk)/Rk- The 
resulting curves (shown solid) are the plate characteristics of the equiva¬ 
lent tube, upon which load lines may be drawn in the usual manner with 
no further consideration of Rk. 



Fiq. 11*13.—Modification of triode plate characteristics by a cathode resistor (7F8 tnode, 

Rk =* 1000 ohms) 


It is helpful to analyze the circuit of Fig. 11-12 on the basis of the 
simple approximation of Eq. (1). Substituting Epp — Rpip — Rktp 
for Cpk and Cg — Rkip for Cgkf the plate current is found to be 


tn — 


EIpp ~f" 


Tp + Rp (fx + 1 ) 12 * 


und t 

j) 


( 6 ) 


A rather useful concept is obtained by comparing Eqs. (6) and (1). It 
is seen that when a triode has resistors in series with its cathode or plate 
or both, the triode with its resistors may be considered equivalent to a 
simple triode having the same n but having a plate resistanlle equal to> 
r, + + (m + Figure 11'14 illustrates this equivalence. Figure 

IMS bears this out for the case of the cathode resistor: ^ is imchanged 
in going from the dashed to the sdid curves, but rp is increased by 
Oi + 

From Eq. (6) it follows that the {date and cathode vedtages ate 
(assuming negliiplde grid corrent) 
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as part of an equivalent triode and consequently adding (/n + 1)J?* to 
Tp, as suggested in the foregoing paragraph 



Fia 11 14—Twode equivalent of tnode with plate and/or cathode resistor 


Equation (7) shows a> ^in from grid to plate of 



(9) 


The cathode resistor affords a negative feedback that, in addition to 
reducing the gain, reduces the variation in gain caused by variations of 
Tp and /i. This tends to keep the gain constant when tubes are changed 
and also to make the output-vs.-input curve more linear. The effect of 
variations of Tp and m on the gain may be found by partial differentiation 
of Eq. (9). The resulting fractional change of gain is 


7*p “1“ Up “f" A/i _ _ Tp _ ATp /im 

9 fp + Aj) + (m + l)i8* ft Tp Hr + (m + 1)^2* *Tp 

Thus if is such that (ji + 1)/?* is n times (r^ + the gain is reduced 
by a factor of n + 1 [see Eq. (9)]. The fractional change in gain caused 
by a given variation of tp is then reduced by the same factor as that 
caused by a variation of m if M is largo compaied with n. 

If M 18 large and fiRh is large compart with tp + Rp^ the gain is 
lipismiiiiately Rp/Uu* ^his gain and the deviatimi from it are shown 
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by Fig. ll-15a, which is one form of graphical representation of Eq. (9). 
Figure 11*156 is a different form for use where Rk is low. 

The variational plate output impedance of a simple triode amplifier 
(Fig. 11*9) is equivalent to Vp and Rp in parallel. By applying the 
equivalent-triode theory developed above, it is found that the plate 




(b) Curves for low 


Fio. 11*15.—Gain of triode amplifier with cathode resistor. 


output impedance for a triode amplifier with cathode resistor (Fig. 11-12) 
is 


7 = 1‘p+ 1 )^* Tf 

“ /Jp + r, + (a. + l)Rk 


( 11 ) 


To find the cathode output impedance, consider the change in the current 
fiowmg into the cathode terminal in Mg. 11-9 if the cathode is ungrounded 
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aad e* is varied by external means. This current is —ip, which from 
Eq. (2) is 

; _ Epp C* "h , 

” " rp-\-Rp~ 

therefore, if Ck is raised by an increment Lek without changing Epp or 

^ - = t-V’ (12) 

which is thus the admittance of the cathode terminal. If this impedance 
is put in parallel with Rky the cathode output impedance of a triode with 
cathode resistor (Fig, 11-12) is 

17 __ rp -f" Rp /ION 


M + 1 + - 


Tp + Rp 


A similar procedure may also be employed in the derivation of Eq. 

( 11 ). 

Cathode Follower ,—If the cathode is to be used as the output 
terminal, the circuit of Fig. 11 12 is a ‘‘cathode follower,although the 
usual practice is to omit Rp, In the latter case F]qs. (6), (8), and (13) 
become 

I -= + Mg g 

" rp + (m + 1)E; ( ^ 

e* = • (16) 


Generally m and Rk are large enough so that for practical purposes the 
following approximations can be used: 


+(1 


Tp + E* 1 


Hie cathode fdlower is not a volt&ge amplifier but is a mmple and 
eiH^lleat impedmice changer or power amplifier, in which a high degree 
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of stability and linearity is afforded by the inherent negative feedback. 
The variability of gain may be obtained directly from Eq. (10); and since 
the same current flows in both Rp and Rkj the fractional gain variation 
is the same measured across either resistor. Dropping Rp and rear¬ 
ranging Eq. (10) for clarity, 


1 

^ ^ ^ Tp _^__ Arp 

S 1 + (m + 1) " 1 + (m + 1) 

Ip Ip 


( 20 ) 


For example, if ^ is 20 and 22* is twice the average value of rp, and if n 
increases by 20 per cent and Vp decreases by 50 per cent of its average 
value as the working range is traversed, the percentage change of gain is 


9 


1+^X2^®'^ 

= 0.014 + 0.012 = 2.6 


1 

1 + 21 X 2 
per cent, 


X (-0.5) 


which indicates a 2.6 per cent change in slope of the output-vs.-input 
curve, or a deviation from linearity of less than ±0.2 per cent.^ Equa¬ 
tion (15) shows that a given variation of plate-supply voltage results in a 
variation in the output of a cathode follower of only l/(jw + 1 + Vp/Rk) 
times this change of voltage. 

The output-vs.-input curve of a cathode follower may be obtained 
from a load line with a slope of — 1/J?* drawn on the plate characteristics 
(Fig. 11-10). (Epp is, of course, measured from the fixed terminal of JZ* 
in case this is not at ground potential.) The output voltage is simply 
Epp — Cpk] and for any given output, the input is this value plus egk at 
this point on the load line. The load line reveals immediately, without 
the necessity of plotting the output curve, the useful range of the cathode 
follower (as limited by grid current and by low plate current) and the 
tube power dissipation. 

The linearity of a cathode follower may be greatly increased for special 
applications where precision is paramount by the use of a ‘‘constant- 
current device in place of Rk- As has been mentioned, the im of many 
triodes at constant current is independent of plate voltage. Therefore, 
good linearity is obtainable if the load line can be made horizontal. 
The devices of Fig. 11-16 afford good approximations to constant current. 
The pentode circuit of Fig. 11-16a relies on the fact that the pentode plate 
current is fairly independent of plate voltage. Current is determined 
by the self-biasing resistor R and by the screen potential. The latter 
should be as low as possible, because if the pentode plate falls below the 


n-62. Eq. (102). 
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level of the screen, the screen current will increase. This effect, in turn, 
will decrease the plate current by increasing the biasing current in 
and by lowering the screen voltage by extra loading of the bleeder. If a 
suitable negative voltage source is available, it may be convenient to 
connect f?* and the grid to this source and to connect the screen to ground. 



(a) Pentode circuit (6) Triode cocuit 

Fio. 11*16 —Constant-current devices replacing Rk of a cathode follower 

The triode circuit of Fig. 11*166 (il it is assumed that Ck remains suflS* 
ciently above E so that there is negligible grid current) may be analyzed 
by application of Eq. (6). 

. _ Cfc + fiE 

^ rp+{fi + \)Rk 

Thus the equivalent resistance is 

^ = rp + (m + 

and it behaves within the limit of useful range as if its nether end were 
connected to a potential y>E below the reference level. This triode con¬ 
stant-current device has much greater stability with respect to tube drift 
than has the pentode because a given drift of grid-to-cathode voltage 
causes less percentage change of the drop acroi^ 22*. Figui;e 11*206 
shows the improvement in linearity of a cathode follower that may be 
achieved by using such a constant-current device. 

If a constant-current device is employed, the cathode-follower output 
impedance (Eq, (16)] is simply the reciprocal of the transconductance. 

U«8. Singlet-ended Pentode Amplffienu—If both the cathode and 
screen grid of a pentode (or tetrode) are at fixed potentials, with no 
sertes lesistanoes, t£e (^ration ci the amplifier may be determined by 
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means of the load line, as for a triode (see Fig. 11*17). The plate char¬ 
acteristics employed must apply to the existing screen potential. 

A complete mathematical description of the approximate operating 
characteristics, such as was based on Eq. (1) for the triode, is not feasible 
here. However, since m and Vp are derivatives at an operating point, 
the gain, which is also a derivative, is correctly expressed by Eq. (5), 



As At is in practice large and rather indeterminate, the gain is better 
expressed for computation in the form 

gi- --2!^^. (21) 

afg j , £dp 

Since, in general, Vp is very great compared with /?p, a good approxima¬ 
tion is 

« -.-K, (22) 

It would seem that the voltage gain is proportional to the plate¬ 
load resistance except for very high values of Rp. Actually, in the 
case of any ordinary “sharp cutoff” pentode operating as a voltage 
amplifier, the transconductance is very nearly proportional to the plate 
current. Thus for a given plate-supply voltage and a certain operating 
range of plate voltage, the gain is independent of Rp over a very wide 
range of values. On the other hand, it is roughly proportional to 

Epp Cp. 

If Epp, together with Rp, can be raised without limit, a very hi|^ gain 
may be attained. Th^ same effect may be achieved by the use of some 
kind of constant-current device in place of the load resbtor. Such a 
device is shown in Fig. 11-18. This is the same as the constant-current 
element shown in Fig. 11-166 except that hfere a battery or its equivalent 
is needed. The operation of the triode (if there is assumed to be suffi¬ 
cient plate-to-cathode voltage to keep its grid frmn drawing current) 
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may be determined by substitution of the ‘‘equivalent triode^' with Rk 
included. This substitution changes the plate resistance to 

+ (m + 


and in appl 3 dng Eq. (1), Cpk 

ip 


Epp — ep and egk ~ E (Fig. 11*14), 

Epp ~~ gp 4" t^E 

rp + (m + 1)-R* 


(23) 


Thus, except for an upper working limit somewhat below Eppy this 

triode arrangement behaves like a 
resistor of value + (m + 1)22* (or 
roughly, /x22*), whose upper termi¬ 
nal is attached to a potential nE 
above Epp. This device is not often 
practical because it requires a battery 
or floating power supply. 

In general, with a given plate- 
supply voltage and without the use 
of a special circuit such as the fore¬ 
going, the maximum voltage gain is 
obtained when the screen grid is 
operated at the lowest potential per¬ 
missible from the standpoint of con¬ 
trol-grid current. The of ordinary 
sharp cutoff pentodes, at any given 
plate current, increases slightly with 
reduced screen potential. 

If the screen-to-cathode voltage 
is subject to variation, the analysis 
of the operation of an amplifier is more involved than if it is fixed. For 
rough calculation, advantage may be taken of the facts that over the usual 
range of operation, both plate and screen current are fairly independent 
of plate voltage, and screen current is a substantially constant ratio of 
plate current (between i and i). An equation similar to Eq. (1) is 
sometimes useful, although it is not so accurate or complete a description 
of the characteristics. The plate current is the same sort of function of 
screen voltage as it was of plate voltage in the case of the triode.' There¬ 
fore, in applying Eq. (1) to a pentode, degjdip is used instead of dep/dip^ 
and deg Jdeg instead of dep/dCg. 

dCa^ 



Fig. —Constant-current device as a 

pentode ]oad resistor 
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Thus, if the screen grid has a series resistor, (©-g-, from a bleeder 
whose output resistance is appreciable), and if the assumption is made 
that ig is a constant fraction n of tp, then 


Egg^ Eg nip + 6 ^ 


from which 


The gain is 


„ deg^ 


dCg 


Epp ipRp 


Epp 


dSg 

RpEgg^ + Rp eg 
dCg 

—* + nRg 




-f- nRg 


1 + nRg, £ 


If the pentode amplifier is further complicated by a cathode resistor, 
as in Fig. 11 19, the current flowing in this resistor must be considered 
to include screen current. But if the assumption is made that ig^ = nip, 
where n is a constant, then ik is (n + l)ip. Equation (24) yields 


nRg ip - (n + l)ipRk + le„ - (n + l)ipRk] 


from which 


_ dCg 


dCg 


• ^ \de. 


+ 1) (n + l)Bk 


The voltage gain is 


i+nRg^^ + (l+n)Rk 


(g^ + iis) 
V 


(29) 
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Pentode Cathode Follower ,—In a-c applications a cathode follower can 
make capital of the high gain afforded by a pentode, for the purposes of 
obtaining good linearity and low attenuation, by the use of a condenser 
to maintain constant screen-to-cathode potential. In d-c circuits, 
however, where (unless a battery or floating power supply is used to set 

the screen at a fixed potential with 
respect to the cathode) the screen- 
to-cathode potential varies along 
with the plate-to-cathode potential, 
the pentode operates as a triode. In 
computing the cathode-follower per- 
formance, the triode-connected 
plate characteristics apply. There 
are cases, however, where some ad¬ 
vantage may be taken of the extra 
electrode. For example, if a stable 
output at high power level is desired, 
and if a regulated, but low-power, 
voltage source is available, the screen 
can be tied to this regulated source, 
and the plate, which furnishes most 
of the power, can be connected to 
an unregulated source. The output 
will then hardly be affected by plate-voltage fluctuation. 

11*9. Cascode and Other Series Amplifiers. Constant-current Plate 
Load ,—It is evident that the gain of an amplifier is a maximum when 
both Rp and Epp are infinite and ip is finite. In this case, also, the output 
signal is most linear, since the gain, being simply m? is independent of 
Tp. For most triodes fij at any given plate current, tends to be constant 
over a wide range of plate voltage. The effect of infinite or very great 
Epp and Rp may be achieved by the use of a constant-current'^ device 
between the plate and the B+ voltage supply. 

One such device is a diode with such a low filament voltage that its 
current is limited by cathode emission and is thus independent of its 
plate-to-cathode potential. A diode with an indirectly heated, oxide* 
coated cathode does not have really constant current at low temperature 
because the emission depends partly on plate voltage,^ but the partial 
effect is of spme value. Figure 11-200 shows the increase in both gain 
and linearity of a triode amplifier using a diode instead of a fixed plate 
resistor. A diode having a pure tungsten cathode would be more effective 
but less convenient. In either instance, the device is subject to con- 
* See W. S. Dow, Fundameniala of Engineering Eleetroniee^ Wiley, New York, 1987, 

p.m. 


Fio 11*19.—Pentode amplifier with 

cathode and screen resistors 

i 
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siderable drift if the filament supply voltage varies. Figure 11*206 
shows analogous data for a cathode follower using the constant-current 
triode circuit shown in Fig. 11*166. 

A high-vacuum photoelectric cell has a current independent of voltage 
at any given value of illumination and thus may be used as a constant- 
current device. The current is at most a few microamperes, and the 
illumination must be constant; however, the scheme may be of value in 
certain applications. 


0.2 

g 

.s 

o.r.? 

g 

0 

-6 -5 -4 -3 -2 -1 0 

Cg in volts 

Fiq. ll*20a.—Output characteristics of a tnode amplifier with and without a “constant- 
current” diode as plate load (6SL7 tnode, Epp ^ 250 volts). Solid curves; plate load is a 
6H6 diode, Ef « 2.4 volts; dashed curves, plate load is a 1.1-megohm resistor. 

The constant-current arrangement of Fig. 11*166, as used in a cathode- 
follower circuit, may be adapted as an amplifier plate load as shown in 
Fig. 11*21, In this adaptation, since the cathode end rather than the 
plate end of the device varies in potential, a battery or floating supply 
is needed to determine the grid potential, although no appreciable current 
is required from this source. A small constant-voltage glow tube, with 
its current furnished by a resistor from the positive supply, may be used 
as the voltage standard in place of the battery, but this current is variable 
and therefore must be small compared with plate current. 

The device of Fig. 11*21 is a cathode follower in which the current is 
approximately E/R, The greater E and m 2 are the more nearly constant 
will be the current. From Eq. (6), the current is 



Epp — dp + fA^E 
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and its rate of change with respect to amplifier plate voltage is 

dip _1_ 

dCp Tpi + (At2 + 1)-B 

The device becomes inoperative before ep reaches Epp, but it is seen from 
Eq. (30) that over its operating range, the current behaves as if it would 
be zero when Bp = Epp + fiE, Thus, except for the limited operating 
range, the device is equivalent to a plain resistance of value 

+ (m2 + \)R (32) 

returned to a J5+ voltage of 

Rpp - Epp + t^^Ey 

as shown in Fig. 11*216. 



Fia. 11 >22.—Output oharaoteristios of a pentode amplifier with and without a constant- 

current plate load. ^ 

The constant-current circuit of Fig. 11-21 is especially effective in 
increa^g the gain of a pentode because the gain with constant current 
is Ml which, for a pentode at low current, is very high. - Figure 11-22 
shows the output curve of a 6SH7 pentode with a 6SL7 constant-current 
plate load, where = 45 volts. The gain is about 7000, whereas with a 
ample resistor and the same F+ voltage it is only 600. 

The output impedance of a pentode amplifier with a constant-current 
load is very high; and if it is followed by a resistance divider, the gain 
may be serious^ decreased. In effect, the divider resistance parallds 
the equivalent resistanoe of the constant-current circuit. If the vdlti^ 
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level must be lowered before being applied to the grid of the next stage, 
a cathode follower is advisable for the purpose. 

If the battery is omitted in Fig. 11-22, the circuit does not, in any 
sense, comprise a constant-current device It behaves like a simple 
resistor, of value rp 2 + (m 2 + l)iZ, attached to the Epp source There¬ 
fore, no increase of gain obtains. If the two triodes are similar, however, 
and if the amplifier triode also has a cathode resistor of value If, the 
arrangement is useful in that the output voltage is more linear than that 
of a simple amplifier and the effect of cathode temperature variation is 
canceled (see Sec. 11*11). 

The pentode constant-current circuit of Fig. ll-16a may be adapted 
as a plate load for an amplifier by the use of a battery or its equivalent 
for the screen supply. This type of supply has the disadvantage that 
appreciable current is drawn therefrom. A simple divider for the screen 
supply attached between the cathode and Epp is ineffective, because in 
this case ip will tend toward zero as ep approaches Epp, as is the case with 
a plain resistance plate load. 

Cascade Amplifier —The preceding constant-current circuits have the 
aim of making the gain equal to p by elimi¬ 
nating the \/gnMp term from the gain equation 

9 = 1 (33) 

- H—— 

Thus they are most effective for a pentode 
amplifier where normally is much less 
than p.. In a triode amplifier, on the other 
hand, p is much smaller, and the first term in 
the denominator of £q. (33) is usually the 
more important. It is the result of variation 
of the plate voltage, which has very little effect 
in a pentode because of the isolating effect of 
the screen on the plate. A casoode amplifier 
tends to hold the triode plate potential fixed but still permits its current 
to flow in a load resistor. Thus the behavior is similar to that of a 
poatode, with the advantage that no screen current'is required. ' 

A drcuit anangement is shown in Fig. 11*23. The upper tube has a 
fixed grid, so that the excurrimis of its cathode are limited. If Cpi were 
roafly hdd (x^astant, the curr^t gain of the lower triode would be pm 
and the vcdtage gain from e, to e, would be -^pmRp, as in a pentode. 

*,•Actual^ the lower trio^ has as its plate load the cathode input 
itppedaiMe of the upper tube, which is, from jBq. (12), (r, + ^]>)/(a + !)• 
TIhe ointent gain is fh.us 


E. 


pp 



fier. 
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Lip 

Leg 


Tp + 


Jf_ 

Tp + Rp 

M + 1 


and the voltage gain is 

9 = 


nRp 


Tp + 


*f~ Rp 
M + 1 


_ 1 _ 

1 , r-p + /?p 1 

gnMp Rp m(m + 1 ) 


(84) 


(36) 


Thus, if Rp is large in comparison with rp, takes the place of the m 
. in Eq. (33). 

The value of Eg^ should be sufficiently high to keep the input grid 
from drawing appreciable grid current, and the operating range of tp 
should be far enough above Eg^ so that the current in the upper grid 
will not become comparable with ip. 

Differential Amplifiers. Cathode as Input Terminal U> an 
Amplifier .—The cathode or grid of a tube or both may be employed as 
input terminals. From Eq. (2), the plate current in 
Fig. 11-24 is 

V _ ^vv + — (m + 1)«* /oa\ 

-;r-x-p- 


The gain of the amplifier with respect to the cathode 
input terminal is — (m + 1)/m times that with respvect 
to the grid input terminal. If both input terminals 
are used, the output voltage is much more sensitive 
to changes in their <iifference than to changes in 
their common level. If their difference is held con¬ 
stant, 6p will change only Rp/irp + Rp) as much as 
any common change of c* and egf whereas Cp responds by m times this much 
to any change of their difference. 

The input impedance to the cathode is low and is equal to 



Fig. 11*24.— 
Tnode with two in¬ 
put terminals. 




Rp 

M + 1 


(87) 


Any reastance in the cathode drctdt Ri has the same effect ae adding 
(jtt + l)Ri to the plate leawtance. Thus, Eq. (86) beeomeB 


“ h 1*^0 - 

fp '•+■ "R,'+ 


• (m + l)«i 


( 88 ) 
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where 4 is the cathode input voltage outside of The output voltage 
is still M times as responsive to input voltage difference as to mean input 
voltage level. 

In spite of the low impedance of the cathode, it is often convenient 
to employ it rather than the grid as the input terminal, because the 

amplifier used in this way gives an 
output voltage of the same sense as 
that of the input voltage. 

Cathode Input Voltage Applied 
through a Cathode Follower ,—A cathode 
follower affords a convenient means of 
obtaining the necessary low impedance 
for the cathode input terminal. In 
addition to high input impedance and 
amplification without inversion, the 
arrangement illustrated in Fig. 11*25 
provides a balancing of the effect of 
heater-voltage variation and a con¬ 
venient high-impedance terminal (^ 2 ) for zero adjustment or feedback or 
both. 

The input voltage is attenuated according to the voltage gain of the 
cathode follower, which is p/iu + 1 + r^/Rk), Also, the output imped¬ 
ance of the cathode'follower, rp/{p + 1 + rp/iZ*), acts as a resistance in 
series with the cathode of the amplifier. Thus, the gain from ei to ep is 




_f-* 


iRk 


^Uc 


Fiq. 11*25.—Cathode follower as an 
input means. 


9i - 




(fit + ^)Rp 


fpi + Rp + 


(fit + l)rpi 


(39) 


Ml + 1 + 


rJ 


in which the subscript numbers 1 and 2 refer to the cathode follower and 
amplifier triode, respectively. If these are the same, the gain is 


® 1 I Tpjrp + Rp) ^ 

Rp^ RpRkij^ + 1 ) 

) 

Cathode FoUower Used as a Cathode Return ,—The circuit of Kg. 11*26 
may even be used when voltaige inversion is acceptable; in this case 
Uie input voltage may be applied to the amplifier grid. Poedble reasons 
for using the circuit in this way are (1) The input voltage may be at scnne 
levd far from ground, and a bleeder of sufficiently low resistance fmr the 
oaUio4a retiim may be undeidrable; (2) the cathode follower fpid nu^ be 
Wild iat negative or positive feedbag; (3) the cathode fdlower may be 
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used for a zero adjustment for the input level; (4) the effect of heater* 
voltage variation on zero shift is largely canceled; and (5) the output char¬ 
acteristic may be more nearly linear because of a mutual cancellation of 
the variation of plate resistance. The gain from to Cp is computed 
from Eq, (9), where the cathode resistor is the cathode-follower output 
impedance. 


92 = 


Tp2 + Rp 


— fJLjRp _ 

+ (m 2 + l)rpi 

Ml + 1 + ^ 


(41) 


If the tubes have the same characteristics, 


9e 


1 + 


M 4“ 


M + 1 Ejfc 


Rp RpRkiii + 1 ) 


(42) 


If the are equal and Rk is large, the last term in the denominator 
of Eq. (41) is approximately rpi. The sum of the two plate currents, 
which is equal to the current in 7?^, is substantially constant, so that a 
decrease in the amplifier current causes an almost equal increase in the 
plate current of the cathode follower. If the two plate currents are of the 
same order of magnitude, the variations of plate resistance caused by 
variation of plate current will be about equal and opposite. The denom¬ 
inator of Eq. (41) will thus be fairly constant over a considerable output 
range, and an increase in linearity will result. 

Differential Input —^The circuit of Fig. 11-25 is more suitable than 
that of Fig. 11-24 for the amplification of the difference between two 
voltages, because both input terminals have a high impedance, the 
cathodes mutually offset the drift due to heater-voltage variation, and 
the output voltage may be less affected by the '^common-mode varia¬ 
tion(common change of level) of the two input voltages. 

This independence of the common mode is a feature of importance 
when the amplifier is to be used as a comparator,^ in which the output 
voltage ideally should be a fimction only of the difference between the 
input voltages and not of their average. The degree of rejection of the 
common mode may be expressed by the ratio of the gain of the amplifier 
with respect to the average of the input voltages to that with respect to 
their difference. If the two input potentials are ei and e^, an output 
voltage variation may be expressed as 

Aco ** 9i + 9» Acj (48) 


‘C/.Vol. 19, Chap. 17. 
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or 

Aco = (Afi - Ae*) + (g, + gs) (44) 


The second coefficient in Eq (44), gi + 02 , should be zero or very small 
in comparison with the first coefficient (9i — 92 )/ 2 . 

In the case of Fig. 11-24 the proportional response to the common 
mode, expressed as the ratio of ( 9 i + 92 ) to ( 9 i ~ 92 ) /2 is approxi¬ 
mately I/m- For Fig. 11-25, where the triodes have been assun^ed to 
be identical, comparison of Eqs. (40) and (43) shows the ratio to be 
approximately 


gl + 9 2 ^ -Tp 
9 i ~ 92 (m + ^)Rk 
2 


(45) 


With given voltage levels, this ratio cannot be reduced indefinitely by 
increasing 22 * because the resulting decrease of current causes Vp to increase 



Fig. 11 26—Use of constant-current device to nunimise common-mode effect 


as well. A large negative return potential for Bk is advisable. Figure 
11-26 illustrates the use of a constant-current device to simulate a very 
large Rk without reduction of current. 

Even with an effectively infinite Rk, however, tte common-mode 
rejection depends on equality between the (I’s of the two triodes. The 
assumption of JB*, -=00 in Eqs. (39) and (41) shows that if the tubes in 
Fig. 11-22 are dissimilar, even though the const«Cnt-current dbvice is 
perfect, the proportional common-mode variataw is 


9i d~ 9« 

81 - S« 


2 


Ml -- 

, Ml + M* 
MlM* T-2- 

Ml ~ M» ^ 


m 


MiMt 


(47) 
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or approximately 1/m times the fractional difference of the m^s. Thus, 
high-M tubes are indicated, and double triodes are preferable because 
they are generally better matched. For 6SL7's, for example, Eq, (47) 
rarely exceeds 0.1 per cent. The 6SU7 double triode is a specially 
designed and selected 6SL7 in which the quantity expressed by Eq. (47) 
is held to a minimum.^ 

From Eqs. (11) and (16), the output impedance of the circuit of 
Fig. 11*25 is 








(48) 


When Rh is large, this is approximately 




2Rprp 
Rp + 2rp 


(49) 


or Rp in parallel with twice r^. 

The foregoing equations in this section relate mainly to variational 
quantities. The equations for the d-c levels are cumbersome and are oi 


^ Care should be exercised not to read into Eq. (45) more than it actually says 
For instance, although pentodes have very large /x's, Eq. (45) does not apply to their 
use, since in its derivation it is assumed that Rk'^fpi) but in view of the large plate 
resistance characteristic of pentodes it is unlikely that this condition can easily be 
made to obtain. Thus, when two 6SJ7 pentodes (m > 1000) are employed in a cir¬ 
cuit like that of Fig. 11*22, the common-mode rejection is found to be no better than 
when two 6SL7 triodes are employed. 

Again, if Ru is made large by the use of a large ohmic resistor, the plate currents 
of the two tubes may be so small that their individual m's may differ by more than the 
amount measured under normal operating conditions. Nor can Eq. (46) be expected 
to apply if, when two tubes of differmg /* are employed, some other means is used to 
balance the amplifier to give zero output for a certain pair of grid potentials. 

The above is possibly the explanation of the fact that when highly sensitive 
amplifiers are used to detect cross talk between the two tubes being tested, a variation 
of the common-mode bias, for balanced tubes, passes through zones where a minimum, 
a maximum, or a point of inflection is obtained at the output. In these regions the 
output is almost independent of small variations of oommon-mode signals, whereas 
between these regions the output varies at an appreciable rate. The length of these 
zones, in which the output is independent—^withm the noise level of the amplifier—of 
the oommon-mode signal, varies with the type of tube. For example, it is found that 
the region may extend over several hundred millivolts of common-mode signal for 
typ$ 6SL7 tub^. But for type 6SN7 tubes the region may be as great as 1 or 2 volts. 
Another series of experiments indicated that this region was between 600 and 600 mv 
for pentodes (type 1620), when the criterion was the observation of a signal oorre- 
qxmding to a 10 mV difference between the two grid potentials. Editor. 
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less value in analysis and design. The problem in this regard would be, 
typically, to determine ei — €2 for a certain value of Cp and for a given 
level of the input voltages. The sum of the two tube currents will be 
known in the case of the circuit of Fig 11-26, and in Fig. 11-25 it is 


Epp 



Fio. 11 27—Method of zero adjustment. 


usually approximately ci/Rk The current in the amplifier tube is 
{Efp — «p)/ 2 ?p, and that in the cathode follower is the difference between 
this and ei/Rk. Thus the approximate Cp* and ip are known for each 
tube, and the e,*’s may be foimd by consulting the plate characteristic 

curves. Since the e^’s are the same, 
Cl — 62 is the difference between the 

€ffk S. 

The cathode-follower input voltage 
€1 generally will be somewhat lower 
than et because of the higher plate 
voltage. The difference may be re¬ 
duced by employing a lower-potential 
source for the cathode-foUower plate; 
in fact, a potentiometer to this plate 
may comprise a zero adjustinent. 
More commonly, however, the zero 
adjustment, if required, is a poten¬ 
tiometer between the cathodes as shown in Fig. 11*27. This decreases 
the gain by effectively adding (ft -f- 1 ) times half the resistance of 
the potentiometer to the r, of each triode. (The resulting negative 
feedback may or may not be of value, depending on the application.) 
It also increases the common-mode susceptibility [Eq. (45)]. The value 
of ibis resistance depends on tube tderances, but it may be hdd to a 
mpnimum by proper choice of the cathode-follower plate potential. 
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Differential Output .—A differential amplifier with two output ter¬ 
minals, such as the type illustrated by the symmetrical arrangement of 
Fig. 11-28, finds frequent application. It might be used as the first 
stage of a multistage amplifier; as a differential voltage output stage 
(actuating the plates of an oscilloscope, for example); or as a current or 
power output device, where the load (an ammeter, a relay, a motor field, 
a pair of magnetic oscilloscope deflecting coils, etc.), appears either 
between the two plates or, in two parts, as the R^s. 

To find the voltage gain from ex to Cpj, which is the same as that from 
62 to 6 pi (assuming equal tubes), Eq (39) may be applied. Because 
is increased by R^, the resulting gain is 


Si* ~ Ssi 


fiRv 




(R, 


2 + 


Rp “ 1 “ rp 


(50) 


(m + DRk] 

Similarly, from Eq (41), the gain from ex to Cpx or from e^ to Cp 2 is 


8ii “ 9** ~ 


—fiRp 




T. 


1 + 




(51) 


The gain from either input terminal to the two output terminals across 
which the voltage eo appears is the difference between Eqs. (50) and (51). 


G = 

^ Rp + Tp 


(62) 


This is identical with the gain of a simple triode amplifier and is not 
affected by Rk (except in so far as Rk determines the current and therefore 
affects rp). 

The differential output voltage is unaffected by common-mode varia¬ 
tion of the input voltage (provided the /I’s and r^’s are equal). Thus, for 
example, the input voltage might be applied to only one grid, the other 
remaining fixed, and the output voltage between the plates would be 
the same as if the input voltage were applied in “push-pull,” one half 
to each grid. In the latter case, however, the output voltage would 
be truly “push-pull,” whereas with one grid fixed the plate of the triode 

with the moving grid would move 1 + times as far as the other 


plate. Usually this difference is very slight; but if .Rt, is small and it is 
important to have balanced output voltage, tiius may be accomplished 
by using slightly unequal RpB. 

The differential output voltage will be affected by the input voltage 
level if there are inequalities between the triode charaeteristiGS. This 
effect may be appreciable where the amplifier is bong used to detect the 
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difference between two potentials, each of which is subject to considerable 
variation. When the triode characteristics are different, the gain from 
ei to Co may be found from Eqs. (39) and (41) in a manner similar to 
that by which Eq. (52) was obtained. It is 


y^iRp 2 + 


9i 




Tp2 "4" Rp 

(M 2 + ^)Rk_ 


^ (r.. + S,) + (r., + E,) + 


(63) 


where the subscripts refer to the respective triodes. The gain 92 , from 
C 2 to Co, is the same as gi with opposite sign and subscripts. If the 
differences between the n’s and r^’s are small, the proportional response 
to the common-mode input voltage is approximately 


9i + 9a 
(9i - 92 ) 


2 


\ _j- (^ p ~b ^ p) 

_ Ml M2 . _Tp_ rp2 Tp i 

M + 1 M 2(/l -t- l)Kk Tp 


(54) 


Thus, if a given percentage of dissimilarity between either the m’s or the 
fp’s is assumed, the appearance of the common-mode input voltage in 
the differential output voltage is lessened by the use of higher-;* triodes 
and a higher Rk. 

In some applications it is desirable that not only the differential 
output voltage but also the level of the two output voltages be unaffected 
by the input voltage level. The variation of the output voltage level 
is approximately —Rp/2Rk times that of the input voltage; this variation 
may be eliminated by the use of a constant-current circuit in place of 
Rk. This method also minimizes the effect on the differential output 
voltage [Eq. (64)], thereby eliminating the effect of difference between 
the fp’s. 

As has been pointed out, unless Rk is very small, the output voltage 
of a differential amplifier is very nearly “pufth-pull” even if the input 
voltage is applied to only one grid. This effect comes about by virtue 
of the cathode coupling; the cathodes undergo excursions about half as 
great as those of the moving grid, thus furnishing an input voltage.to the 
cathode of the tube with fixed grid and simulating a true piish-puU input. 
An important result is improved linearity over a large range of output 
voltages. This result is indicated by Eq. (53), since the sum of r„i 
and Tpt tends to remain more nearly constant than either of them alone. 
Figure 11*29 illustrates the degree of linearity effected, as well as the 
balanced output voltage obtained with a single input vdtage (<^. Fig. 

a*u). 
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Equation (52) indicates the rate of change of differential output volt¬ 
age with respect to differential input voltage. By symmetry, the output 
voltage should be zero at zero input voltage. Therefore, from Eq. (62), 
the voltage equation is 


€p2 €pi •— 


iJiRp 

lip “i“ Vp 


(ci — e*). 


(55) 


It is evident that the differential output voltage is independent of plate- 
supply voltage, whereas in the case of the single-triode amplifier [Eq. (3)] 



-10 -5 0 +5 +10 

C, in volts 

’ Fig. 11*29.—Example of differential amplifier and characteristic. 

any variation of Epp appears in the output voltage multiplied by 


{Jtp H~ rp) 

Inequalities between the two triodes will result in Eq. (55) being in 
error by a constant amount. Often this error is immaterial, as the zero 
adjustment can be located elsewhere in the circuit. If zero output 
voltage at zero input voltage difference is required, a potentiometer 
between the cathodes, as in Fig. 11-27, usually is satirfactory, although 
it decreases the gain to some extent. It is sometimes preferable to employ 
a potentiometer in the plate circuit to increase one Rp and decrease the 
other. In either case, the unbalance required by the zero adjustmmit 
tends to spoil the rejection of the common m^e and the push-pull 
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nature of the output voltage; if these are important, a pair of triodes like 
the 6SU7, which requires the minimum of zero adjustment, should be 
used. 

Addition of a separate resistance in series with each cathode decreases 


Bpp 



Fig. 11-30, — Differential 


the gain as given by Eq. (52) by the addition 
to the denominator of + 1 times this 
resistance. This resistance may be used as a 
gain adjustment where desired. (The in¬ 
crease of linearity accompanjdng the decrease 
of gain is an advantage over simple attenu¬ 
ation.) To avoid the use of a double poten¬ 
tiometer, the T-connected equivalent circuit 
as shown in Fig. 11*30 may be used instead 
of the T-connected cathode circuit. The 
gain potentiometer is generally of low resist¬ 
ance as compared with the cathode-return 
resistance, and each of these is about twice 
the value that Rk would have in the T-circuit. 


amplifier with gain and zero 
adjustments. 


There is a minimum of interference between 
the gain and zero adjustments as shown. 


Pentode Differential Amplifier ,—Equation (55) may be written in the 


form 



(«. - e,). 

1+f’ 

r« 


( 66 ) 


If pentodes are employed, the plate resistance may be assumed infinite, 
and 

6p2 ^p\ “ QmRp(fi\ 62) • ( 57 ) 

Thus a somewhat higher voltage 
gain is obtainable with pentodes 
than with triodes. The special 
problem in the case of the pentode 
differential amplifier concerns the 
screen potential and current. 

If a battery or floating supply 
can be used to furnish cathode- 
screen potential, good common¬ 
mode rejection may be realized. 

Also, since the screen current does not flow in the common cathode 
resistor, the output voltage is balanced as in the tiiode amplifier. 

In general, however, the screen grids are supplied from a fixed source 
or by means of a common resistor as in Fig. 11*31. The current in Rk 



Fio. 11*31.—Pentode differential amplifier. 
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is then the sum of the plate and screen currents. If the total screen 
current varies, the push-pull aspect of the output voltage will suffer. 
This effect is likely to be noticeable if either plate potential falls much 
below the screen potential. Therefore, Rs should be chosen carefully, 
with this in mind. 

11*11. Output Circuits. Requirements ,—^The type of output signal 
required of a direct-coupled amplifier varies greatly. Therefore, each 
application must be considered separately in choosing the appropriate 
output stage. Loads may be classified according to any of the following 
characteristics; the impedance, voltage, and current range required; 
whether or not both positive and negative voltage or current are expected; 
the degree of linearity desired; and the number of terminals needed. 
An example of a single-terminal load is an amplifier in w^hich a voltage 
is to be fed back in a d-c computing circuit, wherein the amplifier is a 
voltage-equating device. A two-terminal load might be the deflecting 
plates of an oscilloscope, a voltmeter or ammeter, a relay, a motor 
field, or a magnetic oscillograph. Some loads, such as magnetic oscillo¬ 
scopes, differential relays, magnetic amplifiers, and servo-motor fields, 
have three or four terminals for differential excitation. 

If there are no preceding stages in the amplifier, the design must take 
account of the input voltage level and provide an adjustment for varia¬ 
tions of components in accordance with 
the principles of preceding sections. 

Generally, however, there will be one or 
more stages of voltage amplification 
ahead of the output stage, and it will be 
assumed that the zero adjustment has 
been taken care of there. The actual 
output voltage from the preceding stage 
will be considerably above ground and 
usually must be dropped down to fit the 
input voltage level of the output state 
by a divider that also attenuates. 

Therefore, a high input voltage level is usually preferable. 

Simple Amplifier with Plate as Output Terminal ,—If the load is of 
very high resistance or if the required voltage swing is small, the load 
may be connected between some fixed point and the plate of the output 
tube, as in Fig. 11-32. In computing the performance of the amplifier 
with the load, Th^venin's theorem may be applied, using the unloaded 
characteristics and the output impedance. Another method involves 
considering Rt in paraUel with Rp as the net plate resistor. In thi^ case 
a fictitious Epp^ which is equal to the value of voltage assumed by e, 
with the tube removed, should be employed to determine the output 



Fiu. 11-32.—Plate as output ter¬ 
minal. 
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charaxsteristic. From Eq. (5), with Rp paralleled with Rl, the voltage 
gain is 


1 -I- — 4- - ^ 

^ ^ Rp^ Rl 

For a low-resistance load, such as a meter or a relay, the voltage gain is 
of much less interest than the rate of change of load current with input 
voltage, which is called the '^current gain/’ This quantity is equal to 
the voltage gain divided by Rl. 


. , Rl , Rl 

Often the load resistance may be neglected, in which case 


If the output voltage is to be ^^single-ended” with a large working 
range encompassing ground potential, a negative voltage supply will 



Fig. 11*33.—Voltage output embraemg ground potential. 


be needed. Two general methods of obtaining this voltage are shown in 
Fig. 11*33. In (a) the output voltage is obtained from a divider, and in 
(6) the input voltage and the cathode supply are taken from dividers. 
If it is assumed that the tube permits a certain minimum plate voltage 
without having appreciable grid current and that a certain B — voltage 
is available, it is found that the output voltage is somewhat less attenu¬ 
ated in (a) than is the input voltage in (b); also, in (6) the impedance of 
the cathode tie point decreases the gain. On the other hand, the output 
impedance in (a) is much higher than in (5), and the upper limit of the 
output range is lower. For these reasons it is sometimes advisable to 
employ the depressed cathode* method, with a cathode-follower tie point 
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as in Fig. ll*33c. In addition to providing a low-impedance cathode 
return, this method permits the application of positive feedback (dashed 
resistor), which is beneficial if used in conjunction with over-all negative 
feedback (see Sec. 11*13). In any case a high-resistance plate resistor 
should be employed because the greater the plate current the higher the 
minimum allowable plate voltages. A pentode tube is much superior 
to a high-M triode in point of low limiting plate voltage and is therefore 
generally preferable in this application. 

Cathode^follower Output Stage .—If the output voltage requirement is 
the same as in the toregoing paragraph but 
the current load is appreciable, a cathode 
follower may be added to any of the cir¬ 
cuits of Fig. 11*33. Its cathode resistor 
should be returned to the jB— voltage to 
permit the output voltage to reach zero 
without much nonlinearity. Its input volt¬ 
age will have to drop somewliat below zero, 
but this amount is minimized by the use 
of a high-M tube and by a plate supply that 
is no higher than needed in view of the Fig. ii *34.—Cathode-follower 
maximum output voltage required. output stage. 

If one terminal of the load is or can be at some fixed positive potential, 
the arrangement might be as shown in Fig. 11*34. By Th^venin^s theo¬ 
rem, from Eqs. (15) and (16), the voltage *‘gain^^ with the load is 




just as in the case of Fig. 11*32. In fact, if Rt is negligible, the only 
difference between Figs. 11*32 and 11*34 is the nature of the saturation, 
and even here the difference is one of sense only. In Fig. 11*34 the maxi¬ 
mum reverse current is the current obtained with the tube removed and 
depends on the magnitude of Rh\ the maximum forward load current 
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depends only on tube capability and plate voltage. A similar, but 
reverse, situation obtains for Fig. 11-32. Where Rl is appreciable, the 
current equations (59) and (62) differ by fiRi in the denominator. In 
this case, the gain of Fig. 11 -34 is lower, but its inherent negative feedback 
gives it greater linearity. 

Differential Cathie Follower .—The resistance of the return point for 
the load resistor may decrease the current gain considerably if a bleeder 
is used as in Fig. 11*34. It may be advisable to employ a second cathode 
follower as a tie point as in Fig. 11 -35. Similarly to Eq. (62), the current 
gain is found to be 


Axl 


Qm 


2 + (m + 1) 


. Rt 
rpRk 


(64) 


or, for very small load resistance, 


Au _ gw 
Ae, ~ 2 


(65) 


Saturation in either direction occurs when one of the tubes cuts off. 

The load current is then simply the 
current in /?*. In the forward direc¬ 
tion there is still a slight current in¬ 
crease beyond this point, and (62) 
then applies with Rl increased by TZ*. 

This circuit is convenient for driv¬ 
ing ammeters and magnetic oscil¬ 
lographs, which have negligible 
resistance and which need the pro¬ 
tection against overloads afforded by 
the saturation. Good linearity is 
Fio. 11-35.—Di fferen tial cathode foi- afforded by mutual cancellation of 

plate resistance variation. Extra 
linearity may be obtained at the expense of gain, simply by the addition 
of resistance in series with the load. 

The input terminals may conveniently be at both grids, instead of 
St only one as shown, from the two plates of a differential amplifier. 

Different^ Amplifier .—The case of a high-impedance ptish-puU 
load, such as oscilloscope plates, is covered by the differential amplifier 
aaalsnris of Sec. 11*10. The voltage range available dq>ends on the 
B+ voltage supplied, and the push-pull nature of the output voltage, 
if the input v(fitage is sin^e-ended, dq>end6 on the B-~ vcdtage being 
liUigB in comparison with the input volt^. 
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To describe the performance of the differential amplifier with a load, 
as in Fig. 11-36, it is perhaps easiest to begin with the assumption of zero 
load resistance. In this case, since the cathodes are tied together and 
the plate voltages are equal, the difference between the plate currents is 


ip\ — ipi = gm{ei — C 2 ). (66) 

The currents in the two are ip\ + il and ip 2 “■ it respectively. 


Since the Rp^ are equal and receive 
the same voltage, these currents 
are equal, and Eq. (66) becomes 
(for Rl = 0) 

U = 5= (62 - 6,). (67) 

The output impedance of the am¬ 
plifier is the ratio of open-circuit 
voltage to short-circuit current and 
thus is found, from Eqs. (67) and 
(55), to be 



Fig. 11*36.—Differential amplifier with 
load. 


<7 2r pRp 

+ rj 


( 68 ) 


or twice the output impedance of 


a simple amplifier. Application of Th^venin’s theorem to Eqs. (55) and 
(68) gives the voltage gain with load as 


9 = 




2rp 


from which the current gain is found to be 


Ail 

A(ei — 62) 


2 + 


Qm _ 

Rl , Ri. 
Tf Rj, 


(69) 


(70) 


It is evident that when, as in an ammeter, the load resistance is 
neg^gible, the gain of a differential amplifier is identical with that of a 
differential cathode follower. The linearity of the two types is the same, 
and the linearity of the differential amplifier may be improved at the 
expense of gain by insertion of resistance between the cathodes, as in 
Fig. ll'SO. A possible reason for preferring the cathode follower would 
be the extra dampiTig afforded a meter by the low output impedance. 
For loads with considerable resistance, like a motor fidd, a relay, or a 
solenoid, the differential amplifier is preferable when nuudmiun gain is 
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desired. Also, when a quick current response in spite of load inductance 
is required, it is preferable to use the plate circuit. In this case, the 
current through the load tends to foUow the grid voltage without being 
influenced by the voltage across the load as much as it would be if the 
load were in the cathode circuit. 

If a pentode differential amplifier, where fi and Vp are almost infinite, 
is used as an output*circuit, Eq. (70) reduces to 


Ail 
- ^ 2 ) 


2 + 


Kl 


(71) 


Twice as much current gain can be realized if the load is divided into 
two parts, as in the case of a differential relay or a magnetic oscilloscope, 
where each of the two parts is simply one of the RpS and the output is 
the difference between these currents. For a pair of triodes, this output 
current is [adding Rp to Vp in Eq. (61)] 


ti — 1*2 = (^1 — 62). ( 72 ) 

Tp -r Kp 

In the case of a pair of pentodes, the load resistance does not decrease 

the gain, and Eq. (66) applies directly. 

Two-tube Series Arrangement —The circuit 
of Fig. 11*37, where Sk is the output voltage, is 
sometimes useful as a power amplifier. A similar 
circuit, having another resistor equal to in 
series with the lower cathode and with the output 
terminal at Cp, affords cancellation of heater- 
voltage variation and is described in Sec. 11*12. 
The circuit between Epp and Cp, comprising the 
plate load for the lower tube, resembles the 
constant-current circuit of Fig. 11*18, but with¬ 
out the battery it is not actually a constant- 
current device. It is merely the equivalent of 
a simple resistance, of value rp -f (m + 1)12, 
returned to Epp, Thus in Fig. 11*37 the voltage gain to the Cp terminal is 

_ —lA^P + (M + 1).B] 

Ac, ~ 2r, + (m + l)R ' ^ 

Since all the current flows through R, the cathode is at a point at a dis¬ 
tance R from the e, end of the total equivalent resistance + (m + l)f2) 

and therefore e* moves I} . :?. , times as much as c-. Thus, 

r, -1- (jt -f 1)12 ' 


Epp 



fier. 
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Afjfc _ + /ifi) 

Aeg 2rp + (ju + l)/2 


(74) 


To find the gain with a load, it is easiest first to determine the current 
gain in the case of a zero-resistance load. If is zero in Fig. 11-38, 
so that ek is fixed at E, a change Aeg will produce a plate current incre¬ 
ment Aipi of fjL Aeg/(rp + R), This incre¬ 
ment, in turn, lowers the upper grid by a 
voltage increment R times this, so that the 
upper tube current changes by an amount 
Aip2y equal to — fx^R ACg/rpirp + R ). 

Thus, if Rl = 0, the net current gain is 

AiL _ _ fJL _ pi^R 
ACg 




Vp R Tpivp + R) 

Tp + 


rp + R 


( 75 ) 



The current gain with a load of negligi¬ 
ble resistance, where a suitable intermedi¬ 
ate voltage source exists for a load tie 
point, is considerably greater than that 
for a simple amplifier or a differential 
amplifier or cathode follower. 

The output impedance is the ratio of open-circuit voltage gain to short- 
circuit current gain. 

rp + R 


tiG. 11 88.—Senes amplifier with 
load 


2^0 — r*, 


2rp + (m + 1)/? 


(76) 


From Eq. (74), by means of Th^venin’s theorem, the voltage gain with 
any load resistance is found to be 


8 




2r,.+ (m + l)fi + (rp + ^ 


(77) 


The current gain with any El is 

T^-\- nR 
1 + (m + 1) 

It is apparent from Eq. (78) that as long as Bl is considerably smaller 
than Tp, R may be chosen so that the current gain is several times fiu. 
The nia.«iTt»itw range of output current in both positive and negative 


Rl 


d* 212 l 




Ail 

ACg 


r. + i? 
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directions is achieved with E - E„/2 and R *= l/gm, but the maximum 
gain occurs with an R of several times l/gm- 

p If a pentode is used in the lower posi¬ 

tion, as in Fig. 11-39, the formulas are 
simpler. In this case, Eq (74), the voltage 
gain with 2 ?l = «, becomes 



Aet 

ACg 


= —gfn(Xp •+• nR), 


(79) 


Fia 11 39.- 


—Senes amplifier usiiiK 
pentode 


according to plate resistance 
with load is found to be 


where Qm refers to the pentode and fi and 
Tp to the triode The output impedance is 
simply 

Zo = Tp, (80) 

because the pentode current is independent 
of its plate voltage, so that if Ck is moved 
by external means, the triode bias will re¬ 
main constant and its current will vary 
From Eqs. (79) and (80) the voltage gain 


8 = -Qf 


Vp + 

^ I+Ijl' 

^ Rl 


and the current gain is 


Ail 

Aen 


= 


Tp + nR 

r® + Rl 


(81) 


(82) 


A practical example of this output circuit is given in Fig. 11-42. Both 
tubes are pentodes, but the upper tube behaves like a triode because its 
plate and screen both are fixed. 

A comparison of this circuit with the differential amplifier shows that 
for tubes of the same capabilities, the former has at least four times the 
gain and twice the maximum output current in both directions as the 
latter. On the other hand, this circuit requires a low-impedance inter¬ 
mediate voltage source, and, for a given available JS+ voltage, the 
input voltage level must be considerably lower than that for a differential 
amplifier. 

1142. Cancellation of Effect of Heater-voltage Variation. —The funda¬ 
mental effect of heater-voltage variation was explained in Sec. 11*6: 
A definite change of heater voltage is the equivalent of a definite change 
of the cathode potential relative to the other electrode potentials. For 
oidde-eoated cathodes, a 10 per cent increase of heater voltage is the 
same as a cathode-potential decrease of about 100 mv, although this 
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figure is subject to some variation from tube to tube and is larger and 
more erratic if the cathode current is very great. Thus the effect can 
be canceled either by an equal displacement in the opposite direction of 
the cathode potential or by approximately the same grid potential dis¬ 
placement in the same direction. If such a cancellation is not applied, 
the output of the amplifier will shift by its gain times this equivalent 
cathode-potential decrease. If more than one stage is involved, each 
will contribute to the heater effect by an amount 
that depends on the gain of the following stages, 
but, in general, the gain of the first stage will be 
great enough so that the heater effect in following 
stages is negligible in comparison. 

Negative feedback cannot reduce the amount 
of adjustment required at the input to cancel 
this effect. This fact is obvious in the case of a 
cathode follower. The effect of an increase of 
Ef is the same as the insertion of a low-voltage 
battery of zero resistance in series with the 
cathode, as shown in Fig. 11*40. If this were 
done, with no change in eg, eu would change by 
an amount almost equal to the battery voltage 
To cancel this change, Cg must be lowered 
by just 

In a majority of applications, some method of canceling the effect of 
variations of heater voltage is necessary or advisable. (Of course, if 
the heater supply is well regulated, or if the resulting error is within allow¬ 
able limits in a specific application, no cancellation will be needed.) 

Diode Cancellation .—A comparison of Figs. 11*5 and 11*6 shows that 
the slopes of these curves for the diode are substantially the same as 
those for the triode. (At extremely low currents the triode curves 
become a little steeper, because incomplete grid control over the electrons 
is more noticeable with increasing temperecture.) Thus the variation 
in a diode, whose heater is connected to the same source as that of the 
triode, may be used to offset the variation in the amplifying tubes. 

One method of diode cancellation is shown by Fig. 11*41. The 
negative B voltage is large compared with the expected fluctuation at the 
cathode, so that the current in R may be considered constant {R is 
required to be large compared with- the diode's variational resistance). 
It is desired that, with no change in Cg, ip (and thus Cp) will remain con¬ 
stant. To permit this, a certain increase of Ef must be compensated 
for by a certain rise Aeu at the cathode of the amplifier. But if the diode 
has the same cathode characteristic, this same increase As* ynH occur at 
the diode, since the diode current is constant. If the two cathode» 


Fig. 11*40. —Heater- 
voltage variation effect on 
a cathode follower. 
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have different heater-voltage characteristics, the compensation will 
suffer accordingly. But generally the error will be less than one-tenth 
of that with no correction; e.g., the error due to a 10 per cent change of 
Eff measured at will be less than 10 mv. 

The error due to the fact that R is finite is not noticeable in comparison 
with that due to tube differences unless the voltage across R is less than 
about 10 volts. It can be shown that this error is only rd/{R + Vd) 
of the error with no compensation, where Vd is the diode variational 
resistance. 

The value of R must be such that its current will be greater than the 
maximum in the amplifying tube; otherwise the diode will cut off, and 
the amplifier will cease to function as such. The cathode return of the 
amplifier is through the variational diode resistance (in parallel with 

J?, which should be large enough 
to be negligible in comparison). 
A loss of gain [Eq. (9)] results 
unless ixTd [or {degjdeg)rd if a pen¬ 
tode is used] is very small com¬ 
pared with It must be 
remembered, in selecting /i, that 
Td is a function of the diode cur¬ 
rent and may be determined from 
the slope of the diode current- 
voltage curve. At very low cur¬ 
rents (e.g., below 0.2 or 0.3 ma, 
for a 6AL5) Vd becomes inversely 
proportional to the current, with 
a multiplier that is not a function 
of the diode type or even of the 
number of diodes in parallel (since 
increasing the number would de¬ 
crease the current and increase the variational resistance of each). Thus, 
for all diodes with unipotential oxide-coated cathodes, the variational 
resistance at very low current approximates 

Td «kilohms , , (83) 

%d 

if ta is in milliamperes.^ This variation of the diode impedance might 
conceivably be used to linearize a portion of the amplifier output curve 
by varying the gain in a direction opposite to its natural curvature. 

^ This equation derives from the fact that the current at small values is exponential 
with respect to voltage: id ^ where T is the absolute temperature of the 

cathode and is 1000*" to 1100^ in this instance. 





Fig. 11*41,—Balancing E/ variator by means 
of a diode. 
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Tubes with diodes using the same cathode as the triode or pentode 
are especially useful in the circuit shown in Fig. 11 41, since the heater- 
voltage characteristics are bound to be nearly identical. For example, 
a sample of six 6SQ7 double-diode triodes was tested in the circuit of 


+350 



Fig. 11 41, with the diode plates in parallel = 150 volts; ip = 0.1 ma; 
id = 0.08 ma). The adjustments required at the grid by a 20 per cent 
heater-voltage change were —10, —5, 0, +2, +3, and +6 mv, whereas 
the adjustments required wdth the cathode grounded ranged from 195 
to 212 mw. The drift due to aging 
of the heater or cathode may also be 
fairly well canceled in this way. 

Figure 11*42 is the circuit dia¬ 
gram of a direct-coupled velocity 
servo amplifier,^** which furnishes 
field excitation for a d-c servo motor. 

The input stage of this amplifier uses 
diode cancellation of heater-voltage 
variation. The zero-adjustment re¬ 
sistance and screen-grid bleeder do 



Fig. 11-43.—Diode heater-'wltage canc3e]* 
lation at amplifier grid. 


not impair this function because the currents here are substantially 
constant. The diode current is two or three times the cathode current 
or the pentode. 

A method that requires two diodes but needs no negative supply and 
permits manufl) adjustment for differences in cathode characteristics is 
illustrated by Fig. 11*43. The circulating current due to initial electron 


^ Teleoommunicatioiis Kese^roh Elstablishment Report. 

* Of also Sec, 11*14 for further discussion of this circuit. 
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velocity (Edison effect) in the diodes inserts a negative voltage in series 
with the grid. This voltage increases with increasing heater voltage, 
and its slope factor may be adjusted ^vith the potentiometer. The 
resistance employed may be anywhere from 10,000 ohms to 1 megohm 

A single diode is not potent enough 
because of the load imposed by the 
resistance. 

Cathode Follower and Differential 
Amplifier Cancellation ,—In Fig. 11*44 
the diode of Fig. 11-41 is replaced by 
a cathode follower. The same reason¬ 
ing that explained the action in the 
case of the diode circuit is equally 
appropriate here, as are the remarks 
concerning the assignment of the value 
of Hk. For the cancellation to be as 
effective as possible, the 5— voltage 
must be large enough so that Rh may 
be very large compared with the reciprocal transconductance of the 
cathode follower. In the comparison with the diode circuit, this latter 
quantity corresponds to the diode variational resistance. 

The grid of the cathode follower provides a convenient high-impedance 
point for zero adjustment for the amplifier. This and other features 
of the circuit have been discussed under 
differential amplifiers. If the load re¬ 
sistor is transferred to the right-hand 
triode in Fig. 1T44, to obtain an output 
of the same sense as the input, or if the 
circuit is made into a symmetrical differ¬ 
ential amplifier, the cancellation of 
heater-voltage variation still obtains in 
the same way. Double triodes, such as 
the 6SL7 or 6SU7, are convenient for this 
type of application and give reasonable 
assurance of similar cathode character¬ 
istics. (The 6J6 should be very appro¬ 
priate, since the same cathode is used 
for both triodes; but it seems subject 
to considerable drift because of its type of construction.) 

The circuit of Fig. 11*46, which employs a self-biasing cathode 
follower as a cathode return for the amplifier tube, permits adjustment 
for the inequality that may exist between the cathode characteristics 
of the two tubes* If ipi is to be held constant in spite erf any given change 





Fio. 11 46.—BalaxKJing E/ vari¬ 
ation with a self-biased cathode 
follower. 





liQ. 11*44.—Balancing Ep ^arlatlon 
with a cathode follower 
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d heater voltage, e* must be changed by some amount AEi. Since ipi 
is constant, the resulting change of current in fj* all occurs in the cathode- 
follower tube. 

“ 'W' 


If X is the portion of Rk between the cathode and the grid tap, the change 
of grid bias is 

^egk — —x AEi (85) 

But this tube behaves as if a small voltage —AE 2 (which is approximately 
equal to had been inserted in series with its cathode (as in Fig. 

11*40). Thus the effective grid-to-cathod" voltage has changed by the 
amount AE 2 — x A/?i, and effective plate-cathode voltage has changed 
by AE 2 — AEi. So from Eq. (1), 


Atp2 


+ M 2(A£2 - X AE^) 

Tpi 

( M2 + 1) AE2 {X fl2 + 1) AEi 

rp2 ’ 


Combining (86) and (84), 



Or, approximately, 



( 86 ) 

(87) 

( 88 ) 


If the two cathodes have exactly equal characteristics, so that A-ff i =* Ai? 2 , 
the portion of Rk below the grid tap is simply 


(1 - *)«» = (89) 

M2 

where Tp 2 is the plate resistance of the cathode-follower tube, and if there 
is a resistor inserted in series with this plate, it is included in rp 2 - 

The amplifier tube cathode is, in effect, connected to a voltage 
Epp/{ix + 1) through a resistance rp 2 /(M + I)> regardless of the value of 
the portion of Rk above the grid tap (although this value does determine 
the cathode-follower plate current, which in turn affects r^a). Thus the 
amplifier tube will be just about cut off at zero grid voltage, and it will 
have a gain [Eq, (9)] of fiRp/{Rp + 2rp). The value of Rk is not critical 
but should be between two and eight times rp/fi. The triodes should be 
aged for a while and cycled several times through the extremes of heater 
voltage before the adjustment is i^ade. 
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Ctmcellation by a Series Triode .—In the circuit of Fig. 11*46, the plate 
resistor for the amplifier (lower) tube comprises a circuit resembling the 
constant-current device of Fig. 11*18 except that the voltage E is omitted. 
Thus this is not a constant-current device but is simply the equivalent 
of a resistor whose upper end is attached to Epp 
and whose value is + (m + 1)J? [Eq. (23)]. Thus 
from Eq. (7), if the two triodes are similar, ^ 





rp + (m + l)fifc 

Tp + (fx + 1)22 


E. 


fieg 


I + 


rp + (m + l)Rk 
rp + (m + l)R 


(90) 


Fig. 11*46.—Can¬ 
cellation of E/ vari¬ 
ation with a series 
triode. 


If the two cathodes respond equally to a change of 
heater voltage, 22 should equal 22* for cancellation 
of the effect.^ With eg fixed, a given increase of Ef, 
causes a certain small increase of current; but since 
this increase is the same in both tubes, the grid 
biases change identically. Therefore, the two plate- 
to-cathode voltages suffer no change, and Cp remains 
constant. If 22* = 22, Eq. (90) becomes 




2 * 


(91) 


Thus, when eg is zero, the output voltage is half the plate-supply potential 
(as is already apparent by symmetry), and the gain is /z/2. The output 
voltage is linear with respect to eg because Vp does not appear in Eq. (91). 
Of course, the two VpB were assumed equal, but this assumption is not 
far in error, as the currents in the two tubes are equal. 

The output impedance, from Eq. (11), is (if 22* = 22) 

± 1*^ + l l g *. (92) 

If the two cathodes have different heater-voltage characteristics, 
either 22 or 22* may be adjusted until cancellation is obtained. This 
adjustment will not usually change the gain from fi/2 by more than 5 per 
cent. 

Cancellation by Means of a Potential Proportional to Heater Voltage, 
If the d-c load on the power supply is fairly constant, its unregulated 
output will vary in proportion with the a-c line voltage and therefore 
with Eh- Thus this output may be employed in some way to offset the 

‘ Maurice Artat, “Survey of D-c Amplifim,’* Augoet, 1946. 
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effect on the cathode of the variations of Eh* For example, in Pig. 
11-47, if Eh increases, e* will rise a small amount, which, if the adjustment 
is right, will keep the plate current constant with no change of eg. If 
the cathode is on the bleeder at a point 1 volt from ground, then regard¬ 
less of the total voltage on the bleeder, e* will 
rise 0.1 volt with a 10 per cent rise in the 
unregulated source. This rise is just about 
the required amount. Another resistor, in¬ 
serted in series with the cathode for degenera¬ 
tion or zero adjustment, will not affect the 
cancellation. 

If the source is not well filtered, filtering 
may be done at the cathode. But a condenser 
of a given capacity is more effective if placed 
as shown, about midway on the bleeder. 

Rapid line fluctuations will produce errors 
whose nature and duration is revealed by Fig. 

11-8. Another disadvantage of this method 
is that the correction is linear with respect 
to Eh whereas the effect itself is curved (Fig. 

11-6); therefore, the cancellation is of limited range. 

Cancellation by Special Connections of Multigrid Tubes ,—The circuit 
of Fig. 11-48, wherein the second grid of a tetrode or pentode is used 
as the control grid for the plate current, is actually very much like the 
circuit of Fig. 11-41. Here the first grid instead of a separate diode 
plate is grounded (or otherwise fixed) and acts as a 
diode plate to furnish a large part of the cathode 
current. If the cathode temperature is increased, 
its potential will rise; and since ig is practically 
constant {cp is assumed to be held constant, and 
the variation of e* is small compared with the drop 
across i?*), its rise will be just enough to neutralize 
the effect on the other electrodes in the tube. The 
advantage over the diode-cancellation method of 
Fig. 11*41 is that the same cathode area is used 
in the cancellation as in the amplification. The 
drift that is caused by change of average initial 
electron velocity with time is also canceled in the 
same way as that due to temperature change. 

Ordinary pentodes are generally unsatisfactory in this circuit because 
the screen grid has so much control over the plate current that the latter 
is completely cut off (except of extremely high plate voltage) when the 
screen-grid potential is lowered far enough so that its own current is 


Epp 



Fig. 11*48.—F’irst grid 
a8 diode plate. 


Unregulated 



Fig. 11*47.—Variation of eu 
with Bp, 
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ne^gible. The suppressor grid, on the other hand, has very little 
control. In a tetrode like the 6 V 6 , however, the effect of the screen 
grid is between these two extremes. Figure 11-49 shows the plate char¬ 
acteristics of a 6 V 6 in the circuit of Fig. 11-48, with a negative supply 
of 45 volts, and Rk = 90,000 ohms, so that 4 is just about i ma. The 
curves are similar to those of an ordinary triode with a m of about 40, 



Fig. 11-49.—Plate characteristics of a 6V6 tnode 



except that the current has an upper limit of i ma. Figure il-60 shows 
the effect of heater voltage on eu and 6^21 the latter being adjusted so as to 
maintain constant plate current. When ip and ig are about the same, 
eg% is fairly constant over a large temperature range. 

The 6 AS 6 miniature pentode has a specially designed suppressor grid 
that has unusually effective control over the plate current. This tube 
may be used in a manner similar to the one in the circuit of Fig. 11*48, 
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but with the suppressor as the control grid and the screen grid at some 
positive potential. This method of operation has the advantage of 
producing plate characteristics more like those of a pentode, but the 
cancellation of heater-voltage effect seems to be less effective over a wide 
operating range than in the case of the tetrode. A pentagrid con¬ 
verter tube might also be applicable in the same way as the 6AS6. 
More research is indicated in this field, with a possible objective of 
developing a suitable tube for the purpose. 

11* 13. The Use of Feedback in D-c Amplifiers. Conductive Negatiie 
Feedback, —Conductive, or direct-coupled, negative feedback can reduce 
the dependence of gain upon output d-c voltage or current (i.e., non¬ 
linearity or amplitude distortion) and tube characteristics. It cannot 
reduce the effect of zero drift or dioplacement of a given amplifier 
(as referred to the input terminals) no matter whether it is due 
to heater-voltage variation, tube aging or replacement, or microphonics. 
This fact was illustrated in Sec. 11*12 for the case of a cathode follower, 
in which the zero drift referred to the 
input terminals was found to equal the 
tube drift in terms of the shift of 
grid-to-cathode potential required to 
maintain constant current. In some 
instances, as in the arrangement of 
Fig. 1T51, negative feedback can 
actually increase the effect of drift 
as seen at the input terminals. In Fig. 11*51, if the amplifier drifts so 
that a given change is required to hold Co constant, the change 
required at the input terminals is Aci = Aej,(f?i -f- R 2 )/R 2 - 

However, if a given over-all gain is required, negative feedback can 
reduce the effect on zero displacement of changes in certain parts of an 
amplifier by permitting the use of more amplification ahead of these 
parts. This is often of great value, since a power-output stage is much 
more susceptible to shifts caused by variations of load, supply voltage, 
heater voltage (because of greater tube currents), etc., than is a voltage 
amplifier with very low power output. 

The common form of the feedback equation is 

s =* (93) 

where 0 is the gain without feedback, g is the gain with feedback, and 
is the fraction of output voltage that is added to the input voltage. This 
equation is based on the assumption of simple addition involving no 
attenuation of the input voltage and no disturbance of the amplifier 
parameters by the feedback action. In Fig. ll'Sl the resistance addition 



resistance adding. 
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of input voltage to a fraction of the output voltage attenuates the input 
voltage by the factor R^/iRi + ^ 2 ), and Eq. (93) therefore becomes^ 

^ °° iZi + Ri oRi 

R\ “1“ ^2 

For negative feedback the sense of the amplifier must be such that Ct is 
negative. 

Perhaps the most common form of negative feedback is through the 
cathode. Some of the aspects of this method, as applied to single-stage 
voltage amplifiers, were covered in Sec. 11*7. Equation (93) cannot be 
applied directly because the operation of the amplifier itself is somewhat 
affected by this type of feedback. From Eq. (9) it is seen that the 
insertion of a cathode resistor Ru gives the triode amplifier a gain of 


^ -^ 

1 + ^ + (m + 1) ^ 

JXip JXp 

whereas the gain without this degeneration is simply 


(95) 


a = - 


i + rp 

^ Rp 


(96) 


Combination of these equations to obtain a form like Eq. (93) results in 

a 


S = 


1 - a 


M + 1 


(97) 


fi Rp 

Thus the feedback factor is, in effect, 

4- 1 Bjfe 
p = —— 

A* I^p 


(98) 


^ In the resistance addition of eo and to obtain eg, 

R 2 A^i 4* Ri Aeo 

— w+w ,— 


But the amplifier gain is 



and over-^ gain with the feedback is 

G 

® &ei 


Combiastion of £qB. (i), (j)), aad (iii) gives Eq. (94). 


(i) 

(ii) 

(iii) 
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which is rather different from the common form in that it is a lunction of a 
characteristic of the triode, although a given percentage change of 
will cause only l/(/x + 1) times as much percentage change in 

If is constant in Eq. (93), differentiation shows that a change ACt 
of the gain of the amplifier will produce a change with the feedback of 


AQ = 

^ (1 - 

(99) 


(100) 

AS _ 9 Aa 

g~ a a 

(101) 


This equation indicates that the ini i oduction of negative feedback reduces 
fractional deviations from constancy of gain in the same ratio as it 
reduces the gain. Of course, if cathode 
feedback is employed so that Eq. (98) 
obtains, Eq. (101) is not complete for 
any change of m but is complete for a 
change or Vp, This agrees \vith the 
conclusions drawn from Eq. (10) in Sec. 

11-7. 

Although negative feedback tends 
to stabilize the gain with respect both 
to changes of circuit parameters at any 
given value of output voltage and to 
changes of the output voltage itself, 

these two factors may be considered Fig. 11-52.—Relation of nonlinearity 
separately to some extent. One or the change of gam. 

other of them may be of greater importance in a given application, and 
this may affect the nature of the feedback employed. 

Variation of gain with respect to output voltage results in non¬ 
linearity. The common way of expressing nonlinearity is in terms of 
maximum deviation of the curve of output voltage plotted against 
input voltage from the best linear approximation thereto, given as a 
percentage of the total working range of output voltage. This quantity 
may be related to the change of gain over the length of the curve if the 
nature of this change is known. For example, if the gain, which is the 
slope of the curve, changes uniformly with respect to input, the curve is 
part of a parabola, as shown ih #1{{. 11*52. The dashed line is the best 
linear approximation, and 6 is the maximum deviation. Thus the non* 
linearity is expressed as where Ea is the range of output voltage. 
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1 = 1 ^ 
16 9 o’ 


( 102 ) 


where §o is the slope of the dashed line and Ag is the difference between 
the slopes at the extremes of the curve. In most cases where the curva¬ 
ture is greater near one end, the fractional nonlinearity is an even smaller 
fraction of the fractional maximum change of gain. In any event, 
Eqs. ( 102 ) and ( 101 ) show that the fractional nonlinearity is decreased by 
negative feedback in the same ratio as is the gain. 

If there is more than one stage in an amplifier, the question may arise 
as to whether the negative feedback should be over all or over the 
individual stages. The total amplification is 


a = diasas, • • • , (103) 

where (ii, (i 2 , etc., are the amplifications of the stages. If each has its 
own deviation in gain, which is assumed to be small, then differentiation 
shows that the fractional deviation of d is simply the algebraic sum of the 
individual fractional deviations: 


Ad ___ A^ Adi , ^8 

“ 'ai "07 'aa * ’ ‘ • 


(104) 


If over-all feedback, which reduces the gain to g, is employed, Eq. (101) • 
gives the deviation of gain as 


^ 8 . ^^2 . Adi 

g aV^ti a2 a. 


(106) 


On the other hand, if feedback is on an individual basis so that each 
stage has its gain reduced from di to gi, etc., then the linearity of each 
stage is improved according to Eq. (100): 


91 


§ 1^1 
ai ’ 


etc. 


Thus, as in Eq. (104), the over-all deviation in this case is 


9 aj Gi a2 02 o» as 


(106) 


If the over-all gain is to be the same in both cases, i.e., if 9 = 9 i§ 28 i> ’ ' ‘ > 
then Eq. (106) jdelds a larger result than Eq. (105), since Q/Ct will be 
much smaller t^n any of the individual ratios 9i/^i) Thus the 
over-all degeneration is by far the more effective in linearising and 
stabiliring the gain. 
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In many cases, it is more convenient to apply the degeneration to 
individual stages, especially in view of the simplicity of the cathode- 
resistor method or the fact that proper phasing of the feedback may not 
otherwise be possible. The question then arises as to what the appor¬ 
tionment of degeneration should be among the stages. This will depend 
to some extent on whether linearity or stability of gain with respect to 
circuit elements is desired. If linearity is of greater importance, most 
of the degeneration should be placed where 
there is the greatest range of voltage (or 
current) to be encountered because the 
fractional nonlinearity tends to be greatest 
there. But if it is desirable to have con¬ 
stancy of gain with respect to tube param¬ 
eters, etc., each stage should be stabilized 
regardless of the magnitude of ilb output 
voltage swing. 

Over-all negative feedback to the cath¬ 
ode of the first stage may be applitnl as 
shown in Fig. 11-53, where the rest of the 
amplifier beyond the first stage is general¬ 
ized and assigned the gain a'. From Eq. 

(13) the portion of the output fed back to the cathode is found to be 


This attenuating network also has the effect of inserting in series 
with the cathode of the first tube a resistance of value 

_ R\R% 

+ R2 


Epp 



Fig. 11*53.—Over-all cathode 
feedback. 


As explained in Sec. 11-7 this has the effect of increasing the plate resist¬ 
ance of the triode by (m -i- Thus, 


Acp = 


{fi + 1)A; Aeo — M Acy 
Tp-Km + l) Rk' 
Rp 


1 + 


(107) 


But Acp - Aco/a', and the over-all gain may therefore be found as 


Acb 

Ac, 


(m + 1)* 


w[ 


1 + 


r, + (m + l)fi* 

Rp 


8 


( 108 ) 
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But the gain of the first stage alone (including the effect of Rk) is 


a" 


_M_ 

1 I + (m + 1)^* 

^ Rp 


Substituting this in Eq. (105), 


9 = 




fc(M + 1) + 


(109) 


( 110 ) 


The total amplification without the feedback (but with Rk) is Ct = Ct'a", 
so that the gain with feedback, in the form of Eq. (93), is 


9 


a 


i+'f.tiM 


( 111 ) 


which is very much like the single-tube case of Eq. (97). 
factor here is 


The feedback 

( 112 ) 


The negative sign shows that for negative feedback, Ct must be positive, 
i.e., Ct' must be negative. 

The possible variation of can cause variation of gain with this type 
of feedback, no matter how large d is. Differentiation of Eq. (Ill) 
shows that if n and d are both subject to small changes, the resulting 
change of gain is 

^9 _ 9 I ^9 

If d is very large compared with g, Eqs. (Ill) and (113) become 


and 


9 


M 1 
fi + i k 


g /X + 1 At 


(114) 

(115) 


Thus the limiting factor in the degree of linearization and gain stabiliza¬ 
tion achieved is expressed by Eq. (115). If a considerable range is 
covered by the input voltage, the plate-to-cathode voltage will vary, 
Biiice the cathode voltage follows the input voltage. Because of the con- 
comxnitant variation in nonlinearity may result, but it can be kept to a 
minimum by keeping the plate current in the tube practically consWt, 
be., by having large enough so that the variation of c, will be small 
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compared with the drop across Obviously a high-Ai tube is preferable 
in the input position. As an example of the effect of tube replacement, 
ju for 6SL7’s at a plate current of 0.2 ma varies approximately from 61 
to 73 for different tubes. Therefore, the maximum change of gain 
to be expected from Eq. (115) would be 0.26 per cent. 

If a pentode with its screen at a fixed potential is employed in the 
input stage, the preceding analyses and formulas still apply, except that /x 
must be replaced by Se,h/^egh and Vp does 
not appear. The screen may be kept at a 
constant potential above the cathode by 
means of an auxiliary network, as in Fig. 

11*54 where Ra/Rz = R^/Ri. Thus the 
expression on the right-hand side of Eq. 

(115) is very nearly equal to zero. If the 
variation in pentode plate current is small, 
and if the screen potential never swings 
much above the plate potential, the screen 
current will be reasonably constant, so that 
Rz and Ri may be rather large. A simpler 
arrangement than that of Fig. 11*54 puts 
the screen on a bleeder from cathode to 
B+. The operation is then somewhere 
between the two conditions described. 

In all of the previous discussion, the loading effect of the feedback 
network on the amplifier has been assumed to be included in Ct. If the 
amplifier also delivers power to an external load, which is not constant, 
Ct will be caused to vary, and g will vary in accordance with Eq. (113). 

The feedback arrangements of Figs. 11*53 and 11*54 as well as those 
of Fig. 11*51 are voltage negative feedback; they operate to stabilize the 
output Voltage with respect to changes of load; i.e., the effective output 
impedance is decreased. In fact it may readily be demonstrated that the 
output impedance of the amplifier is decreased in the ratio g/Ct. 

This is not the case with the simple cathode-resistor system of Fig. 
11*12 where the voltage output terminal is at the plate. Equation (11) 
shows that the output impedance is actually increased. This type of 
feedback, which operates to stabilize the current in the load resistor 
by feeding back a voltage developed by this current in a fixed resistor, 
is termed current feedback. Figure 11 *55 shows a more elaborate example 
of current feedback. The output is the current in R^, As this current 
also flows in Rk^ the fedback voltage is proportional to it. (The current 
of the input tube also flows in Rk^ but this is usually much smaller and 
is also nearly constant.) Figure 11*55 would be the same as Fig. 11*53 
if the output voltage were considered to be the voltage at the cathode 


Fig. 11*54.—Cathode and screen 
feedback. 
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of the output tube (and ifc = 1 in Fig. 11-53). Thus the output current 
may be derived from these considerations by simply dividing the output 
voltage by 22*. The current in Rl is linearized with respect to eg and 
stabilized with respect to changes of jKl, Eppy etc., in a manner identical 
with that of the output voltage of Fig. 11-63. 

The cathode feedback arrangement of Fig. 11-53 leaves the input 
circuit with no compensation for variation of heater voltage. In the 
resistance-adding feedback of Fig. 11-51, compensation may be provided 
at the input stage, but this type of feedback is often less desirable than 
the other because of the lower input impedance and because of the need 
for high-resistance precision resistors. Compensation may be provided 



Fiq, 11*66.—Example of current feedback. Fio. 11*66.—Cathode-follower feedback. 


in the case of cathode feedback, by feeding back to the plate of a diode 
arranged as in Sec. 11-12. A more common method employs a cathode 
follower as in Fig. 11-56, which has the advantage that and R 2 do not 
reduce the gain of the input stage and therefore may be large enough to 
avoid serious loading of the output stage. The effective resistance in 
series with the cathode of the first triode is, from Eq. (16), 

Tp 

M + 1 

Kk 

where fp and n refer to the cathode follower. If the triodes are similar, 
this effective resistance has the effect on the gain of the triode of slightly 
more than doubling its plate remstance. From Eq. (15) it is apparent 
that the effective feedback factor of Eq. (112) should be multiplied by 
m/(m + 1 + fp/Rk) so that if the ft’s are the same, 
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= - 


M + 1 


k, 


(116) 


where k = Ri/{Ri + R 2 ). The two m’s, however, are subject to small 
changes independently of each other. If #ti and /ij refer respectively to 
the amplifier and cathode follower and to the latter, Eq. (115) becomes 


^ 

9 Ml + 1 Ml 


1 


A/X2 


M2 + 1 + ^ 


M2 


(117) 
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Fig. 11*676.—Amplifier characteristics of Fig, 11 *570 with different feedback adjustments. 


Much the same conditions obtain if the second triode in Fig. 11*56 
is used as the amplifier so as to obtain the opposite sense of output voltage 
or if the two triodes are employed as a differential amplifier. The pecul¬ 
iarities of these arrangements are discussed in Sec. 11-10. 

Positive Feedback ,—Positive feedback has the effect of increasing the 
gain. Also, because Eq. (101) applies as well to positive as to negative 
feedback, it decreases the linearity and stability of gain. In some 
applications, such as when the output-voltage range is small and when 
it is feasible to readjust the feedback when tubes are replaced, this 
limitation is not serious. Aonplifiers used in voltage regulators, linear 
sweep circuits, and servomechanisms may sometimes employ positive 
feedback to advantage. 

In a linear sweep circuit, or voltage integrator, ^ploying a direct- 
coupled amplifier and a resistor and condenser in a fed-back time- 
constant” arrangement, perfect operation requires infinite gain. This 
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may be obtained by adjusting the feedback factor so that it is the 
reciprocal of the amplification, thereby causing the denominator in 
Eq. (93) to disappear. The circuit will still operate if is so great that 
the denominator is actually negative—^there will simply be an error of 
the same nature, but of opposite sign, as if the gain were finite and 
positive. Figure 11*57 gives an example of a simple linear sweep circuit 
or voltage integrator employing a high-gain amplifier with over-all 
capacitive negative feedback through C and 72, such that, in so far as eg is 
constant, the rate of change of output voltage is proportional to the 
input voltage. The amplifier between eg and e^ is a single-stage amplifier 
with a cathode-follower output stage and positive feedback to the cathode, 
as in Fig. 11*63. The curves are input vs. output voltage characteristics 
for the amplifier. The upper and lower limits are caused by grid current 

in the cathode follower and in the 
amplifier triode respectively (the 
grid resistor being for the purpose 
of demonstrating the latter). 
Curve 1 represents the character¬ 
istics vdth no positive feedback and 
shows a maximum gain of about 50. 
For Curve 2 the feedback was ad¬ 
justed so as to afford infinite gain 
over a limited range. In the case 
of Curve 3 even more feedback was 
used, resulting in negative gain over 
a portion of the output voltage 
range. This reflex part is unstable; 
without R and C the output volt¬ 
age would jump along dashed line 
A OT B (respectively) if eg were 
being raised or lowered, but with R 
and C in operation the whole curve is actually traced out. 

For perfect operation, an electronic voltage regulator, requires an 
amplifier with infinite gain, which may be approached or achieved con¬ 
veniently with the aid of positive feedback. The regulator circuit also 
includes over-all negative feedback, which results in stability even though 
the positive feedback may be slightly more than'is needed foV infinite 
gain. The regulator of Fig. 11*68 may be adjusted to give an almost 
constant output over a limited range of load-current or supply-voltage 
variation. Positive feedback is provided by the resistive coupling 
between the cathode-follower plate and the amplifier grid. If the 
amplifier grid voltage is lowered, the decrease in plate current results 
in an almost equal increase in plate current in the cathode follower, 


♦ 400-500V 



Fiq. 11 *68.—Voltage regulator employing 
positive feedback. 
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which acts on the bleeder resistance to add to the input change. The 
cathode follower also provides heater-voltage compensation and loading 
of the reference source. The small condenser increases the negative 
feedback at high frequency, thus preventing oscillation. This circuit 
is given not as an example of a good voltage regulator but only as an 
illustration of the use of positive feedback as a simple means of increasing 
amplification. 

In a servoamplifier the input signal comprises the error, and the gain 
should therefore be as high as possible. Because linearity is not of 
importance, it is permissible to employ positive feedback in many 
applications. Usually the upper limit of gain is determined by con¬ 
sideration of stability of the servomechanism, but there are instances^ 
where infinite gain may be employed to advantage, and the feedback 
may be even greater, as in Fig. 11*576, Curve 3, without causing oscilla¬ 
tion, although an error of the reverse sense results. 

If the feedback is adjusted for infinite gain [ff — l/d in Eq. (93)] 
and thereafter the amplification without feedback changes by a certain 
percentage (e.g., because of tube replacement), the gain with feedback 
will become some finite positive or negative quantity whose magnitude 
will be proportional to the original amplification. If jS = 1/a in Eq. 
(93) and if a -)- Aa is substituted for a, the gain with feedback is found 
to be 


9 = 


1 + Aa/a 
^ Aa/a 


(118) 


Thus, for example, if p in Fig. 11*57 were adjusted to give Curve 2 and 
then the tube were replaced by one with an amplification that was 10 per 
cent higher, the curve would assume a shape slightly more like that of 
Curve 3, with a slope of —50(1 + 0.10)/O.IO = —550. 

When positive feedback is to be applied to a multistage amplifier, 
the question arises as to whether to apply it over all or to the individual 
stages. In the case of negative feedback it was determined that from 
the standpoint of constancy of gain, it is better when arranged overall. 
The same reasoning gives the opposite answer for positive feedback. 
When §/a, Si/ai, etc., are greater than one, the expression for Ag/g in 
Eq. (106) is smaller than that in Eq. (105). Thus, it is a general rule that 
positive feedback, if employed, should be applied only over single stages 
rather than over the whole amplifier. Of course, it should be applied to 
the stages that are subject to the least percentage variation of gain. 

It follows, then, that a multistage amplifier with over-all negative 
feedback may be further stabilized as to gain by the use of positive feed¬ 
back over individual stages. Figure 11*59 gives a computed illustration 

^ For example, in velocity servomechanisms employing RC feedback for stability. 
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of this principle in the case of an amplifier of two stages, each with a 



16 18 20 22 24 


a 

Fig. 11*69.—Variation with respect to 
a of the over-all gain S of two stages each 
having amplification a with fixed over-all 
negative feedback adjusted so that 9 “ 5 
when a =* 20. Curve (1), no positive feed¬ 
back; Curve (2), fixed individual positive 
feedback adjusted to give each stage a gain 
of 100 when a « 20; Curve (3), fixed indi¬ 
vidual positive feedback adjusted to give 
each stage infinite gain when a == 20; 
Curve (4), fixed positive feedback over only- 
one of the stages adjusted to give it infinite 
gain when a « 20. 

version in two stages. Individual 


normal amplification of 20 and each 
being subject to the same variation. 
For each curve, the gain was com¬ 
puted from Eq. (93); the feedback 
factors were assumed to remain 
constant at values giving an over¬ 
all gain of five at the normal value 
of ft. The individual positive feed¬ 
back is seen to give a great improve¬ 
ment in constancy of gain. The 
improvement is appreciable even 
when the positive feedback is 
applied to only one of the stages. 

Figure 11-60 is the circuit of a 
two-stage voltage amplifier employ¬ 
ing SD-834 subminiature triodes 
{n « 15), with over-all negative 
feedback as in Fig. 11*51. The 
input voltage is applied to the 
cathode of the first amplifier tube 
by way of a cathode follower, per¬ 
mitting the necessary voltage in¬ 
positive feedback is provided for 


+250V 



Fiq. 11*60. —Two**8tage voltage amplifier with gain stabilised at 10 by over-all nega¬ 
tive feedback. Positive feedback operative for each stage with switches iSi and St in 
positions riiown. 
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each stage: in the first stage by coupling from the cathode-follower 
plate to the amplifier grid and in the second stage by coupling from 
the output stage (cathode follower) to the amplifier cathode, as in 
Fig. ll*57a. In the linearity tests whose results are presented in 
Fig. 11-61, the nonlinearity of the amplifier was exaggerated by operation 
up to an output voltage of 100 volts, where the second-stage amplifier 
tube is near cutoff. Figure 11*61 shows an improvement in the linearity 
of more than 10-fold obtained by the positive feedback, with the same 
over-all gain. Substituting a weaker set of tubes, without readjustment 
of feedback, lowered the gain from 10 to 7.95 when the positive feedback 
was not employed and from 10 to 9.78 when it was employed. A stronger 
set of tubes had the effect of changing the gain from 10 to 10.30 without 
and to 9.91 with positive feedback. In the latter case, the positive 
feedback was more than enough for infinite gain in each stage, but the 



in volts 

Fia. 11’61.—Deviation from linearity of output voltage, with and without positive 
feedback for each curve; negative feedback was adjusted so e© « 0 at « 0 and eo * 100 
at e* = —10. 

condensers prevented oscillation by reducing the effect at high frequencies 
without impairing the negative feedback. 

No improvement can be obtained by the preceding method in the 
gain stability of a single-stage amplifier. Two /3^8 between the same 
output and input points simply add algebraically. 

EXAMPLES OF SPECIAL-PURPOSE AMPLIFIERS 

In the next three sections are circuit diagrams and qualitative explana¬ 
tions of a few examples of direct-coupled amplifiers. The circuits are 
selected with the primary view of illustrating the principles discussed 
in previous sections, and they are not necessarily the best that have been 
developed for the purpose. 

11* 14. Current-output Amplifiers. Meters ,—The single-stage differ¬ 
ential amplifier of Fig. 11*62, which actuates a i-ma meter, illustrates 
the independent gain and zero adjustments shown in Fig. 11*30. The 
differential action affords a linearity commensurate with that of most 
portable meters. For a grid input voltage of 1 volt at full scale (as 
shown), very little resistance is needed between the cathodes; if the 
minimum full-scale input voltage can be 2 or 5 volts, the higher rasistance 
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allowed between the cathodes will appreciably improve the linearity. 
Saturation limits the overload on the meter to about 100 per cent. 

A more precise voltmeter, suitable for actuating a recording meter, 
is given in Fig. 11*63. Current feedback is employed, the current in 



Fig. 11-62.—Simple vacuum-tube voltmeter. 


the meter being measured by a stable resistance and a voltage propor¬ 
tional to it fed back to the auxiliary grid of the input differential amplifier. 

The second stage is a pentode amplifier with its cathode returned to a 
cathode follower. This arrangement permits differential input so that 
the full gain of the first stage is realized. It also allows input voltages 



at the plate level of the first stage; therefore, no dropping divider is 
needed at this point where the drift of such a divider would be felt much 
more than after the second stage. Another feature permitted by the 
cathode follower in the second stage is the local positive feedback (by 
means of the 5.4*megohm resistor), which increases the linearity with 
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over-all negative feedback (Sec. 11-13). Connecting the pentode screen 
and triode plate together prevents the common dropping resistor from 
causing a reduction in gain; in addition, the reduction in screen voltage 
produces higher gain in the pentode. The output cathode follower is 
designed to limit the current in the 1-ma meter at about 2 ma in either 
direction; the two limits result from plate-current cutoff and from grid 
current in the input resistance. 

The circuit may be used for full-scale input voltage as high as 10 volts, 
the limit depending on the value of the feedback resistor. The lower 
limit of full-scale input voltage is determined by the drift of the input 
tube. This limit is about 100 mv, and at this scale factor the drift may 
be noticeable over a period of hours. In order to minimize this drift. 


••■250 V 



Fig. 11*64.—Two-stage oscillograph driver. 


the input tube should be aged several hundred hours with the heater on. 
Selection of this tube is also recommended, as some tubes are subject to 
rapid erratic changes equivalent to input “noise” of 2 or 3 my or more. 
This effect may be observed on the meter if the current-feedback resistor 
is reduced to 5 or 10 ohms. 

Magnetic Oscillograph Driver ,—^The first stage of the driving circuit 
of Fig. 11*64 illustrates the use of a constant-<5urrent circuit in a differen¬ 
tial amplifier to eliminate the input common-mode variation from the 
output voltage. The input voltage may be either differential or single- 
ended (with the unused input terminal fixed at the appropriate level) 
and may be at any level from — 50 to +100 volts. Voltages beyond these 
limits may be reduced by the use of dividers. Thus, several driving 
circuits for measuring voltages at various levels may use the same power 
supply. 
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The gain may be varied from 6 to 25 ma per volt; large input voltages 
may be reduced by an input attenuator, but the amplifier gain should be 
set at minimum in such cases. The maximum output current is about 
±18 ma; it can be increased by the use of smaller cathode-follower 
cathode-return resistances and larger output tubes. The negative 
feedback is applied individually in this amplifier, because over-all feed¬ 
back is impractical .where the input level is so variable. Linearity is 
satisfactory for the purpose. 

ServoampKfiers. —The servoamplifier in Fig. 11-OS is designed to 
drive the differently wound fields of a small instrument servo motor. 


+250 V +350 to 450 V 



Fiq. 11*65.—Velocity servo amplifier drivinp: differentially wound motor fields. 


The arrangement shown comprises a velocity servomechanism, wherein 
the motor drives a tachometer generator whose output voltage is sub¬ 
tracted from the input speed-control voltage. The difference voltage 
is the “error signaF' to be amplified. No negative feedback is used in 
the amplifier itself, as this would detract from the linearizing effect 
of the over-all negative feedback, which includes the tachometer. On 
the other hand, local positive feedback is beneficial (Sec. 11*13), and this 
is provided in the first stage by the resistive coupling from the first plate 
to the second grid. This is designed for approximately infinite gain. 
The capacitive negative feedback, in combination with the resistances 
in series with the condenser, provides damping of oscillations of the 
servomechanism. 

The input stage of the servoamplifier, which was shown in Fig. 11*42, 
employs a diode to balance the effect of heater-voltage variation on the 
cathode of the pentode. The zero-adjustment resistance and screen-grid 
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voltage divider do not impair this function, as the currents in the various 
parts of the divider are substantially constant. The diode cuirent 
is two or three times the pentode current. A slight loss of gain results 
from the zero adjustment and diode variational resistance, but these 
are very small compared with the plate-load resistance. The small 
auxiliary resistors in series with grid and plate are designed to dampen 
possible high-frequency oscillation. The operation of the output stage 
has been explained in Sec. 11-9. 

Current Regulator ,—Where large currents are to be held constant, 
the constant-current circuits of Sec. 11*8 are inadequate. The power 
control and the voltage amplification must be done separately, (and 
the current must be fed back and compared with a standard). The 



Fig. 11*66.—Current-regulating d-c amplifier. 

function of the circuit of Fig. 11*66 employing an unregulated voltage 
source is to maintain a constant current in a load resistor whose resistance 
is subject to large variation. The load current flows in a constant resist¬ 
ance in the cathode circuit of the power stage, and the resulting voltage 
is fed back to the cathode of the input stage, whose grid receives the 
standard voltage. The cathode of the second voltage stage is connected 
to the same point, partly for convenience and partly because the slight 
cathode coupling between the first and second stages comprises positive 
feedback, increasing the gain. The condenser inhibits oscillation by 
decreasing phase retardation at high frequencies. If the 200-volt source 
changes, the output current changes in the same proportion. No 
compensation is provided for heater-voltage variation; a 10 per cent 
change amoxmts to an input drift of about 100 mv, which causes an output 
variation of 0.13 per cent. 

1145. Voltage-output Amplifiers. Electrostatic Oscilloscope Driver ,— 
An electrostatic oscilloscope requires a large deflecting voltage, applied 
in a push-pull manner. The two-stage driver in Fig. 11’67 employs a 
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pair of pentodes to get a large voltage swing without using an excessive 
supply voltage. The pentodes are arranged in a differential amplifier 
with single-ended input and with considerable linearizing degeneration 
from resistance between the cathodes. The input stage illustrates the 
method of cancellation, with a series triode, of drift due to heater-voltage 
variation, as explained in Sec. 11*2. ’The cathode resistor may be 
adjusted to give the best cancellation (after the tube has been aged for 
several hours) by observing the output change upon variation of the 
heater voltage. Thereafter, the zero adjustment is made at the plate 
of the upper triode. The input grid resistor is designed to protect the 
grid from excessive current due to high input voltage. 


+450v 



Fig. 11*67.—Two-stage voltage amplifier for oscilloscope deflection. 


Comparison Amplifier ,—In d-c circuits and especially in computing 
devices, the need sometimes arises for a high-gain amplifier with two 
input terminals and a single output terminal, in which the output voltage 
depends only on the difference and not on the mean level of the input 
voltages. The general application is in the electronic solving of an 
algebraic equation. The two input voltages are the two equal parts of 
the equation, and the output voltage is the unknown, which Actuates 
other circuit elements involved in the equation in such a way as to force 
the two input voltages into equality. Thus there is an over-all negative 
feedback in the application of the amplifier, and linearization by means 
of negative feedback within the amplifier is superfluous and detrimentaL 
On the other hand, local positive feedback, if designed toward obtaining 
infinite gain, can improve the performance. 
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In the amplifier of Fig. 11-68 freedom from the effect of the common¬ 
mode variation is obtained by the use of a differential input stage with a 
constant-current triode as the common-cathode return. As the input 
voltage level is changed from 0 to +80 volts, the input voltage difference 
needs to be changed by less than 60 mv, for the majority of 6SU7 tubes, 
in order to hold the output voltage constant. 

In addition to permitting the use of both output terminals of the 
first stage, the differential arrangement of the second stage provides a 
linearizing effect and allows the maximum output voltage range, as in 
Fig. ll*33c. It also provides a simple means for local positive feedback, 



Fia, 11*68.— Two-stage amplifier with differential input and single-terminal cathode- 

follower output. 

which is applied by resistive coupling from the cathode-follower output 
terminal to the cathode-follower grid in the second stage. The condenser 
in this network prevents oscillation by decreasing the positive feedback 
at high frequencies. 

The output voltage range is from somewhat below zero to considerably 
above 250 volts. Without the positive feedback the gain of the amplifier 
is about 500, with very good linearity. With the positive feedback 
operative the output voltages traverse at least 250 volts while the input 
difference changes not more than 50 mv. 

The resistance coupling between the high-voltage supply and the 
plate of the first tube is used to cancel the effect on the output of varia¬ 
tions in this voltage. The -|-250 volts and —150-volt supplies are 
regulated. Heater-voltage variations^ are, of course, balanced by the 
differential arrangement. 
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The comparison amplifier may be used as a driver, similar to a cathode 
follower but having much greater precision, by connecting the output 
terminal to one of the input terminals {e^ in Fig. 11*68). It may also 
be used as a linear, adjustable-gain amplifier, by feeding back any 
desired fraction of the output voltage through a resistance attenuator. 

Inverting Amplifier ,—For inverting a signal voltage (i.e., obtaining the 
negative of it, not its reciprocal), the simple degenerative triode circuit 
of Fig. 11*8 may be employed with plate and cathode resistors nearly 
equal. Besides having only medium precision, such an arrangement is 
limited in application because the output voltage contains a large 


4-250V 



Fig. 11*69.—Voltage inverter employing a two-stage amplifier with cathode-follower output. 


additive constant. This constant voltage is directly affected by any 
supply-voltage variation, and both it and the gain are affected by output 
load. 

More precise voltage inversion, without these disadvantages, is 
accomplished by a high-gain amplifier whose input voltage is the average 
of the voltage to be inverted and the amplifier output voltage. The 
amplifier is sensed to invert, so the averaging process is done by negative 
feedback. If the gain is high enough so that the amplifier input Voltage 
is negligible, and if the averaging resistors are equal, the output voltage 
is the negative of the input voltage. 

In Fig. 11-69 a two-stage amplifier is made to invert by the use of 
eathode-follower input to the second stage. Positive feedback is applied 
in the second stage by means of resistive coupling between the first plate 
and the second grid. The potential is dropped to the grid of the output 
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cathode follower, without attenuation, by the use of a triode constant- 
current circuit. This not only prevents attenuation but also permits a 
greater range of output voltages than would be possible mth an ordinary 
divider. The input stage illustrates the use of a first grid as a diode plate 
to eliminate drift due to cathode change. For voltage inversion without 
change in scale factor Ri and R 2 are equal. Amplification or attenuation 
may be obtained by other ratios between these resistances. The con¬ 
denser-resistor feedback at the input stage prevents oscillation. 

Voltage Level Changer ,—Figure 11*70 illustrates a use of the push- 
pull quality of the output of a differential amplifier with a single input 
terminal. It is a simple device for providing a voltage that remains at a 
fixed potential difference above a variable input voltage. A possible 
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Fig. 11*70.—Differential amplifier arranged as a level shifter. 

application might be to hold the screen of a pentode at a certain voltage 
with rqspect to the cathode regardless of movement of the latter. The 
resistance negative feedback from the first plate to the first grid is adjusted 
so that the gain from the input terminal to this plate is —1. Since the 
output is push-pull, the gain to the other plate is +1, but with a shift in 
voltage level. 

11* 16. A Galvanometer-photoelectric Tube Feedback Amplifier.— 

The minimum input scale factor of direct-coupled amplifiers is limited by 
drift of the characteristics of the input tube. The minimum significant 
input-voltage variation, with ordinary vacuum tubes, is seldom much less 
than 1 mv, even under short-time laboratory conditions. 

The usual method of amplifying or measuring d-c voltages, too small 
for a direct-coupled amplifier, is to convert the direct current to alter¬ 
nating current by a modulator that is not subject to drift and to amplify 
the resultant voltage with an a-c amplifier. Depending on the output 
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requirements, the amplifier output voltage may or may not be demodu¬ 
lated. Such modulation systems are outside the scope of this chapter. 

p,- -I An alternative to the a-c con- 

,; I version method employs a device 

o i^xoSos “that is inserted ahead of a direct- 

^ 1 ? coupled amplifier and is capable 

I- ^ . . . J of increasing the amplitude of the 

(а) input signal without drift. Line¬ 
arity in the device itself is not 

^ I needed if it is possible to arrange 

rwiit 000 ^ L-'O"! W over-all negative feedback. 

Such a scheme is afforded by 
I _f ^ the combination of a mirror galva- 

(б) nometer with a photoelectric tube. 
The general arrangement is shown 
in Fig. 11*71. A current in the 
galvanometer in one direction 

ig turns the mirror and alters the 

—W Rt, ' light received by the phototube in 

^ ^ I .— _i such a way as to raise the ampli- 

fier output voltage, and a current 
in the galvanometer in the other 

^ >_ direction lowers the amplifier out- 

r . '“ I put voltage in a similar manner. 

P -l A very small current is required 
%. to turn the mirror far enough to 

^ t obtain full amplifier output volt- 

(d) age in either sense. 

Fio. 11-71.— Feedback arrangements with The negative feedback throu^ 

galvanometer phototube input, (a) Voltage a potential divider, illustrated in 
input, voltage output; (6) voltage input, ^ » 7 i„ 4 .u^ 

current output; (c) ciurent input, current Fig. 11 *710, acts to reduce the 

output; (d) current input, voltage output. galvanometer current by making 
ei almost equal to e,*. If equality is attained and ig is zero, the output 


ei almost equal to e,*. 
voltage becomes 


J2i -|- R 2 


If ig is not negligible, the output voltage is 


Ri -f- i?2 


{Ci — Rig)f 


where R is the parallel combination of Ri and R2, plus the galvanometer 
resistance, plus any series input resistance between et and the gal- 
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variometer. For good linearity Rig should be small in comparison with 6<. 
Ideally, therefore, the galvanometer should have no mechanical restoring 
torque and no friction. 

The series feedback of Fig. 11*716, where the output current is 
measured by being passed through a fixed resistance Rz, gives an output 
current of 

U - I (121) 

if ig is negligible. 

Figure 11-Tic is an arrangement for current amplification. If ig is 
negligible, so that ii = the output current is 


ih == 


R\ -f” 7^2 • 
Rx "" 


( 122 ) 


Also, the input voltage is zero, which is a requirement of an ideal current¬ 
measuring device. 

The output voltage of the arrangement of Fig. 11 *7 Id is 

eo = Rzii 023) 

if the galvanometer current is assumed to be zero. If the requirements 
are such that this resistance is too large for practical application, may 
be attenuated before being fed back as a current through jBa. 

In the circuits of Figs. 11*716 and 11 *710, which have current feedback, 
the output current is not affected by the load resistance, the output 
voltage adjusting itself to compensate for any variations thereof. 

By the use of a suspension galvanometer with a minimum re«*^ring 
torque, the galvanometer current required for full output may be made 
a very small fraction of a microampere. In Figs. 11 *71 a and 11*716 the 
galvanometer and feedback resistances can be low [e.g., approximately 
1000 ohms for R in Eq. (120)]; therefore if the input circuit resistance is 
also low, voltages well below 1 mv may be amplified with good linearity 
and without interference from drift. Drift of the amplifier itself is of 
negligible importance because it is offset by a very small shift of the 
mirror position. 

The device actually comprises a servomechanism and is therefore 
subject to mechanical oscillation under some conditions. This oscillation 
may be obviated by negative feedback through a condenser, in addition 
to the resistive negative feedback and at a somewhat higher amplification. 

The rapidity of response does not depend on mechaiiical restoring 
torque. The latter can (and should) be zero; the negative feedback 
will always act to hold the galvanometer rigidly in its proper position. 
Any change of input voltage, which resxilts in a galvanometer current 
and a turn of the mirror, is immediately counteracted by feedback of the 
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proper amount to cause the mirror to assume its appropriate new position. 
Any small error in this position results in a large restorative galvanometer 
current. Since the total movement is small and the electrical restoring 
torque is large, the rate of response of the device is much higher than 
that of a galvanometer as such. The frequency response is limited by 
the inertia, the movement required, and the condenser feedback needed 
to prevent oscillation. 

The circuit of Fig. 11 *72 has been used successfully as a micro- 
ammeter.^ The feedback is as illustrated in Fig. ll*71c, where Ri and 



are in the form of an ayrton shunt to give several scale factors. The 
condenser feedback to prevent hunting is derived at a point of higher 
gain than the resistive feedback, by employing a tap on the plate-load 
resistor for the latter. No heater-voltage compensation is needed, as 
this effect is not noticeable; most of the gain of the system is ahead of the 
amplifier tube. 

A differential phototube is employed, in a manner that affords very 
high output voltage to the amplifier grid for a small shift of the light 
beam. At the low voltages employed, the rate of change of anode- 
to-cathode voltage with respect to illumination, for a given current in 
each part of the phototube, is high. With the two parts connected in 
series as shown, the two currents are equal (if output current to the 

- > Sh^ard Eoberts, personal communication. 
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amplifier grid is neglected), with the result that an increase of light 
to one cathode and a decrease of light to the other gives the same output 
voltage that would be obtained if an infinite load resistor were used for 
each section. A change of total light does not change the voltage level 
as it would if load resistors were used. 

The electrical isolation between the amplifier input terminals and 
the galvanometer permits the former to be at a lower potential than the 
latter, so that the output signal need not have its potential lowered for 
the feedback. 

The effective input resistance is much lower than that of the gal¬ 
vanometer alone, because the feedback tends to keep the voltage across 
the galvanometer at zero regardless of input current. 

D-c Amplifier Analysis.—This section deals with the analysis 
of the performance of a d-c amplifier from inspection of its circuit dia¬ 



gram. The primary object is to determine the approximate voltages 
and currents at every .part of the circuit in order to ascertain if each tube 
is being used in a satisfactory manner. Other objects of analysis may 
be the determination of linearity, effect of variation of supply and fila¬ 
ment voltages, effects of the incidence of extremes of tube and resistor 
tolerances, etc. 

Because of the rather large possible discrepancies between nominal 
and actual resistance values, only a fairly rough computation is justified 
in most instances. Simple application of Ohm^s law, Th4venin^s theorem, 
and the principles of the foregoing sections as applied to individual 
stages are suflBicient to describe adequately the d-c aspects of any multi¬ 
stage amplifier. 

An estimate of the grid-cathode potential in a tube is a good starting 
point for determining conditions in the preceding stage. From a knowl¬ 
edge of the tube type and the plate load the grid bias can be estimated 
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within 2 or 3 volts. (For a low-At power tube a consultation of its char¬ 
acteristic curves may be advisable.) The computation proceeds back¬ 
ward in the circuit from this point. Some specific examples will illustrate 
the method; no attempt will be made to formulate a general set of rules. 

In Fig. ll-73a the bias for the following tube has been estimated 
as —5 volts. The potential across the lower part of the divider is thus 
100 volts; therefore (if there is no grid current) the pentode plate potential 
must be 1/2.2 of 100 above —5, or -+-40 volts, and the divider current 
is about 0.05 ma. The current in the plate resistor is = 0.26 ma, 
and the plate current is 0.26 — 0.05 = 0.21 ma. Screen current will be 
about one-fourth to one-half of this, for example, 0.1 ma. The resistance 
of the screen bleeder as viewed from the screen is 32,000 ohms, so its 
regulation due to screen current is only 3 volts. Screen potential is 
about 60 volts. The grid potential of the pentode is found, from char¬ 
acteristic curves, to be about —2.0 volts (subject to some variation from 
tube to tube). This bias is ample to ensure against positive grid current. 

From the characteristic curves, the transconductance, at ip = 0.21 ma 
and Ca = 60 volts, is found to be about 0.8 ma/volt. The value of /x,, 
or — dca/deg^ is 35. The effective load resistance is the parallel resistance 
of 620,000 ohms and 3.2 megohms, or 520,000 ohms. The gain, from 
Eq. (27), is therefore (assuming n = 0.5) 


-(520) (0.8) __ -420 

, , (0.5) (32) (0.8) 1+0.37 

^ +-35- 


-300. 


(The second term in the denominator is due to screen-bleeder resistance; 
if this were ^-educed by a factor of 4 the gain would be 380, an increase 
that might be worth the extra current drain.) The output divider to 
the following grid attenuates the gain to about 200. 

In Fig. 11-736 the output to the differential atnplifier will evidently 
be in the neighborhood of +100 volts. Since there is no divider, the 
plate current is 150 volts/lOOOA; = 0.15 ma. From Fig. 11 •73a, the 
grid bias appears to be about —1.6 volts. If the cathode resistor is 
for the purpose of zeroing the input potential for an output of 100 volts, 
its value will be 1.6/0.15 = 10.7 kilohms. Plate resistance and ampli¬ 
fication factor at ip = 0.15 ma, Cp = 100 volts, are 130,000 ohms and 
65 (approximately); therefore the gain is [Eq. (9)] 


8 


65 

130 + (66) (10.7) 
1000 


65 

1 +0.83 


-35. 


In both (a) and (6) of Fig. 11-73, an increase of 10 per cent in heater 
voltage will require a lowering of input potential of about 0.1 volt if the 
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output is to be held constant; otherwise the output will change by this 
amount times the gain. 

Since the output variation required for full-range operation of the 
following tube is only a few volts at most, the preceding computations 
should suffice. If the required output range of the tube in question is 
great, the computation must be repeated for each limit. This usually 
is necessary only at the output stage. 

The output of the amplifier of Fig. 11*69 is supposed to range from 
— 50 to *4-50 volts with respect to ground. At the lower limit, the 
cathode follower has a plate-cathode voltage of 300, a plate current of 
1 ma, and a grid bias, therefore, of —4 volts; its grid potential will then 
be —54 volts. The current in the constant-current circuit comprising 
the lower part of the divider feeding the cathode follower is about 
75 volts/1 megohn = 0.075 ma; the amplifier plate therefore is at a 
level 150 volts above the cathode-follower grid, or -1-96 volts. Current 
in the plate resistor is (250 — 96)/560 = 0.275 ma, so that the plate 
current is this quantity minus 0.075 or 0.2 ma. The grid of this triode 
is in the neighborhood of +10 volts, and the cathode will be slightly above 
the grid; therefore the current in the common cathode resistor is 0.32 ma, 
and 0.12 ma is left in the first triode of the differential amplifier. At 
the upper output limit, the amplifier plate is at +199 volts, plate current 
is 0.09 ma, and plate current in the other triode is 0.32 minus this, or 
0.23 ma. In this condition the latter triode still has ample plate-cathode 
voltage (about 90 volts) to ensure that the grid current is negligible in 
view of the input resistance. 

The average plate resistance of each of the differential amplifier 
triodes is about 120,000 ohms. (One increases and the other decreases 
as the output range is traversed.) The first triode is a kind of cathode 
follower driving the cathode of the second. The plate-supply divider 
adds 110,000 ohms to the Vj, of this cathode follower with a /i of 65, and 
Eq. (40) gives a gain from the first grid to the second plate of 40, without 
the positive feedback. Thus, for 1 volt of input, the second plate moves 
40 volts. The first plate moves m of this, or 8 volts in the opposite 
direction, since a certain change of current in the 560,000-ohm plate 
resistor implies an equal and opposite change in the other. This 8 volts 
of plate movement causes a 0.8-volt displacement at the second grid, 
so that for the assumed 1 volt of total differential input only 0.2 volt is 
needed at the first grid; the positive feedback increases the gain by a 
factor of 5. 

In determining the d-c levels in a multistage amplifier the logical 
direction for the computation to proceed is generally from the output 
toward the input. An important exception is in the case of differential 
amplifiers, where the double-ended signal is transmitted as such from 
stage to stage. 
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For example, in the servoamplifier of Fig. 11*65, the level of the 
grids of the output stage cannot be estimated as in the foregoing examples; 
this level is determined by conditions in the first stage. The input grids 
are at about +50 volts, and the cathodes ride a volt or two about this, 
so the sum of the plate currents is 0.35 ma. At balance, then, the plates 
wiU be at 250 — (510) (0.17) = 160 volts, approximately. About 8 or 
9 ma will flow in the output-tube cathode resistor, and this is divided 
between the two motor fields according to the amount of unbalance. 

In Fig. 11*64 the first step is to compute the current in the constant- 
current pentode. If the ip and u vs. €g curves of the pentode are avail¬ 
able, a simple method is to dravr a line from the origin with a slope of 
— 1/J?fc, as shown in Fig. 11*74. The point at which this line intersects 
the curve of total cathode current, for the screen-cathode potential in 



In volts 

Fio. 11-74.—Determination of constant-current pentode current. 

question (about 100 volts in this instance), will indicate the bias. In 
the example this is —2.8 volts, and the plate current is therefore 0.3 ma. 
This current flows in the two plates of the differential amplifier, regardless 
of the input level, so that the average of the two plate potentials is 
250 — (3^) (0.15) = 200. The cathodes of the power tubes will ride 
at about 20 volts above their grids; therefore, at balance, the current 
in each of these tubes will be = 22 ma. This is also the approxi¬ 
mate current available for the load at saturation, i.e., when either tube 
is cut off. 

When part of an amplifier is in differential form but the output is 
not, the computation may have to converge from both ends. The cir¬ 
cuits of Figs. 11'63 and 11*68 are examples of this situation. In the 
latter, the grid of the output cathode follower is required to travel from 
about —8 volts to nearly 4-250 volts. This range gives the limits of 
plate potential (from ground) and current in the preceding triode; but 
to find its cathode level and the limits of current in the other triode of 
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this differential pair, a fresh start must be made at the input stage. 
Here, the constant-current circuit holds the total cathode current at 
0.3 ma. At balance, each plate current will be 0.15 ma. With no 
plate current each plate would be at about 210 volts because of the 
dividers to the following stage input. The effective plate-load resistance 
is 420,000 ohms, including the dividers, so the plates will be at 

210 - (420)(0.15) = 145 volts. 

Thus, the grids of the second stage are at —103 volts, and its total plate 
current is about 0.33 ma. 

Computation of gain may be made either by application of the gain 
formulas (with care to evaluate the variational tube parameters in the 
vicinity of the existing conditions) or by recomputation of the input 
for two assumed values of output. The same alternatives exist in the 
determination of the effects of positive and negative feedback. Linearity 
may be estimated by means of a gain calculation at each extreme of output 
and application of Eq. (102) or an appropriate variation thereof. 

For determination of the effect of possible extremes of resistor values 
and vacuum-tube characteristics, at least two computations of the con¬ 
ditions must be made, after a qualitative inspection to decide which 
extreme of each component will result in a displacement of a given sense. 

In ascertaining the shift resulting from changes of d-c supply poten¬ 
tials, the appropriate derivatives of the amplifier formulas [e.g., Eqs. 
(3), (7), (15), and (26)] may be applied. Great care must be used to 
consider the effect on every electrode of each tube, e.g., the screen grids 
of pentodes. Perhaps a surer method is a recalculation of the amplifier 
input for a certain output, at each of two extremes of the supply voltage; 
the output shift would be this value times the gain. 



CHAPTER 12 


AMPLIFIER SENSITIVITY 

By E. J. Schremp 

12-1. Introduction.—There is always a limit to the number of vacuum- 
tube stages that may be used profitably in a vacuum-tube amplifier. 
Various factors enter in determining what this limit of useful amplifica¬ 
tion will be. The one that is treated in this chapter and is perhaps most 
common is that arising from the existence of electrical noise or spon¬ 
taneous current and voltage fluctuations in the early stages of an amplifier 
and in the signal source itself. These small fluctuations, generally 
indiscernible under other circumstances, can always be detected in a 
circuit that is attached to or forms a part of the first few stages of a 
very high gain amplifier. Therefore, in order to detect signals entering 
the input of such an amplifier, input signals larger than a certain mini¬ 
mum size are required; input signals of smaller size could not be recog¬ 
nized even after amplification, because they would be masked by the 
amplified noise which is already observed. Because further amplification 
would increase by the same factor the noise and signal amplitudes 
observed at the output, such further amplification is useless in detecting 
input signals smaller than the minimum size. This notion of a ‘‘mini¬ 
mum detectable signal’^ may be taken, for the present, as a qualitative 
definition of the term “amplifier sensitivity.^’ Later on in this chapter, 
this term is dealt with quantitatively, and the factors upon which it 
depends and the ways in which it may be improved are illustrated. 

The existence, in all kinds of circuit elements, of residual or spon¬ 
taneous current and voltage fluctuations, although not a macroscopic 
phenomenon and therefore not a matter of familiar experience, never¬ 
theless represents a microscopic condition that prevails in all material 
bodies and in all forms of energy. That is to say, electrical noise is but 
one manifestation of the statistical fluctuations that occur on a micro¬ 
scopic scale in all forms of matter and energy in which it is found that 
the constituent molecules, ions, electrons, and even photons are in a 
perpetual state of more or less random motion. The simplest and earliest- 
known example of this state of chaotic motion underlying all matter 
may be observed, with the aid of a microscope, in a clear liquid containing 
a suspension of very fine particles. These particles will be observed to 
dance around in the liquid, in a permanent state of random zigzag motion. 
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The smaller the particles are the more violent their motion becomes and 
the more accurately they simulate the motions of the liquid molecules 
themselves. By this simple experiment in ‘‘Brownian movement'^ 
(so-called after the English botanist Brown who first observed this 
phenomenon in 1827), the existence and movement of molecules are 
proved directly. Similar movements of electrons and ions in electrically 
conducting materials are therefore to be expected; and in consequence 
of their movements, spontaneous current and voltage fluctuations must 
occur in such materials. 

In general, any current or voltage fluctuation having the character¬ 
istics just described represents a certain variety of electrical noise. The 
distinguishing properties of such fluctuations are (1) their microscopic 
character, (2) their permanence, and (3) their intrinsic randomness 
(which may be of different types or degrees). Accordingly, the physical 
origin of such fluctuations must always involve large aggregations of 
small charged particles, moving under the influence of their own mutual 
forces or of other forces of comparable complexity or randomness. 
As long as the charged particles concerned are about the size of electrons 
or ions, their motions under such forces will be sufficiently random to give 
rise to current and voltage fluctuations of the type designated here as 
electrical noise. 

12*2. Thermal Noise. Definition ,—Of the various kinds of electrical 
noise, the simplest and perhaps also the most important is that called 
“thermal noise.“ Before defining it, however, it is well to consider 
first a little more deeply the meaning of the general term “ noise as it 
applies to electrical networks. In many applications of network theory 
it is sufficient to regard electricity as the flow of a continuous charged 
fluid. However, as already indicated by the “ atomistic line of thought 
in the preceding paragraphs, electric charge is known always to be 
localized in discrete charged particles, which are either electrons or ions. 
Every electric current, then, is the result of the motions of such electrons 
or ions. Now the motion of any one charged particle sets up a convection 
and displacement current, each of w^hich is of the nature of a current 
pulse. Every electric current, therefore, is in actuality a sequence of 
such current pulses. Although in many cases, because of the immense 
number of charged particles in motion, the electric current is apparently 
continuous, it is nevertheless subject to fluctuations, for it must always 
remain a sequence of current pulses, perhaps very closely spaced, but 
never spaced closely enough so that the successive pulses join together 
continuously. The resulting small fluctuations in current are called 
“noise currents.^ 

The nature of these noise currents is governed by the nature of the 
motions of the electrons or ions responsible for the observed current. 
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But the mechanical motions of these electrons or ions are coupled with 
other forms of energy, such as the mechanical energy of molecular heat 
motion, the mechanical energy of a dynamo, the chemical energy of an 
electrolytic cell, or the radiant energy incident on an antenna or photo¬ 
cell. In order to describe the character of the electronic or ionic motions 
and thereby to describe the character of their resulting noise currents, 
it is necessary, then, to specify something of the nature and conditions 
of the other forms of energy that interact with these electrons or ions. 

If, in particular, the electrons or ions are in thermal equilibrium with 
all the other forms of energy with which they might be coupled, then the 
noise due to them is called ^‘thermal noise.Thus, in a circuit that is in 
thermal equilibrium, while the average net current is zero at every 
point, there are electronic or ionic motions in every direction. These 
motions are coupled with the thermal agitation of the molecules of the 
circuit, and hence there will be current fluctuations, which under this 
special circumstance are called ‘^thermal-noise currents.^' 

Observation .—One way of observing thermal noise is with the aid 
of a very sensitive galvanometer. With such an instrument it is observed 
that the galvanometer mirror suspension never comes precisely to rest, 
no matter how carefully all external sources of vibration are eliminated. 
One cause of this residual random motion of the galvanometer suspension 
is the bombardment of the mirror by air molecules, a process completely 
analogous to the phenomenon of Brownian movement mentioned above. 
But even if the suspension were placed in an evacuated chamber, some 
residual random motion of the mirror would still remain. This would 
be due to the flow of thermal-noise currents in the moving coil. Although 
these currents are extremely small, they are sufficient to cause observable 
rotations of the moving coil, provided that the coil suspension is of very 
small moment of inertia. 

Thermal noise can also be observed with the aid of a high-gain radio 
receiver. When this method is used, an audible noise, due to small 
current fluctuations in the first few stages of the receiver, can be heard 
in the loud-speaker. For this reason, such current fluctuations were 
originally called “noise currents.'^ These current fluctuations are, in 
part, thermal-noise currents in the input circuit of the first stage. This 
may be verified by observing the reduction in audible noise that occurs 
when the receiver input is short-circuited. 

Measurement, of Open-Circuit Thermal-rwise Voltage .—Some of the 
principal features of thermal noise, will now be investigated quanti¬ 
tatively and from an experimental approach. A parallel resonant circuit 
will be selected as the object upon which to make measurements; and 
these measurements will be made with an r-f amplifier with a thermo¬ 
couple meter capable of reading the mean-squared output voltage of the 
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amplifier at its output. The experimental arrangement is shown in 
Fig. 12'1. The parallel resonant circuit is composed of the ohmic 
resistance R, the essentially loss-free coil L, and the essentially loss-free 
capacitance C (inclusive of the amplifier input capacity); M is the 
thermocouple output meter, and the entire parallel resonant input circuit 
is assumed to be in thermal equilib¬ 
rium at an absolute temperature T. 

There are certain reasons why a 
parallel resonant circuit is preferable 
to any other circuit as the object for 
measurement: (1) The r-f amplifier 
has an unavoidable input capacity 
which would shunt the circuit to be 
measured, thereby ruling out the possibility of studying any other 
equally simple circuit such as a series resonant circuit, and (2) the study 
of a parallel-resonant circuit leads to an understanding of the separate 
thermal-noise behavior of a resistance R, an inductance L, and a capaci¬ 
tance C. 

Using an r-f amplifier as the measuring instrument is, in effect, the 
same as attaching across the parallel-resonant circuit a sensitive volt¬ 
meter of infinite internal impedance (if as previously remarked, its 
input capacity is thought of as belonging to the parallel resonant circuit). 
Consequently, an r-f amplifier is especially well suited to the measure¬ 
ment of the open-circuit thermal-noise voltage across the parallel resonant 
circuit, which shall hereafter be designated as a certain unknown function 
of time V(t), 

There are several possible methods of indicating the output response 
of the r-f amplifier to this thermal-noise voltage V{t), For example, the 
r-f amplifier might be followed by a frequency converter and an audio 
amplifier and loud-speaker, in which case the thermal-noise voltage V(t) 
would be indicated by an audible noise. Or the r-f amplifier might be 
followed by a frequency converter or detector and a video amplifier and 
oscillograph. In this case, the thermal-noise voltage V(t) would be 
indicated by a visible trace on the oscillograph. Or again, the r-f 
amplifier might be followed by an averaging device, such as a thermo¬ 
couple, in which case the thermal-noise voltage V (t) would be indicated 
by a d-c meter. Since the last type of indication is quantitative, whereas 
the other types are generally only qualitative, the thermocouple meter M 
has been used here as the output indicating device. 

For the experimental arrangement of Fig. 12*1 to yield a correct 
quantitative measure of the thermal-noise voltage F(0, three experi¬ 
mental conditions must be fulfilled: 

1. The input capacitance of the r-f amplifier (which composes a part 



Fig. 12‘1 .—RLCAnput circuit, r-f ampli¬ 
fier, and output meter M. 
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of the total capacitance C of the parallel-resonant input circuit) 
must be frequency-independent and must be the only contribution 
of the r-f amplifier to the input admittance. 

2. The r-f amplifier must be linear. 

3. The extraneous noise output from other sources of noise within 
the amplifier must be independent of the input termination of the 
r-f amplifier. * 


If the open-circuit voltage V{t) is now regarded as existing only 
within a unit interval of time and as vanishing outside this time interval, 
then it may be assumed that it is quadratically integrable or, in other 
words, that 

•+00 r+H 

V\t)dt= / VKt)dt==T^ (1) 

J-Vi 

is finite and equal to the mean-square value of V{t). Accordingly, F(0 
possesses a Fourier integral representation 


/: 


with a Fourier transform 


1 

m 

v{jo}) == J dt 


which is a function of the angular frequency 

w = 2irf 

and with a spectrum 
S{<a) * v^{jo)) 

r+co 

y — 00 y — 00 




R{t) cos WT dr, 
w’here R{t) is the correlation function 

V{t)V{t + r) dt. 


RM. /;_ 
Moreover, we can write 


■ v<u) dt~^ /:: S(«) d« - i2(0) 


( 2 ) 

(3) 

(4) 

(5) 


( 6 ) 


(7) 


as a consequence of Eqs. (1), (5), and (6). As the unit of time is indef¬ 
initely increased [i.e., as more and more of the time extensiem of VCO is 
omnpressed into the unit time interval], both 5(<o) and R{t) approach 
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a limit, and these limit fimctions S(w) and R{t) are regarded as the 
spectrum and corrQiation function of F(0, respectively. 

If the r-f amplifier is tuned to a band-center frequency «o and possesses, 
from input to output, a complex voltage gain (?(ja>,c«>o), then the output 
voltage, Vo(tjcao)f due to thermal noise in the input circuit, will possess 
the Fourier integral representation 

Fo(^,a)o) ~ ^ / G(jo3fO)o)v(jo3)e^^^ d(a (8) 

with a Fourier transform equal to 

/ + * 

V'o(^,a>o)e^’"* dt. (9) 

Vo(tyO)o) will not vanish outside exactly the same time interval as does 
V (t), except in the limit as the unit of time is indefinitely increased (in the 
sense of the preceding paragraph). But in tliis limiting case, Vo(t,o)o) 
will exist only within the same unit interval of time in which V{t) exists 
and will vanish outside this time interval, so that it, too, may be assumed 
to be quadratically integrable or, in other words, that 


/ +«o r+Mt 

Vlityiao) dt = J F?(^,wo) dt = Vl(coo) (10) 

is finite and equal to the mean squared value of VoityOio). This result is 
concordant with the assumption that the Fourier integral representation 
(8) and the Fourier transform (9) of Fo(/,a?t,) both exist. 

Now the spectrum of F<,(^,Wo) will be 


So{03y03o) = K{Q3,(ao)S{o))y 

where 

K{U)yO>o) = \G{kWyU>o)Y 


SO that, in analogy with (7), 


( 11 ) 

( 12 ) 


FJ(wo) = J VKtyCdo) ~ ^ y So{u>j(ao) dcj (13) 

or 

~ K(.w,Uo)SM d«. (14) 

This last equation may be regarded as an integral equation to be solved 
for the unknown spectrum function S(a>), in which the kernel K{o)y<ao) 
is the sq uared m agnitude of the amplifier voltage gain function and the 
function Trj(wo) is the mean squared output voltage due to thermal noise 
in the input circuit—both of the latter functions being experimentally 
measurable, as is shown below. 

The measurement of the kernel K(ia,(ao) may be carried out by apply- 
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ing across the input terminals of the r-f amplifier a known voltage of 
frequency w from a standard signal generator. Care must be taken that 
the output impedance of the signal generator is so compensated that the 
net impedance terminating the amplifier input terminals is identical 
mth that of the original parallel resonant input circuit of Fig. 12*1. 
Then, with this known input voltage adjusted to a magnitude well above 
the noise level, the mean squared output voltage response to this signal 
may be directly measured by the thermocouple meter M (with the possible 
insertion of a frequency-independent attenuator of known attenuation). 
Thus the ratio of this mean squared output voltage to the mean squared 
input signal voltage provides the value of Jt(a),a)o) for the signal frequency 
w and the amplifier tuned frequency wo, and K(coyO)o) can be measured 
as a function of both of its arguments w and co^, which can be varied at 
will. 

The measurement of Vi(o)o) may also be carried out in the following 
way. With the original arrangement of Fig. 12*1, let Mo(o)o) be the 
reading of the thermocouple meter M when the parallel resonant input 
circuit is open-circuited, that is, when it is in the condition shown in 
Fig. 12*1. Then ilfo(wo) will be equal to the mean squared output voltage 
due to all sources of noise within the amplifier. On the other hand, 
let be the reading of the thermocouple meter M when the parallel 

resonant input circuit is short-circuited. Then will be equal to 

the mean squared output voltage due to all sources of noise within the 
amplifier except that due to thermal noise in the input circuit. Since 
the thermal noise in the input circuit is uncorrelated with any other source 
of noise, it will add to the output with any other source of noise in the 
mean square; and since it has been assumed that the output response to 
all other sources of noise is independent of the input terminating imped¬ 
ance of the amplifier, 

= MoM - M.(co.). (15) 


That is to say, T^co^ is directly measurable as the difference in readings 
of the thermocouple output meter M, withou t and with the r-f input 
terminals short-circuited, respectively. Thus VJ(c^ may be measured 
as a function of its argument co<„ which can be varied at will. 

Consider now what happens to the integral Eq. (14) as the bandwidth 
of the r-f amplifier is narrowed indefinitely. The spectrum' S(o>) is 
unaffected in this process, but the kernel K{(a,o)o) becomes indefinitely 
narrower, becoming in the limit proportional to a delta function. More 
precisely, in the limit, 
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S(o} — cjo) =0 if 0 ) a)o 

= 00 if OJ = Wp, 



S(co — (Oo) = 1, 



6 (a) — o)o)/(o)) dco = /(wo) 


(17a) 

(176) 

(17c) 

(17c?) 


if /(a?) is any continuous function of o). At the same time, the observed 
mean squared thermal-noise output voltage undergoes a change, 

approaching in the limit 


K(x,u>;) dx 8 ( 0 . - Wo)S{u,) du>. (18) 

If the unknown spectrum S(oi) is assumed to be continuous^ then from 
Eqs. (17rf) and (18) it must be given by 


>§(a)o) = 


7 - 


2irVl(w„) 

■ 00 

K(c»3fO)o) do) 


■ (19) 


where the foregoing limiting condition of an infinitely narrow bandwidth 
is imposed. Thus we have found one solution of the original integral 
Eq. (14), which is continuous, and experimentally determinable, accord¬ 
ing to Eq. (19), as the ratio of the measured mean squared thermal- 
noise output voltage VKojo) to the measured gain-bandwidth integral 

/ “^ . . . 

do), in the limit when the amplifier bandwidth is 

infinitely narrow. In practice, this continuous spectrum S{(ao) is well 
approximated even when the experimentally observed bandwidth, 
though, relatively very narrow, is still finite. Thus, it is possible to 
measure the continuous spectrum as a function of its argument 

a)p, which may be varied at will. 

When so measured, for different values of R, L, C in Fig. 12*1 and 
for different absolute equilibrium temperatures T, the continuous 
spectrum S(o)) will be found equal to 

SM =- —y (20) 

where k is Boltzmann’s constant, 1.38 X 10“** joules/®K. Now, by 
Eqs. (2) and (5), such a spectrum corresponds to a single voltage pulse 
U(t), initiated at the time t = 0, and behaving the;reafter in accordance 
with the relation 
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U(t) 


where 


^ /• + * do) 

{2kTRm%r)-^ / -7-pr 

y_. 

i2kTR)^{RC!)-^e-<'^’“^[co8u^ - (2/eC'we)-‘ sin wJL], 


0 ) 


2 

c 


1 1 
LC {2RCY 


( 21 ) 

( 22 ) 


But U{i) is evidently not the actual thermal-noise voltage F(<), because 
V{t)y if observed, would appear more like a sequence of such pulses 
U(t) distributed at random in time and in amplitude. 

Indeed, the spectrum of V{t) is quite another solution of the integral 
Eq. (14). It is a function /S(w) jS(a>), everywhere discontinuous, for 

which we can say only that 



— c«)o)/S(w) dir = S(o)o). 


(23) 


Because the number of such solutions S(o)) is infinite, neither the spectrum 
S(o)) nor V{t) itself can be determined solely from the integral equation 
(14) alone. 

Apart from its relation to the elementary pulse U{t), however, the 
measured spectrum <S(w) may be interpreted as the statistical spectrum 
of V{t), Experimentally it is the frequency average 



6(cij — Wo)S(ci)) dw, 


(24) 


of the spectrum Sisa) of Vit), taken over an infinitely narrow frequency 
band. From another viewpoint, it is effectively an ensemble average,^ 
at one frequency wo, of a great number of spectra S(w), corresponding 
to a great number of samples of V(t). Finally, according to the equation 
[see Eq. (7)] 

^ i /_V /_V 

it can be spoken of as the mean square of the thermal-noise voltage 
V{t) per unit-frequency interval and can be written 

SW - ^ {d!- g) ( 26 ) 

The result of the foregoing measurements, then, is that the thermal- 
* An ensemble average of a set of functions/«(*), (where n « 1,2, • • • , AT) taken 
at any point is defined by the expression /(«o) T /n(«o). 
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noise voltage V(t), appearing across the open-Ksircuited parallel resonant 
circuit of Fig. 13-1, has a statistical spectrum 

^ = 5(«) = |t)Ow)l* = 

and a total mean square 

T^ = 2kTR 

“ c 

Localization of Thermal-noise Emf .—In the parallel resonant circuit 
of Fig. 12-1, the source of thermal noise, or the thermal-noise emf, may 
be localized by extrapolating the measured statistical spectrum, Eq. (27), 
and mean square, Eq. (28), of V{t) to two limiting cases: (1) an isolated 
resistance R (assuming L infinite and C zero) and (2) an isolated LC-cir- 
cuit (assuming R infinite). 

In the first case, V(i) becomes Vjt(i), the open-circuit thermal- 
noise voltage of R, with a statistical spectrum [see Eq. (27)]. 

“Jy* = = 2krR. (29) 

But then, according to Th^venin^s theorem,^ R must contain an internal 
series thermal-noise emf 

Bait) = Vj,(t), (30) 

independent of the termination of R, with a statistical spectrum 

= |ej,(i«)|* = 2kTR (31) 

and a total mean square which is infinite. This result, Eq. (31), 
is evidently applicable to any resistance R occurring in any physical 
circuit conhguration as long as R itself is in thermal equilibrium. The 
formula, Eq. (31), discovered by Johnson* in 1928, is known as Johnson’s 
“thermal-noise formula.” 

In the second case, V(t) becomes Fi,c(<), the open-circuit thermal- 
noise voltage of the LC-circuit, with a total mean square [cf. Eq. (28)] 

rE = ^ (32) 

' For a statement of Th^venin^s theorem, see, for example, Everitt, Communicaiion 
Engineering, McGraw-Hill, New York, 1937, pp. 47-49. 

« J. B. Johnson, Phye. Reo,, 82, 97 (1928). 


2kTR 


.'+«■(“<'-i)’] 

df 


-fft* 




( 27 ) 


( 28 ) 
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and a statistical spectrum [c/. Eqs. (27) and (28)] 

^ = raM"* = !?«(/+ fc) (/. = g) (33) 

which vanishes everywhere but at the resonant frequency 

a,. = (L(7)-^. (34) 

Application of Th^venin’s theorem to this case produces indeterminate 
results because an a priori choice exists between a series emf on the one hand 
and a circulating current in the LC^-circuit on the other, or certain com¬ 
binations of the two. Fundamentally, ho^vever, there can be no emf 
in theLC-circuit, because such a circuit constitutes a conservative system, 
and the observed open-circuit voltage must be construed as a true poten¬ 
tial difference arising exclusively from the flow of a circulating current. 
Hence, Flc(0 iiaust be regarded as a sinusoidal potential difference 

F/,c(0 = = F„ cos a)e(< - U), (35) 


developed by a vestigial thermal-noise current 

of arbitrary amplitude 



(36) 

(37) 


permanently circulating in the L(7-circuit, as shown in Fig. 12*2. 

It is meaningless, of course, to speak of the temperature of this circuit 

-- or of the statistical spectrum of its open- 

j-L-, circuit voltage Vhcit), because VLc{t) has a 


L 


C' 


(t) 


IT 


mean square 


TE = ^ = (38) 


f,q. i2.2.-lsoiated Lc circuit, arbitrary. But in the sense 

of an ensemble of such circuits, successively disconnected from a given 
resistance R in thermal equilibrium, the quantity F?/2 has an ensemble 
average that is 


Tl kT 


(39) 


where T is the temperature of R, Only in this sense does a definite 
meaning attach to the statement that Vicit) has a statistical spectrum 
which vanishes everywhere but at the resonant frequency and yet 
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has a mean square 


= M!. 


(40) 


It may be concluded, therefore, wdth respect to the general parallel 
resonant circuit of Fig. 12*1, that a thermal-noise emf resides in 72, but not 
in L or C. More generally, with respect to any network that is in thermal 
equilibrium and contains only JK, L, and C elements, it may be concluded 
that all of the thermal-noise emFs reside in the R elements alone and are 
given by Eq. (31). It may be concluded further that no such emf resides 
in any L or C element of such a network. 

Still more generally, if elements of mutual inductance M are included 
in any such network, it is still possible to conclude that all of the thermal- 
noise emf^s reside in the R elements alone. The reason for this is that if 
these dissipative R elements are removed, the resulting network again 
constitutes a conservative system in which the observed thermal-noise 
voltages are true potential differences arising exclusively from the flow 
of circulating currents. These vestigial thermal-noise currents circulate 
permanently in the network, appearing as combinations of sinusoids of 
arbitrary amplitude, with certain discrete frequencies determined 
by the L, C, and M parameters of the network. 

To summarize, then, in any network composed exclusively of 22, L, C, 
and M elements, which is in thermal equilibrium, the resistances 22 
and not the reactive elements L, C, and M are the seats of thermal-noise 
emf. Each thermal-noise emf is determinable, from the value of its 
associated resistance R, in terms of Eq. (31). 

Harmonic Analysis of Thermal Noise ,—In 
any network composed exclusively of 22, L, C, 
and M elements, whose structure in terms of 
these elements is completely known and 
which is in thermal equilibrium, it is possible 
to write KirchhofFs equations once the emf’s 
of thermal noise have been localized and 
evaluated. In the following discussion, the 

parallel resonant circuit is taken as a representative example. The 
various thermal-noise variables are defined by Fig. 12'3. 

If Fourier integral representations are assumed for all of the thermal 
noise variables, thus 



m = 

x(ju) = 


1 /■+" 


(41a) 

(416) 
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where 

X{t) = y{()y IniOt IlH), Ic{t), Qc(t) (42a) 

xU<^) = 6ij(ico), v(jo>), tRijo)), iL(jo))y ic{jo)), qc(jo)) (426) 

then Kircbhoff^s circuit equations can be written in either of two forms. 
The first form is as differential equations in the time domain, thus 

V{t) = ErH) - RIhH) = (43a) 

J*(0 = /i(0 + Ic(f), (436) 

Ic(t) = (43c) 


Alternatively, they may be written as algebraic equations in the fre¬ 
quency domain, thus 

v(jo}) = CRijos) — RiRijo)) = juLiLij^) = (44a) 

tR(j(*3) = + ^*c(ja>), (446) 

icijoj) = j<^gc(jo3). (44c) 


Now, Eqs, (44) are susceptible of analysis by the usual methods of 
a-c network theory. Thus, by manipulation of Eqs. (44), it is found 
that 


eR(jd^) 




= v(jo)) = 






= joiLihijo}) 


_ ic(joo) __ qcijo)) 

“ icoC C 


(45) 


These equations suffice to determine the statistical spectra of all the 
thermal-noise variables. For if, in accordance with Johnson^s formula, 
Eq. (31), we write 

^ = |c«0«)F = 2kTR (46) 

then, from Eq. (2'46), it follows that 


df 


df 




FiiGwTP 


2kTR 


‘-s)‘ 


(47a) 


(476) 
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df 

df 

df 


— |u0w)|® = 

= ltc0w)|® = 

= l^cO")!^ = 


2}cTR 

o)^L^ 


2kTR(c^C^ 

2kTRC^ 


1+R^ 




(47c) 

(47d) 

(47e) 


It will be observed that Eq. (47a), the statistical spectrum of F(0, 
agrees with the meovsured spectrum, Eq. (27), as it should. 

Further, from Eqs. (46) and (47), we are led to the following mean 
square values of the thermal-noise variables: 


m-j 

^ + • 

df = 00, 

(48) 

v>.j 

r 

— 00 

kO’“)|*d/ = 

(49a) 

n-j 

^+- 
—- 00 

df = 00, 

(496) 

n-j 

— 00 

IcT 

df = 

(49c) 

n-j 

l^+„ 


(49d) 

^ - j 

~ 00 

df = kTC. 

(49e) 


In the present example, as seen from Eqs. (48), (496), and (49d), 
there are three thermal-noise variables whose mean square values are 
infinite. They are i^«(0, 7 r( 0, and Ic(t). Because these three variables 
are not quadratically integrable, they do not conform strictly to the 
conditions required to possess Fourier integral representations. This 
difficulty is due to a slightly incorrect extrapolation of the experimental 
formula (27) toward infinite frequencies. It will be shown below that 
the quantum theory of thermal noise requires that the spectrum of any 
thermal-noise variable shall fall off at very high frequencies and shall 
vanish at infinite frequency. The quantum theory, therefore, requires 
that every thermal-noise variable shall have a finite mean square value 
and henee shall possess a properly behaving Fourier integral representa- 
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tion. For practical purposes, however, the statistical spectra and the 
mean squares given by the present methods (whenever the latter are 
finite) are accurate enough. 

The discussion of the statistical spectra and time averages of the 
thermal-noise variables in Fig. 12*3 has not been as rigorous as it should 
be. A more careful consideration of them follows here. From the dif¬ 
ferential equations (43), it can be concluded that all six thermal-noise 
variables X(t) [c/. Eq. (42a)] are causally related in some way, as yet 
not adequately described. On the assumption that these thermal-noise 
variables all possess Fourier integral representations, their causal con¬ 
nections have been expressed by Eqs. (45). These equations show that 
the Fourier transforms x(jcjj) [cf. Eq. (426)] of all the thermal-noise vari¬ 
ables are expressible as functions of any one Fourier transform, say 
e«(jco). Thus, the general expression 


can be written, where 


x(jo)) == <l>x(joo)eR{jca) 




dx(jo)) 


X(t) 




deRijco) 

is independent of eRijco). Hence, from Eq. (41a), 

' + « 

o dcRiju) 

can be written. But, from Eq. (416), the relation 

eR(jo}) == J ER{T)e-^^dT 

is clear, so that 

- h jy. jy ^ 


or 


where 


X(t) = (t - r)] Ek(t) dr, 

WO, 


(60) 

(51) 


(62) 


(63) 

(54) 

(55) 

(56) 


is the “functional derivative” of X(t) with respect to Es(t). That is to 
say, all the thermal-noise variables are expressible as “functionals” of 
any one thermal-noise variable, say EmCC), in accordance with Eq. (55). 
The functional derivative X'lEaCt), (i — t)], when it refers to a current 
variable, is related to what is frequently called an “indicial admittance.” 

The physical meaning of the functional derivative, Eq. (56), is readily 



Sbc. 12-2] 


THERMAL NOISE 


511 


seen from Eq. (55), for if 

En{t) = - <o), (57) 

then from Eq. (55) it is found that 

X{t) = r[En{t), (t - to)l (68) 

In other words, the functional derivative of X{t) vdth respect to E*(0 
is the response X(t) to a unit impulse function Enit), In general, it is 
a pulse initiated at the time [or the time r in Eq. (55)], which damps 
out at a certain rate in the future time t > to. For example, it is found 
that for t ^ T 

t> [EhH), (< - t)] = ^ /- y - — 

«-t) 

= (RCy^e [cos C 0 .(^ - r) + (2RCoy,y^ sin coc(< - r), (59) 

where 

^ LC - 1/(2«C)2 


and similar transients can be found for the functional derivatives of the 
other variables Xit)^ except that, in the cases of jE«(0, iRit), and Ic(t)f 
the functional derivatives contain an additional part that is proportional 
to a delta function 6{t — r). But, for the rest, all the functional deriva¬ 
tives behave as Eq. (59), with a damping constant equal to 2RC. 

Assuming that Ejj(0, the actual thermal-noise emf, exists only within 
the unit-time interval (—^ g ^ g -f i) and vanishes outside it, it is 
possible to write 

r+H 

Xit) = / X'lEnit), {t - T)]Enir) dr (61) 

J 

and conclude that x(t) vanishes for < < — i and damps out with a time 
constant 2RC for < > -f- But now, as the unit time interval is made 
indefinitely large compared with 2RCy the tails of the pulses of the type 
described by Eq. (59) and accordingly the tail of X(t) itself for / > -f- i 
become infinitely short in time duration. In the limit, this leads to the 
result that all of the thermal-noise variables X(t) vanish outside the 
unit time interval (— ^ g g -fi). Accordingly, the mean square 
value of any variable X{t) may be reckoned with respect to the foregoing 
unit time interval and may be written in the following alternative forms: 





X^{t) dt = 



X^{t) dU 


But since, in general, 



(62) 

( 63 ) 
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it is also possible to write 

3^ = ^ \x(jo))\^ do) =\x(j(a)\^ dw, (64) 

a general result that expresses the mean square of a variable X{t) as an 
integral taken over its true spectrum |^(iw)|^ or, equally well, over its 
statistical spectrum- \x{j<a)\^. Similarly, it is possible to speak of the 
statistical spectnim as the mean square value of the variable per unit- 
frequency interval, in accordance with the relation 

^ = ITU^. (65) 

Now that the results of Eqs. (64) and (65) have been established on a 
somewhat more rigorous basis, Eqs. (46^1 to (49), which were insuffi¬ 
ciently explained above, can be better justified and also better understood. 

Another interesting result of the analysis just dealt with above is 
that the statistical spectrum of any thermal-noise variable X(t)f which 
is a functional of the thermal-noise emf ER{t), is proportional to the true 
spectrum of the functional derivative {t — r)]; provided that 

the statistical spectrum of £b( 0 is a constant (as it is in the present case, 
according to Johnson^s formula). This may be readily confirmed by 
comparing Eqs. (56) and (47). If the meaning of the functional deriva¬ 
tive is kept in mind,'it is possible to recognize in this the important result 
that the statistical spectrum of any thermal-noise variable X{t), which 
is a functional of i5ij(0, is identical, to within a constant, with the true 
spectrum of the response function X{t) to a unit impulse function ER(t). 

Still another interesting result of the foregoing analysis is that if 

EbU) = ^ - Q, 

— 00 

then, by Eq. (55), 

+ « 

X{t) = ^ A^X'[Ea{t), « - Q], 

— 00 

or, in other words, a transient pulse expansion for any thermal noise 
variable X(t) is found. 

Electromagnetic Energy of Thermal Noise ,—If the differential equa¬ 
tions (43a) are multiplied by /«(<), the result is 

V{t)In(S) = Enm^it) - RI%{t) = (68) 

With the (ud of Eq. (43b), I»{t) can be eliminated from the last two expres- 


( 66 ) 

(67) 
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sions above, with the result that 


Also, 


+ Licit) ^lUt) 

_ d Qlit) , umdt) 
dt 2C ^ C ‘ 

Vit)Idt) = V(t)[Idt) + Icit)] 

= Idt)L^^Idt) + 

= i \MM 4- «c(0l 
dll 2 2r J' 


613 

(69o) 

(696) 

(70) 


The results of Eqs. (69) and (70) are equivalent, for it will be observed 
that since by Eq. (43a) 


it follows that 


Qcii) 

C 




d LIlit) _ Idt)Qcit) 


dt 2 
d QUO 
dt 2C 


C 

^ Licit) J^IL{t). 


(71) 

(72o) 

(726) 


Now the result to be emphasized here is that it is possible to write 


ViOInit) = EdOIdO - unit) = + ^]- ( 73 ) 


This result is an expression of Poynting’s theorem, as it applies to the 
electromagnetic energy of thermal noise in the parallel resonant circuit 
of Fig. 13-3. Here it is seen that the circuit elements L and C are the 
seat of.thermal-noise energy, where it is stored in the two forms of elec¬ 
tromagnetic free energy 


Fdt) = 

Fcit) = 


LIlit) 
2 ' 
QKt) 
2C ■ 


(74o) 

(746) 


It is seen, further, that the emf Enit) is the source of this energy, produc¬ 
ing it at a rate equal to EsiOhiit), and that the circuit element R is the 
sink of this energy, dissipating it at a rate of RIlit). 

Similarly, in any circuit or portion of a circuit in thermal equilibrium, 
the seat of thermal-noise energy in electromagnetic form is the electro¬ 
magnetic field associated ^idth its positive, frequency-independent ele¬ 
ments of inductance and capacitance; the sinks of this oiergy are its 
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positive, frequency-independent elements of resistance; and the sources 
of this energy are the thermal-noise emf^s internal to and in series with 
these elements of resistance. 

The time average of V{t)lR(t) is considered below: 


F(<)7«(<7 = V{t)In{t)dl. 

By ParsevaFs theorem, this may be written 

_ 1 /* + * 

F(0/b(<) = 2ir / vijw)iB{—jui) do). 

But by Eq. (45) it may also be written 

, /* + - + 
mm = ^ / — T- V ’ 

or again, since |ei?(ja>)|2 may be replaced in the integrand by 


(75) 


(76) 


(77) 




/ + " 

_ 

« 1 


+ 




(78) 


Now this integral must vanish, inasmuch as its integrand is an odd func¬ 
tion of w. Therefore, we have the result that 


ViOInit) = 0. (79) 

According to Eq. (73), this means that, on the average, the rates of pro¬ 
duction and dissipation of electromagnetic energy of thermal noise are 
equal, that is, 

(80) 

or in other words, that the average net rate of change of electromagnetic 
energy of thermal noise is zero. 


^[FUt)+Fcit)] = 0. 


(81) 


It will be observed that these results conform with the condition that 
there be thermal equilibrium. 

Next it is important to find the average rate of production (and the 
equ(d rate of dissipation) of the electromagnetic energy of thermal noise. 
From Eqs. (80) and (49b), we see that this average rate is infinite, that is, 

- so. (82) 
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On the other hand, from Eq. (476), it is clear that the average rate per 
unit-frequency interval is finite and equal to 

__1_■ 

(83) 

But, as was said above, the quantum theory of thermal noise requires 
that the average rate of production [Eq. (82)] be finite and that the 
average rate per unit-frequency interval [Eq. (83)] fall off to zero at 
infinite frequency. Equation (82), therefore, cannot be taken as correct, 
and Eq. (83) can be used only at frequencies that are not extremely high. 

It was seen in Eq. (81) that the average rate of change of electro¬ 
magnetic energy of thermal noise is zero. The average value of this 
electromagnetic energy is given by Eq. (49), from which it is found that 


|[H7r<5i- 


2kTR^\^(^C -A- 


(aLj _ 


1 + 


r4o>c - 


= 2kT 


™ =npi = 


(84a) 

(846) 


These results, Eqs. (84), are of general validity, in the sense that they 
are not restricted to the parallel resonant circuit of Fig. 12*3. They 
imply that in any inductance L or capacitance C, imbedded in a network 
in thermal equilibrium but not mutually coupled through its electro¬ 
magnetic field with other elements, there resides an average amount of 
electromagnetic energy of thermal noise equal to hT/2, This general 
result was first deduced, theoretically, by DeHaas-Lorentz in 1913. 

Classical Statistical Mechanics of Thermal Noise ,—A discussion of the 
parallel resonant circuit of Fig. 12*3 from a thermodynamic viewpoint 
follows. The material components of this system may be regarded as 
an essentially loss-free metallic coil of inductance i, an essentially loss- 
free metallic condenser of capacitance C, and a dissipative element of 
resistance /?, all of which are positive and linear, at least for small signals, 
and of negligible frequency variation over a reasonably large range of 
frequencies. The dissipative element R may be a metallic or electrolytic 
conductor, a dielectric or hysteresis loss, or a radiation resistance, and 
so on, provided it behaves in accordance with the conditions prescribed 
above. 

It is assumed that the circuit is in thermal equilibrium and isolated. 
Alternatively, it might be assumed to be in thermal equilibrium with its 
surroundings. The former condition was chosen, so that the total energy 
U of the system would be finite and constant. 
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From a thermodynamic viewpoint, the total quantity of mechanical 
heat energy Q that resides in the molecular motions of the material of the 
whole circuit must be considered as a part of the total energy U of the 
system. The total free energy F residing in the system must also be 
considered as another part of the total energy U. This free energy 
usually includes the electromagnetic energy of thermal noise just dis¬ 
cussed, as well as whichever of the following energy forms may be 
present: the mechanical energy of moving parts of the circuit, the elec¬ 
trochemical energy of an electrolyte, the electromagnetic energy of a 
radiation field, and similar energies. Accordingly, for the complete 
thermodynamic system, we may write 

U = Q + F — const., (85a) 

T = ~ = const., (856) 

where S is the total entropy of the system. 

The total free energy F of the system being considered can now be 
written 


= F{Il, Qc, X, y, z, ■ ■ ■ , w) 


(86a) 

= FrXlL)+Fc(Qc)+f{x,y,z, ■ 

• • ,w), 

(86b) 

II 


(87a) 

p (O \ 

T cKHc) — 


(87b) 


are the contributions due to electromagnetic energy of thermal noise, 
which are continuous functions of the respective parameters /l, Qc, and 
where f{Xj Zj . , , , w) represents any other forms of free energy that 
may reside within the dissipative element R, which are continuous func¬ 
tions of certain other unspecified parameters x, 2 /, 2 , . . . , ic. 

A necessary and sufficient condition for thermodynamic equilihrium, 
with V and T constant, is that the entropy & shall be a maximum or, 
as seen from Eq. (85), that the total free energy F shall be a minimum. 
But in order that F may assume its minimum value F®, it is necessary 
first, as seen from Eqs. (86) and (87), that II — Qc — Q and, second, 
again as seen from Eqs. (86) and (87), that x, y, z, . . . , ta shall assume 
critical values Xo, yo, z^, . . , , Wo which make /(x, y, z, w) a 

minimum. Then, in the neighborhood of thermodynamic equilibrium, 
the deviation of the total free energy F may be written, approximately, 

F -F,^^ + ^ + aix- x,y + b(y - + c{z - «»)* 

+ • • • + p(ti» Wo)* (88) 
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where a, 6, c, . . . , p are positive constants and where no cross-product 
terms exist, because it is assumed that the parameters x, p, is, . . . , ly, 
like IL and Qc, are independent. 

In actuality, true thermodynamic equilibrium cannot be maintained, 
because every individual interaction process between forms of heat 
energy Q and free energy F causes a finite change in the distribution of 
the total energy U in these two energy forms. Thermodynamic equilib¬ 
rium can be maintained on the average, however, and this state is 
called ^‘statistical equilibrium.'^ But statistical equilibrium is attended 
by fluctuations in the heat energy Q and compensatory fluctuations in 
the free energy F, in view of Eq. (85a). 

The fluctuations of the total free energy F, away from its minimum 
value Fo, are governed by the thermodvnamic probability TF, which is 
related to the entropy S of the system by the equation 

W = (89) 

where k is Boltzmann's constant. Although W is fundamentally a func¬ 
tion of the entropy S alone, it may be specified completely in terms of 
the mechanical parameters of the heat energy Q, for by Eqs. (856) and 
(89) it can be written 

W = (90) 

In this form it expresses the probability for any possible distribution 
of the heat energy Q. But, according to Eq. (85a), we can write 

t7 = Q ”1“ F = Qo “t“ Fo = const., (91) 

and therefore we can rewrite Eq. (90) in the form 

W = (92) 

When written in this form, W expresses the probability for any possible 
distribution of the total free energy F. 

Thus, with the aid of the thermodynamic probability W, the mean 
deviation P — Fo of the total free energy F away from its equilibrium 
value Fo can be evaluated. In particular, it is possible to evaluate the 
mean deviation 

F — = a{x — xoy ( 93 ) 

of the free energy associated with the fluctuations in any one parameter 
X on which the total free energy depends. Thus, the probability that 
/ l , Qc, X, Vj z, . . . , w lie in the range ( 7 l , II + dlL] Qc + dQc; x, 
x + dx;y,y + dy;z^z + dz; • • • ;WfW + dw) is given by 

W dll dQc dxdy dz • • • dw, (94) 

and hence, when integrated over the entire domain of these variables, 
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(95a) 


mil I W dlh dQc dxdy dz ■■■ dw — \ 

mil I a(x — XoyW dlL dQc dx dy dz • • • d'w 

= a(x — xaY. (95b) 

But, from Eqs. (88) and (92), 


W 


TTo exp — + ^ + a(x — xo)^ + b(y — yo)‘ + c(z — Zo)^ 

h 


p(w — Wo) 


Hence, dividing Eq. (956) by Eq. (95a), it is found that 


a(x — xo)^ = 


' dx 


Now, if 


J - » 

/“ + 00 

(97) 



= (^) - * 0 ), 

(98a) 

' = 

(986) 

f ^ du 


•.,y. = kTL=^ - 

(99) 

J ^ e““’ du 


1 

0 

II 

(100) 


du 

then Eq. (97) beconaes 

a(x — xo) 

or 

Similarly, 

^ ^ = a{x - Xo)* = fe(y - = C(z - «o)* = 


= p{w — Wo)^ = 


( 101 ) 


or, in other words, the mean fluctuation in free energy associated with 
each independent parameter is equal to kT/2. This result is an extenmon 
of the theorem of equipartition of energy, which applies to molecular 
heat motions and states that the mean fluctuation in the kinetic energy 
of molecular heat motion is 1(T/2 for each distinct degree of freedom. 

Cmnparison of the first two equations (101) with Eqs. (84) shows 
complete agreement between the former, which are theoretically deduced, 
and the latter, which are experimentally observed. It must be remem- 
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bered that Expressions (84) are time averages, however, whereas Expres¬ 
sions (101) are ensemble averages. But in a physical system of the sort 
dealt with here, the molecular motions as well as the time variations of 
the parameters of free energy are so complicated as to yield essentially 
an ergodic system. For such a system time averages and ensemble 
averages are the same 

It is important to observe, also, that the first two equations (101) 
give the mean fluctuation in electromagnetic free energy of thermal noise 
and that Eq. (84) gives the mean value of this energy. Both of these 
terms have the same meaning in the present case, however, because the 
equilibrium value of the electromagnetic free energy of thermal noise is 
zero. 

Integral Equations for the Spectrum of the Thermal-noise emf. —In the 
discussion leading to Eqs. (84), the experimental conclusion was reached 
that in any inductance L or capacitance C in thermal equilibrium, not 
mutually coupled through its electromagnetic field with other circuit 
elements, there resides an average amount of electromagnetic energy of 
thermal noise equal to kT/2. In other words, it was experimentally 
shown that 


rm TO kT 

2 2C "2 ■ 


( 102 ) 


The same conclusion was reached theoretically in the discussion leading 
to Eqs. (101). Now, taking this result as a point of departure, let us 
inquire what follows concerning the spectrum of the thermal-noise emf 
Er( 0 in a parallel resonant circuit. 

First, by virtue of Eqs. (62) and (63), Eq. (102) may be rewritten 
thus: 

i /_V \9oUo>)\^ = kTC. (1036) 


Further, utilizing the relations of Eq. (45) for a parallel resonant circuit, 
for such a circuit this becomes 


2ir 


+ K'(«c - J^)’] - kTL 





dco 


1 +/?* 


(coC 




-Y 

wLj 


kT 


(104o) 

(1046) 


which constitutes a pair of simultaneous integral equations that are 
satisfied by the unknown spectrum of the thermal-noise emf Ex(t). 
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Now if 


then Eqs. (104) simplify to 


<4LC = 1, 

ofoRC — Qf 


(106o) 

(1066) 

(105c) 


= i I' ^ G “ 0 ] 

/ + « 

\e.(jcov)\^ - ^ (1066) 


(1066) 


1 + 0*1 


kTR ^ _1_ 
Q 2r 


|c«(i<oo»;)l* 


1 + 0 ' 


/ + » 

. h(Jl 


1 + 0‘ 


(-O' 

dy _ 

■(-0 


(107o) 


(1076) 


In other words, for a parallel resonant circuit, the thermal-noise emf 
Eit(t) must have a ^ectrum leB(j&>)|* that, for w = mv and for w = wo/v, 
satisfies the integral equation 


kTR ^ 1 

0 2b- 


|es(iw)|2 


1 +0* 


('-O’ 


Now consider y as the imaginary part of the complex variable 

f = (109) 

and reexpress Eq. (107) as contour integrals, taken counterclockwise 
around the right half-plane of f, thus: 


1 -(r+>y 


(110a) 


(1106) 


One particulau* solution ex(wof’) may be assumed which possesses no 
poles in the right half-plane of t a-nd for which eK(m/i) therefore also 
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possesses no poles in the right half-plane of since the substitution of 
1/f for f maps the right half-plane of f into itself. In this case, the poles 
of both integrands of Eqs. (110) in the right half-plane of f are the same 
and occur when 

Q(f + |) = l (111) 

or when 

2Qf = 1 + Vr~ (2Q)^ (112) 

where the pole corresponding to the positive sign in Eq. (112) may be 
designated by fi and the pole corresponding to the negative sign by {' 2 . 
Then 

-UT1? r _ _1 +A>esr_ _1 


-kTR 

Q 


-0>(f + i 


1 - Q‘ 


(”0„ 


|e a(a>ofi)|^fi . |ga(<oof»)|°fl 

~(l-f?) (1-fl) ’ 


(113a) 


and similarly 

-kTR „ 
— 7 ;— = Res 


e* (n 

?)' 1 



\s 

/ 

\ <1 

+ Res 

/ 


1 - Q“ 


_ Kk)I (r^)'^kfe)l 


(1136) 


Now it will be observed, from Eq. (112), that 

flf2 = 1- 


Hence Eq. (113) may also be written thus: 


nj/pp _ lc*(«ofl)l*fl I 1 * \fl/l 

-2kTR - j j 

/ \ 2 

(115o) 

/ W0\ ;.2 

1 - f! f! - 1 ’ 

(1156) 

2kTR(l - ff) = |«*(^*)| - e«(«ofi)|» 

(116a) 

== le*(«ofi)|* — ’ 

(1166) 
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or 

[|c«(^®)[ - 2kTR^ - f, [lc*(«ofi)|* - 2kTR\ = 0, (117o) 

- 2kTR\ - = 0, (1176) 

or, eliminating |ejj(a)o/fi)P, 

[\eR(m!:i)\^ - 2kTR] (1 ~ fl) = 0. (118) 

Therefore, regardless of the value of (and including the exceptional 
values that are roots of == 1), it follows that throughout the right 
half-plane, 

le«(«of i)|* = |e« (j^ = 2kTR. (119) 

This leads to the result that if the spectrum |^«(a)of)|^ of the thermal-noise 
emf i&j*(0 in a parallel resonant circuit is assumed to possess no poles in 
the right half-plane of f, then it must be a constant throughout the right 
half-plane of f and equal to 

k«(cuoi‘)|2 = 2kTR, (120) 

and, in particular, considered as a limit, it must be a constant everywhere 
along the imaginary axis of the f-plane and equal to 

= 2kTR. (121) 

This result does not imply, however, that |eii(a)of)k is a constant through¬ 
out the left half-plane of f unless it is further assumed that ^^(woi') is an 
analytic function throughout the f-plane. 

It can be said, therefore, that the only function which satisfies the 
integral Eqs. (104) and at the same time possesses no simple poles in the 
right half-plane of f is a constant, given by Eq. (120). This solution 
corresponds to the measured statistical spectrum (31); but at the same 
time it corresponds to the true spectrum of a single impulsive emf 

Er{() = Eod{t — ^o) (122) 

and not to the true spectrum of the thermal-noise emf Er^I). 

There is another way of writing Eqs. (107) to apply to the ^omplex 
f-plane, which is to be preferred to the formulation (110). Equations 
(107) can be written 

kTR _ 1 ^ €j?(wof)cjj(—wof) df 
Q ^ 2nrj 7 ^ ( i V 


(123a) 
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(1236) 


where the integrals are taken around the same contour as before. If, 
now, a solution that possesses no simple poles in the right half¬ 

plane of f is assumed, it does not follow that eR(coof)ejj( —wof) will also be 
free of poles in the right half-plane of For this to be so, it would have 
to be assumed that ^^(coof) possesses no simple poles either in the right or 
left half-plane of However, it is still admissible for e 72 (woi*) to possess 
poles along the axis of imaginaries, provided the contour integrals of 
Eqs. (123) do not enclose any of thes#' poles. In this (*ase, Eqs. (123) 
lead, in complete analogy with the preceding analysis, to the result that 

“ M>of) = 2kTRj (124) 

or, in other words, that 

eR{m^) = ±(2kTRy'\ • (125) 

everywhere in the complex plane of f, except possibly along the imaginary 
axis. But if there are any deviations from Eq. (125) along the imaginary 
axis, these must be of a nonanalytic character, consisting of a distribution 
of singularities which is everywhere dense. 

A more satisfactory picture of the solution Cij(wof), therefore, is that 
it is an analytic function everywhere off the imaginary axis of f and is a 
constant given by Eq. (125); but on the imaginary axis, ^^(cuof) may or 
may not be analytic. If it is analytic, then it is given by Eq. (125) along 
the imaginary axis, and it represents the statistical spectrum of Er^I) or 
alternatively the true spectrum of the impulsive emf [Eq. (122)]. If it 
is not analytic, however, then its dense distribution of singularities along 
the imaginary axis will be quite arbitrary, and it will represent the true 
spectrum of but not uniquely. 

Now, in addition to the analytic solution [Eq. (125)], which is entirely 
free from singularities, there also exist othel* analytic solutions cij(a)of) 
possessing simple poles. Thus, if Eq. (123) is written in the three forms 


kTR 
~Q~ - 




Cie(cJof)Cjg(“-“Ci>of) df 


(126a) 


(1266) 
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“ ^ { iV 


(126c) 


where the third of these equations is obtained from tlie second by replac¬ 
ing f by 1/fi and if enCuof) ia assumed to be such that 

•Cij(«of)cs(-«of) = Oo + ^ o„/(r* - fi) (127) 


then from Eqs. (126a) and (126c), we can write 




C/j (co of) Ck ( ““ w of ) 


(' +p)' 




= ao0o + / 


where 


^ ~ jLn±_i\ 

WUf - I - 1/ 

<t>n = ft>n + 4>n 

A' = _ if f? + 1 , 1-2 + : 

- 20 L (f? - i)(f! - i-S) (fi - i)(fi 

and where it will be noted, from Eq. (112), that 


n)\ 


(128o) 

(1286) 

(129o) 
(1296) 
(129c). 

(129d) 


i’li’2 

= 1, 

/ \ 

(130a) 

n + 1 

^ \^V 

r = VI - (20)*, (1306) 

n +1 

“ & ^ 
y V 

(130c) 

n - 1 

+ 

)«« 

w-» 

II 

(130d) 

n - 1 

= (^.)r(r-l), 

(130e) 

f? + fi 

II 

1 

(1300 

f! - ft 

T 

- 

(13Q«^) 
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Hence, 


and therefore 


*- ■ “ (^) (fT^ " (T^j) 
(sen) 


^0 = 0 , 


0 » = 


(son) 


Consequently, Eq. (128j becomes 
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(130/1) 

(131o) 

(1316) 

(132a) 

(1326) 

(133) 


It is clear that e/i(wof) may have any number of simple poles except 
one and that the positions of these poles may be anywhere in the f-plane, 
provided the coefficients fn in Eq. (127) satisfy the single constraint, 
Eq. (133). With any given positional distribution of poles, however, and 
with all coefficients an fixed but one, the remaining coefficient is a function 
of Q, according to Eq. (133). Therefore, such solutions ejj(wof) as are 
here described are not independent of the Q of the parallel resonant 
circuit and hence cannot represent the true emf Eji(t). 

Quantum Statistics of Thermal Noise ,—The theoretical result that the 
equation 

= 2kTR (134) 

holds for the statistical spectrum of the thermal-noise emf Enit) in series 
■with a resistance R at an equilibrium temperature T needs to be reexam¬ 
ined if it is thought to apply it to extremely high frequencies. 

In the first place, the picture of a parallel resonant i2£/C-circuit is, 
strictly speaking, appropriate only to a range of frequencies below which 
radiation will occur. Obviously, it is physically impossible to construct 
a parallel resonant circuit in such a way as to confine the electromagnetic 



526 


AMPLIFIER SENSITIVITY 


[Sue. 12-2 


Fio. 12-4. -(/onceutric line terminated at 
both ends with a resistance R. 


fields, at extremely high frequencies, to the interior of the inductance L 
and capacitance C. In discussing extremely high frequencies, therefore, 
the parallel resonant circuit can no longer serve as a model; another cir¬ 
cuit model, of a simple type that admits of the existence of propagated 
electromagnetic waves, must be found. 

Perhaps the simplest such modeP is the circuit shown in Fig. 12-4. 
Let the concentric line there shown be terminated at each end by a 
resistance R, If each of these resistances has the physical form of a solid 

disk of material of appropriate 
conductivity, so that it closes com¬ 
pletely its end of the concentric 
line, all electromagnetic radiation 
Fio. 12-4. -(/onceutric line terminated at approaching either end of the line 
both ends with a resistance R. jg either absorbed or reflected, pro¬ 

vided the disks are thick enough or of enough resistivity to attenuate 
completely the outwardly propagated waves. This ensures that what¬ 
ever electromagnetic fields exist in the interior of the line do not leak out¬ 
side the line. 

Such a circuit constitutes a physical system that can be regarded as 
completely isolated and can be studied under conditions of thermal 
equilibrium, just as the parallel resonant circuit was studied above as an 
isolated physical system in thermal equilibrium. As before, the resist¬ 
ances R are seats of molecular heat motion, each having a total heat’ 
energy Q. Other forms of free energy might reside in these resistances JB, 
as assumed in the previous case, but that assumption need not again be 
made here. Just as the existence of electromagnetic free energy in 
the fields of the inductance L and the capacitance C was assumed for the 
parallel resonant circuit, the existence of electromagnetic energy in the 
form of electromagnetic waves propagated back and forth parallel to 
the axis of the concentric line is assumed here. 

It is necessary, then, to find a set of independent parameters on which 
this electromagnetic energy depends, analogous to the current /i in the 
inductance L and the charge Qc of the capacitance C in the case previously 
treated. Although there were but two degrees of freedom of free energy 
{Il,Qc) in the former case, there are an infinite number in that now unejer 
discussion. These correspond to the infinite number of standing waves 
that could be set up along the axis of the concentric line, were it short- 
circuited and—^a tacit assumption for this discussion—^nondissipative. 
Thus, if Zis the length of the line and v the velocity of propagation 
of the electromagnetic waves along its length, then the longest possible 
wavelength of the standing waves in the short-circuited case would be 

Xi » 2f, (135) 

^ Cf, also H. Nyqukt, Phys. Bev.j 88, 110 (1928). 
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and the lowest frequency would be 

- - ^ - 2- 

But in addition to this frequency Pi, all integral multiples of vi are 
usually present. Hence two degrees of freedom (electric and magnetic) 
may be associated with each frequency. 

Vn = nvi, ( 137 ) 

Now if the fundamental frequency Pi is made very small by making 
the length I of the line very large, the number of harmonic frequencies 
contained in any arbitrarily small frequency interval (j^, v + dp) can be 
maintained very large. Assuming thau this is the case, we may speak 
henceforth of the electromagnetic energy dUp associated v.dth all degrees 
of freedom in the frequency interval (?/, p + dp) and similarly of the 
power dPp delivered across any cross section of the line in either direction 
by the corresponding traveling waves. 

The number of degrees of freedom of electromagnetic energy in the 
interval of frequency {p, p + dp) is 

= ^ = (138) 

and so, on the basis of classical statistical mechanics, which assigns to 
each degree of freedom an average energy equal to kTf2, the correspond¬ 
ing average electromagnetic energy would be 

dU, = dN, = kT dv. (139) 

If this energy, residing in standing waves in the case of a short-circuited 
line, can be thought of as shared by equal and opposite traveling waves, 
then the average power passing any cross section of the line in either 
direction is half of the fraction of dUp that is contained in v units of length 
of the line. In other words, the average power in either direction equals 

dPp = kT^p. (140) 

The result, Eq. (140), is applicable, according to the above derivation, 
only to the short-circuited line, on the assumption that the standing 
electromagnetic waves existing therein are in thermal equilibrium at a 
temperature T, In particular, however, it is applicable at any cross 
section of a line that extends indefinitely in both directions. But in this 
latter case the impedance of the line, looking in either direction, is a pure 
resistance equal to y/L/C^ if L and C are the inductance and capacitance 
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per unit length of the line, respectively, 
resistances R are equal to 


Therefore, if in Fig. 12*4 both 


R 




(141) 


Fia, 12*5.—Equivalent 
representation of resistance R 
as a source of thermal noise, 
with any load impedance 


then at any cross section of the line in Fig. 12-4 the conditions will be 
indistinguishable from those which would exist in the case of a short- 
circuited line extending infinitely far in both directions, provided the 

physical system of Fig. 12*4 is in thermal equi¬ 
librium. Hence, it can be concluded that each 
resistance R in Fig. 12*4 emits and absorbs an 
amount of power of average value 

dP, = kTdv (142) 

in every frequency interval (v, v + dv) when 
matched into the line and when in thermal 
equilibrium with the line at a temperature T. 
The power emitted by each resistance R should not be dependent on 
the nature of the load to which it is matched, provided the latter is 
in thermal equilibrium with it. Either resistance B, then, may be 

represented as a source of power, as shown in Fig. 12*5, with a load 

impedance 

Zl = E, (143) 

whose nature need not be specified except that it should be matched. 
In Fig. 12*5 the power emitted by R is also the power absorbed by Zl. 
But if Ep is the emf giving rise to this emitted power in the frequency 
interval (v, v -f- dv), then the current flowing in Zl is 

R + Zl 2R’ 


and the power absorbed by Zl is 
Therefore, by Eq. (142), 




El — AkTRdv. 


(146) 

(146) 


This, then, is the average value of the square of the thermal-noise emf 
residing in R for the frequency interval (i^, v + dp). But *the ratio 
El/dp is just twice the statistical spectrum lej?(^w)p the value of which 
was found above by other methods. (Negative as well as positive fre¬ 
quencies are employed conventionally for the latter and only positive 
frequencies for the former.) The result 


is therefore found again. 


teJJP = 2kTR 


(147) 
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Actually, this result is not strictly correct, as might already be inferred 
from the nature of Eq. (139) for the total electromagnetic energy in 
the frequency interval (p, p + dp). This is because the integral of this 
expression diverges when taken over all frequencies, indicating that 
the total electromagnetic energy for all frequencies, or for all degrees 
of freedom, is infinite. In fact, however, the total energy in the present 
isolated physical system is finite. That the heat energy is finite is 
assured by the fact that the number of degrees of freedom of the molecular 
motions, though large, is yet finite. But the electromagnetic energy has 
an infinite number of degrees of freedom, and the result given above, 
to the effect that each degree of freedom (electric or magnetic) of electro¬ 
magnetic energy possesses an average energy equal to kT/ 2 y must there¬ 
fore be reexamined. 

If the short-circuited line is reconsidered from the point of view of 
quantum theory, associating quanta of radiant energy hp, (where h is 
Planck^s constant) with the standing electromagnetic waves of frequency 
Pgf then a statistical consideration of these quanta, involving the following 
quantities, must be made. 


u» = hpg = energy of each quantum of frequency v,. 

Zna = number of modes of oscillation of frequency p» con¬ 
taining n quanta. 

Z, = ^ Zr,s = total number of modes of oscillation of 

n 

frequency i',. 

JV', = ^ nZnt = total number of quanta of frequency v,. 

n 

N ^ ^ N, = total number of quanta of all frequencies. 

8 

Ut == ^ nutZna = total energy of quanta of frequency p^. 

n 

U ^ U 9 = total energy of quanta of all frequencies. 

8 

The probability of a state in which, at the frequency v„ Zo, modes of 
oscillation contain no quanta, Zi. modes contain one quantum, Zu modes 
contain two quanta, and in general Z., modes contain n quanta, is 


n^. 




n 




(148) 
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Therefore the complete probability, or thermodynamic probability, of 
any distribution of quanta at all frequencies is 



(149) 


For the short-circuited line, thermodynamic equilibrium therefore 
corresponds to the maximum value of Eq. (149) or to the maximum value 
of the corresponding entropy expression 


S = fc In IF 

(150o) 

= ^ In Z.! - A; ^ ^ In Z„! 

a It a 

(1506) 

Now, by Stirling's approximation, 

\n x\ — x\n X — X (x 1); 

(151) 

we can therefore write 

5 = fc ^ Z. In Z, — A: ^ ^ Z„, In Z„,. 

(152) 


« n « 


When S and therefore also W are a maximum with respect to variations 
in Zn«, we have 

0 = ^ «Z. In Z. - fc 

a n a 


ii-- 


lnZ„ 


(153) 


But because Z. is a constant fixed by the geometry of the concentric line, 
we also have 


0 = dZt = 



(164) 


and ther^ore Eqs. (163) and (154) become 



SZnt In Znt, 


0 = 


i: 


«z«. 


(166o) 

(1566) 


In addition, the total number N of quanta and the total energy U the 
quanta are constants. Therefore 
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0 = 5JV = ^ ^ nSZn., 

ft 8 

(I 660 ) 

0 s= ^ ^ nu^bZnt* 

n » 

(1666) 

If now we multiply Eq. (155a) by unity, Eq. (1556) by — In Eq. 
(156a) by P, and Eq. (1566) by y, where fia v are undetermined con¬ 

stants, and if we add the four resulting expressions, the coefficient of 
6Zn* in the resulting sum must vanish; that is, 

0 = In Zn# — In «, + + tnia)* 

(157) 

Therefore we may write 


^ — ^nO+i^u.) 

eta * 

and hence 

(168) 

“f = \ g-nC/S+ru.) 

eta Zv 


= [1 ~ - 1. 

— = y 

a, L4 

n 

(169a) 

-\-vu.) Li 

n 


_ _ ^ ri _ e-(/H-ru).i-i 

a(/3 + ,ni.) ^ 

_ _ g-(/J+»u.)]-2_ 

Consequently, 

^ - 1]-*. 

(1696) 

(160) 

If we call efi ^ B and write u, = this becomes 


_ i)-i. 

(161) 

When this result is compared with Expression (138), it is found that 
for the frequency interval {va, v$ + dv,) 

II 

s I tc 

(162) 


Furthermore, tiiie totd average energy of the quanta of frequency v, can 
be written 

U, « NM», 


(168) 
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(164) 


But this result, for small values of the frequency j',, should agree with 
Expression (139). Therefore, Eq. (164), in the notation of Eq. (139), can 
be written thus: * 


dU, 


21 hv dv 
V Be*'**' — 1 


21 hv dv 

V (B — 1) + Bvhv 


Equating Eqs. (139) and (165), we find that 


= (S - 1) + Bvhv. 


(165) 


(166) 


Since equality (166) must hold for all low frequencies, it must follow that 

5 = 1, (167o) 

^ = i4- (1675) 


Therefore, the correct expression (164) for the total average energy 
of the quanta in the frequency interval {v, v + dv) becomes 


dU, 


21 hv dv 
7 '^/kT ^ l' 


(168) 


and the corresponding expression for the average power passing any cross 
section of the line in either direction becomes 


dP. 


hv dv 

e**''*^ - 1* 


(169) 


Finally, the corresponding statistical spectrum lelOwJp of the thermal- 
noise voltage Enit) in either resistance R in Fig. 12-4 or 12*5 becomes 

( 170 ) 

Actually, for room temperature and for frequencies up to and well 
beyond the visible region. Expression (170) is indistinguishable from the 
usual low-frequency expression (47). 

Nyqttist’s Thermal-noise Theorem.—Expression (147) or its more 
exact quantum theoretical extension (170) gives the statistical spectrum 
of tire thermal-noise emf Bsit) in series with an ohmic, frequency- 
iadepoident resistance R. This result may be extended to apply to any 
passive two-terminal network that is in thermal equilibnum, as was first 
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shown by Nyquist.^ To show this, let Zl in Fig. 12-5 be an arbitrary 
passive two-terminal network, whose impedance Zl may be expressed as 
a complex function of frequency 

Zl = Z{ji^) = (171) 

If Zl is in thermal equilibrium with R in Fig. 12*6, then the average 
thermal-noise power absorbed by Zl and arising from R in any frequency 
interval {v^v-^dv) must equal the average thermal-noise power absorbed 
by R and arising from Zl in that frequency interval. Hence, if 

lcfiOw)P dv = 2kTR dv (172) 

is the mean squared thermal-noise emf for this frequency interval which 
is in series with the resistance R, and if 

|e4ico)|2 dv = 2kTR^ dv (173) 

is the corresponding mean squared thermal-noise emf supposed to be in 
series with Zz., then the power absorbed by Zl and arising from R is 


//p = dvRjjo)) 

[R -h RUo>)V + ~X^Uco) 
2kTdvRR{jcc) 

^ [R + Rijo>)]^ + x^uo^y 

while the power absorbed by R and arising from Zl is 

[R -h R{jo^)]^ -h X^{ja>) 

2kT dvR'R 

[R + /e(ico)]2 + x^iju^y 

But since dPz = dPs, we find that /?' = R(j(jo) and hence that 


(174) 


(175) 


|ez(ia,)|2 = 2kTR(jo>), (176) 

This result, Eq. (176), is the analytical statement of Nyquist's theorem, 
in the usual form corresponding to 
the low-frequency approximation 
to Eq. (170). According to this 
theorem, any passive two-termi¬ 
nal network in thermal equilib¬ 
rium at the temperature T may 
be represented in the sense of 
Th5venin’s theorem as an active 
generator of thermal noise, as 
shown in (a) of Fig. 12-6, where its impedance Z(j<a) is given by Eq. (171) 
and the Fourier transform ez(jw) of its thermal-noise emf Ez(t) is givai 
in the mean square by Eq. (176). 

1H. Nyqtiist, Phya, jRe»., 82, 110 (1928). 



(O) (6) 


Fig. 12-6. —Two equivalent representa¬ 
tions of Nyquist*s noise theorem: (a) in terms 
of impedance; (&) in terms of admittance. 
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An alternative expression of Nyquist’s theorem is possible on an 
admittance basis. Let 

Y(j<a) = “ G'o’to) + (177) 

be the corresponding admittance of Zl in Fig. 12'5, expressed as a com¬ 
plex function of frequency. Then if 

= ez(i«)F(j«), (178) 

the quantity tV(iw) represents the Fourier transform of the constant- 
current generator /r(0 which, placed with Y{ju)) as shown in (6) of Fig. 
12*6, acts as an equivalent source of thermal-noise power in the sense of 
Norton’s theorem (the admittance analogue of Th^venin’s theorem). 
But, according to Eq. (178), 

= 2kTR{MG^{j(^) + B2(ico)]; (179) 

and therefore, since Eq. (177) gives the result that 

“ e*(i«) + 

it follows that 

lir(j«)l* = 2kTG{jo>). (181) 

This result, Eq. (181), is another analytical statement of Nyquist’s 

theorem, in terms of the admittance representation of (6) of Fig. 12-6 and 
in the form corresponding to the low-frequency approximation to Eq. 
(170), 

A Generalization of NyquisVs Thermal-noise Theorem .^—For passive 
networks in thermal equilibrium that have three or more terminals, it 
would appear possible, in theory, to represent the complete thermal-noise 
behavior by applying Nyquist’s theorem independently to each com¬ 
ponent element of the network. In practice, however, networks whose 
actual component elements are unknown are often found. In such cases 
a network must be represented in terms of apparent component elements 
whose unreality is commonly manifested by their failure to be passive. 
Consequently, for the general Af-terminal passiv.e network in thermal 
equilibrium, a complete thermal-noise representation lies beyond the 
province of Nyquist's original theorem. In the following discussion, an 
analogous but more general theorem which represents completely the 
thermal-noise behavior of any passive network in thermal equilibrium is 
stated. The proof of this theorem is given elsewhere. 

^ Cf, also £. J. Schremp, to be published. 
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As a preliminary to the statement of this theorem, certain restrictions 
that are conventionally imposed must be removed from the formulation 
(181) of Nyquist’s theorem. 

Actually, the current irijia) that occurs in (b) of Fig. 12*6 and in 
Eq. (181) is the complex Fourier transform in the Fourier integral 
resolution 

Irit) = ^ ^ dec (182) 

of the time-varying thermal-noise current impressed across the passive 
admittance Y(jec). This time-var 3 dng current is experimentally observa¬ 
ble and is, therefore, quite naturally taken to be a real function of time, so 
that between the Fourier transforms at frequencies w and — w the relation 

iri—jo)) == ty(iw) (183) 

is assumed to hold. Consequently, Nyquist's theorem (181) may also be 
written in either of the two forms 

^V(i<o)^J0«) = 2kTG(j(c), (184a) 

- 2kTGU<^), (1846) 

The first form is always equivalent to the form (181), but the second form 
is equivalent only if the relation (183) holds. As will presently be seen, 
the conventional formulation of Nyquist^s theorem as exemplified by the 
relations (181) and (184a) must be abandoned in what follows, in favor 
of the formulation (1846); and the conventional relation (183) must be 
abandoned in favor of a more general relation. The same kind of changes 
must be made in Eq. (176). 

It is necessary in what follows to bear in mind certain properties of the 
admittance Y(jo)) whose real part G(j(a) occurs in Eq. (181). This 

admittance is always a function of the argument and never of any other 
argument containing j or w. Consequently it always follows that 

Yi-jw) = r*0«)- (186) 

Hence, since 

= i[F0«) + K*0«)], (186) 

Eqs. (1846) can be rewritten in the form 

tr(jw)tV(-J«) = kT[Y(j«) + F(-i«)]. (187) 

By similar reasoning, Eq. (176) can be replaced by the relation 

ezij<»)ez(-jo)) = kT[Z{j<») + ^(-i«)]. (188) 

In what follows, Eqs. (187) and (188) are taken as the fundamental 
formulations of Nyquist’s theorem. Or, using the complex frequency, 

X = + j«, (189) 
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tli^se two equations can be expressed to apply to the whole X-pl’ane, thus: 


iV(X)zV(-“X) = kT[Y(\) + F(~X)] (190a) 

ez{\)ez(-\) = kT[Z{\) + Z(-X)]. (1906) 

The complete thermal-noise behavior of a given passive network in 
thermal equilibrium can be described, when its complete physical struc¬ 
ture is known, by applying Nyquist^s theorem in the form (190a), 

imn{X)w{ —X) = —kT[ymnO<) + ^mn(“-X)] (191) 

independently to each passive branch element — ymri(X). This is the 
intemodal formulation of Nj'^quist^s theorem, because it is expressed in 
terms of the intemodal currents impressed between different nodes m and 
n. These intemodal currents have the following noteworthy properties. 
First, because fmn(X) is, by definition, the current flowing from node m to 
node n, we can write 

tm«(X) = ~Um(X). (192) 

Second, because of the incoherence of the thermal agitations of any two 
distinct passive admittances, we can write 

= 0 (193) 

for any two distinct nodal pairs (m,n) and (r,s). 

On the other hand, it is equally possible to express Nyquist^s theorem 
in terms of the nodal thermal-noise currents 


t«(X) 



(m 7 ^ n), 


(194) 


each of which represents the net thermal-noise current flowing into a 
given node m. Consider the average product 


^m(X)tr( —X) ~ ^ ^ tnm(X)t.r( —X) (iti 7^ U, T 7^ s). (195) 


As a consequence of the incoherency properties (193), this average 
product reduces to either of the expressions 


im(X)fr( X) 


iwr(X)imr( X) 



(m 5 ^ r) 

(m = r ^ n), 


(196a) 

(1966) 


depending on whether the nodes m and r are different or not. Therefore, 
by using Eqs. (191), we can write 
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im(X)tr(~X) = kT[ymr(\) + 2/mr(~X)] (iTl 9^ v) 

= -ifcT’ ^ [2/mn(X) + yn*n(*-X)] (m = T 9^ u). 


But if 


2/mm(X) — 


y««(X) (m 9 ^ n) 


(197a) 

(1976) 

(198) 


is called the total admittance from node m to all other nodes, then Eq. 
(197) can be written in the single form 

= kT[y„.r{\) + 2/mr(-X)], (199) 


which is valid both when the nodes m and r are distinct and when they 
are the same. Equation (199), then, is the nodal formulation of Nyquist^s 
theorem. 

In considering the problem of representing the actual thermal-noise 
behavior in a passive ilf -terminal network the physical structure of which 
is unknown, the existence of this actual physical structure may certainly 
be assumed. It may be supposed to be represented by a network con¬ 
taining N M nodes and having nodal thermal-noise currents im(X) 
(m = 1, 2, * * • , iNT) that obey Eqs. (199). If iV* = ilf , the problem 
would not exist, because the actual physical structure of the ilf -terminal 
network would then be known. On the other hand, if > M, and if 
node N is internal to the network, then the current ijv(X) and the branch 
admittances — ymJv(X) are not usually susceptible to measurement. 

Because this is so, the current iiv(X) and the branch admittances 
~ymJv(X) may be thought of as quantities that may be varied in certain 
ways, as long as these variations do not conflict with the observable 
properties of the thermal noise in the network. Specifically, zV(X) can 
be changed to 

isM = [1 - a(X)]zV(X), (200) 


where a:(X) is any complex number if and ymnO^) are also changed as 
follows: 

i»(X,a) = t»(X) - a(X) t^(X) (201a) 

ymn(X,a) = y.„(X) - a(X) ysn(\), (2016) 


as may be seen in detail by referring to the proof of this result, published 
elsewhere.^ 

Equations (201) form a continuous group of transformations, with the 
complex parameter a, that transform the actual physical network into an 

^ E. J. Schremp, to be published. 
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mfinite variety of equivalent networks. Let us then, consider the 
expression X,a) which, for a = 0, is given by Nyquist’s 

theorem as expressed by Eqs. (199). By Eq. (201o), 

in(X,a)v(-X,a) = 4(X)tV(-X) (202) 

Therefore, by Eq. (199), this gives 

+ y„,(-X)] (203) 

- «(X) [l/^r(X) + y^.(-x)] 

- «(-x) IvM^) + yM-^)] 

+ yM\)yZl-\) 

But this can be written simply 

im(X,a)ir(“~X,CK) = kTlymr(\o[) + 2/mr( —X,a)], (204) 

because, equating the right-hand sides of Eqs. (203) and (204) and using 
Eq. (2016), we get 

= y»r(X) + ymr(-X) (205) 

- «(X) [y^r(X) + yj.r(-X)] 

— «( —X) Iy»Ar(X) + mAr(—X)] 

+ «(X)«(-X)[y«x(X)y,.(-X)] 

Or, noting that the ^’s are bilateral, 

0 - l(«(X)!,„(X) 
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Therefore, the result in Eq. (204) holds as long as a(X) obeys the con¬ 
straint 

0 - a(X)[l ~ a(-X)]/2/^^(~X) + a(-X)[l ~ a(X)]/2/^^(X). (207) 

This result is of considerable significance; for it shows that Eqs. (204) 
constitute for the representation of thermal noise an invariant expression 
that holds for any value of the continuous parameter a(X) that obeys the 
constraint in Eq. (207). Moreover, an analogous result holds with 
respect to any other internal node of the original physical network or of 
any transformed variety of this network corresponding to a certain value 
of a(X). Expression (204) is therefore an explicit method for finding all 
possible equivalent representations of the given network for which, in 

terms of the appropriate thermal-noise nodal currents t,n(X; ai, a 2 , . . . ) 

and branch admittances — ymr(X; ai, af 2 , . . . ), it is possible to express 
the complete thermal-noise behavior in the invariant form 


im(X; Qfi, ^2, * * • )^*r( —X; Ofi, a2, • • * ) = kT[ymr0<) «2, • * • ) 

+ 2/mr( —X; ai, 02, * • * )]. -(208) 


In particular, if a(X) = 1 in Eqs. (201), then it is seen that 

tiv(X,a) = 0, (209a) 

2/miv(X,a) = 0, (2096) 

or, in other words, that the node N is completely eliminated. But by 
iterating the transformation in Eqs. (201) with respect to all internal 
nodes in succession and setting 

ai(X) = a2(X) = • • • = ajv-Af(X) = 1 (210) 


one arrives at the ikf-node or external representation of the given il/-ter- 
minal network itself. For this representation Eq. (208) assumes the 
specialized form 

im(X; 1, 1, * * * )ir( X; 1, 1, • • • ) = A;r[ymr(X; 1, 1, • • • ) 

+ ymr( —X; 1, 1, • • • )]. (211) 

The content of this generalization of Nyquist's theorem is thus 
expressed, in the general case, by Eq. (208). But in addition to this 
nodal formulation of the result, it is possible also to give an intemodal 
formulation. The existence of mutually incoherent intemodal thermal- 
noise currents that, for any representation of the given network, satisfy 
relations analogous to Eqs. (192) to (196) can again be assumed. There¬ 
fore, the result in Eq. (208) can also be expressed in the intemodal form 

t»r(X; ofi, a2, • • • )w(-X; m, a2, • * • ) « -kT[ymr{\; axOf2, * • * ) 

+ ymf(-X; ai, of2, • • • )], (212) 
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or, what is the same thing, in the form 


ttl, Ot2j * ’ ’ )^'mr( ^2; * * * ) 

= -2kTgmr(\; ai, ^ 2 , * * * ), (213) 

where —gmr(\; «i, a2, * • * ) is effective branch conductance linking 
nodes m and r. 

For 

ai(X) = a2(X) = • • • = 0, (214) 

the result in Eq. (213) is identical with Nyquist^s original theorem, as it 
applies to the actual physical structure of the given network; whereas, for 
general values of q!i(X), cif 2 (X), . . . , consistent with the constraints of the 
form in Eq. (207), the result in Eq. (212) is a formal extension of Nyquist's 
theorem to any equivalent representation of the given network wherein 
the effective branch conductances —gmr(^; ai, ^ 2 , • * * ) may or may not 
be passive elements. Because, in general, —gmr(jo); ai, a 2 * • * ) is not 
necessarily positive for all real frequencies w, it follows that we cannot, in 
general, write 

w(—iw; ai, a2, * • • ) = imrU^; ai, a2, * ‘ ’ ). (215) 

However, from Eqs. (213) it can be seen that it is sufficient, instead, to 
write 

w(—Jw; ai, a2, * • * ) = ± w(ico; oii, ^2, ' * • ), (216) 

where the positive sign is taken if the conductance—^wr(iw; ai, ^ 2 , • * * ) 
is positive and the negative sign if this conductance is negative. 

The significance of this change from the conventional restriction in 
Eq. (215) to the weaker restriction in Eq. (216) is apparent from the 
Fourier integral representation 

Imr(t; ai, a2, • • • ) = ^ y w(iw; ai, a2, • • • )e'"* cUa (217) 

of the time-varying thermal-noise current impressed across the apparent 
branch admittance —ymr(jco; ai, a 2 , • • • ). This change means that, 
although the time-varying thermal-noise currents Imr{t; 0, 0, ... ) 
envisaged by Nyquist's theorem are always real functions of time, the 
corresponding currents ai, a 2 , . . • ) envisaged by the generalized 
theorem stated, are here, in general, complex functions of time. This 
result is not surprising; just as the real character of these currents in the 
conventional sense is required by the fact that they are experimentally 
observable (or at least are assumed to have a real existence), so their 
complex character in the generalized sense just described reflects the fact 
that these currents need not be experimentally observable (and indeed 
need not have any real existence). 
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On the other hand, the nodal thermal-noise currents 

Ot\y Ol2y • • * ) “ CL\^ Qf2> * * * ) 5^ (^1^) 

are always real, although they are observable only if they refer to nodes 
that are also terminals of the given network. To show that this is so, 
consider Eqs. (208) for m = r: 

Qfi, a2, • ‘ • )itnC^j<a] aiy 052, • * * ) 

= 2kTg„,„,(jc^; ai, a2, * * • ). (219) 

By definition [see Eq. (198)], gmmijo); ai, 0 : 2 , . . . ) is precisely that 
conductance between the node m and all other nodes short-circuited 
together. This conductance is always positive for a passive network. 
It follows, therefore, that 

tm(-”iw; CClj a2, • * • ) = itnijco; «!, 0^2, * ‘ * ) (220) 

and that Im(t; ai, a 2 , . . . ) is invariably a real function of time. This 
real character of the nodal currents/m(^; ai, ^ 2 , . . . ) is not incompatible 
with either the sometimes complex character of the internodal currents 
I mi (t; ai, a 2 , . . • ) or the sometimes nonpassive character of the apparent 
branch admittances ai, ^ 2 , . . . )> because no inconsistency 

arises in either Eqs. (218) or (198) under these circumstances. 

The Quasi-thermal Noise in Passive Networks That Are Not in Thermal 
Equilibrium, —Under certain circumstances the theory of thermal noise 
can be applied to situations in which true thermal equilibrium does not 
hold. For example, a passive circuit in which the different resistive 
elements are at different temperatures is not, strictly speaking, in true 
thermal equilibrium even if the different resistive elements are maintained 
at their respective temperatures by some artificial means. But if they 
are so maintained, the noise power that each individual resistance emits 
may be taken equal to that which would occur in the case of equilibrium 
at its particular temperature, although the noise power absorbed by the 
same resistance will not be equal to that emitted, as in true thermal 
equilibrium. 

Thus, if a linear passive network is considered to have a nonuniform 
temperature distribution of such a character that each of its resistance 
elements Bn (n = 1, 2, . . . , iV) is maintained at a constant absolute 
temperature Tn, then NyquisUs theorem can be applied to each resistance 
fin at its appropriate temperature Tn- In other words, a series thermal- 
noise emf with a mean square per unit-frequency interval equal to 

1 ^;:^* = 2kTJtn ( 22 ;) 

may be associated with each such resistance. 
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On this premise, it is then possible, as was first shown by Williams,^ 
to find an analytical expression for the mean square value of the open- 
circuit thermal^^ noise voltage appearing across any two points of the 
given network. To find this expression, let the given network be 
represented as shown in Fig. 12*7, where we consider two terminal pairs 
(n,n). Let the terminal pair (m,m) represent any two points 

of the network across which it is 
desired to evaluate the open-cir¬ 
cuit thermal-noise voltage, and let 
the terminal pair (n,n) represent 
the terminals of any one compo¬ 
nent resistance Rn- Now let 
Ynm(jo)) be the transfer admit¬ 
tance between the generator enijca) 
and the output terminals’ (m,m), 
short-circuited by the switch S. 
The mean square value per unit- 
frequency interval of the short-circuit thermal-noise current tn(jco) 
which will flow through the switch Sy because of the generator CnOw), can 
be expressed in terms of this transfer admittance. The result, from 
Eq. (221), is 

= 2kT„R„\YUj^)\^ (222) 

Since a similar result holds for each resistance R^y the net short-circuit 
thermal-noise current 

~ ^ (223) 

n 

has a mean square per unit-frequency interval equal to 

y nm(i«) Ykmi — jto)e»( jiw)e*( —jo>) 

But since, for different resistances Rn and Rk, the thermal-noise voltages 
e»(j«) and are imcorrelated, i.e., 

j«) =0 {n 9 ^ k), (225) 

Eq. (2246) reduces to 

!t(j«)|* * ^ lF««,(jw)I*|e,(j<i>)l* 

n 

^ i F. C. Williams, Jour. Inti. Elec. Eng., 81, 751 (1937). 



(224o) 

(2246) 



Fia. 12*7.—Arbitrary linear passive net¬ 
work showing one component resistance Rn 
at temperature T^ regarded as input with 
terminals (n,n); and any two points of the 
network (m,m) regarded as output terminals. 
5 is a short-circuiting switch. 


(226a) 
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= ^2fcr„ie„irn„(i«)|>. (2266) 

n 

Knowing now the short-circuit current the mean square thermal- 

noise voltage appearing across the open-circuited terminal pair (m,m) 
can be evaluated by an application of Thevenin’s theorem. According 
to this theorem, this open-circuit voltage e{j(a) is related to the short- 
circuit current by the equation 

eO’w) = Z(jo))i(jo)), (227) 

where Z{jo)) is the driving-point impedance at the terminal pair (inyin). 
Thus, by Eqs. (2266) and (227), it is found that 

RM"* = ^ 2fcr„/2„|F„„(ico)|*|Z(i«)|», (228) 

n 

which is the desired result. 

In the special case of true thermal equilibrium, when all the resist¬ 
ances Rn are at a common temperature Tj Eq. (228) reduces to 

= 2kT ^ R„\ r„„(ia.)p|2(iu,)p. (229) 

n 

But by Nyquist^s theorem, it should be possible to write this 

RjRp = 2kTRiju), (230) 

where RU<») is the real part of Z(jw). This equivalence will hold if 

Rijw) = ^ii:„|r„4i«)PI2(j«)p. (231) 

n 

It is shown below that Eq. (231) is identically true, following a proof 
given by WiUiams. 

Referring again to the network of Fig. 12-7, let F««(jw) be the transfer 
admittance from the terminals (tn,m) to the terminals of the generator 
e„(^«). Now, since the given network is composed entirely of bilateral 
elements, 

Yn^(J>») “ Y^{ju>). (232) 

Therefore, if a voltage 

e — E an at (233) 

is impressed across the terminals (m,m), the power dissipated in the 
resistance is, on the average, 
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JTn- 2 

_ RnE^\Y„M\^ 

2 

and the total power dissipated in the network will be 

P = 2 P« = ^ 2 

n n 

But if Z(Ju) is written 

Z(j<») = R(j<^) 4 - jX(ju), 

the same total power can be written also 

Therefore, if expressions in Eqs. (235) and (237) are equated, it is found 
that 

RUa>) = ^ R4YnM\W<^)\^ (238) 

n 

which is the same result as Eq. (231). 

This result, in combination with the result in Eq. (229), provides, in 
effect, an independent proof of Nyquist^s theorem. 

12*3, Shot Noise. Definition, —In the general definition of noise in 
Sec. 12*1 it was stated that the essential characteristic of any source of 
noise is that it involves large aggregations of small charged particles 
moving under the influence of their own mutual forces or of other forces of 
comparable complexity or randomness. Rather general equilibrium con¬ 
ditions can be used to evaluate the special case of thermal noise just 
treated, without considering in detail the behavior of the individual 
charged particles. Another fundamental type of noise, which, in con¬ 
trast to thermal noise, emphasizes much more than individual behavior 
of each discrete charged particle, is considered here. This type of noise, 
called ^^shot noise,is of prime importance not only because of ^ts fre¬ 
quent occurrence in practice but also because the study of it opens up an 
important body of theory, complementary to the theory of thermal noise. 

The simplest example of shot noise, which has been called ‘'pure shot 
noise,'' is found in a temperature-limited diode, in which electrons are 
emitted from a hot cathode and collected at an anode in a completely 
unilateral flow. The flow may be one in which the electron trajectories 
are parallel, as in a planar diode, or it may have various other geometries. 


(234a) 

(2346) 

(235) 

(236) 

(237) 
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such as that in which the trajectories are radial, as in a concentric- 
cylinder diode. In any case, the essential feature is that the flow of 
electrons is unilateral, starting at one surface and ending at another. 
The result of requiring that the diode be temperature-limited is, in the 
first place, that every electron emitted by the cathode goes to the anode. 
Secondly, each electron moves at so great a velocity v that for any finite 
current density, 

j = pv, (239) 

the associated charge density p will be negligibly small. As a result, the 
potential distribution V between the two electrodes, detennined by 
Poisson^s equation 

V2F = -4irp, (240) 

will be a solution of Laplace^s equation 


V2F = 0 


(241) 


depending only on the diode geometry and the potential difference and 
not upon the electrons themselves. 

Actually, the situation may not be so simple because, even if the 
charge density p is negligible, the time variation of the potential V may 
not be negligible. It might, therefore, be better to write instead of 
Eq. (241) the wave equation 


V27 — i =- 0- 
dt^ ^ 


(242) 


More than this, the vector potential A, which may also act upon the 
electrons and obeys the D'Alembert equation 


V2A 


IB^A 


4wj 
c ^ 


(243) 


must be considered. 

These more exact considerations may be neglected, at least except at 
very high frequencies, however, because in the Lorentz equation for the 
force F acting on each electron, i.e.. 



(244) 

the electric field 



(246) 

is to a good approximation given by 


E = -VF, 

(246) 


where V is the static potential distribution given by Eq. (241), and the 
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magnetic field 

H --VX A (247) 

is so small in comparison to E that it may be neglected in Eq. (244). 

That is to say, then, that as far as their low-frequency components are 
concerned, the electron trajectories in a temperature-limited diode are 
determined solely by the static scalar potential distribution V and not 
by the electrons themselves. The flight of each electron from cathode 
to anode, therefore, may be regarded as an independent event. More 
than this, it is usually permissible to assume that the different electrons 
exhibit, in their flight, no difference in behavior or in their effect upon the 
circuit. 

Hence, it becomes possible to analyze the shot noise in the tempera¬ 
ture-limited diode by considering a single typical electron k, emitted 
at the cathode at a time 4, pursuing a typical trajectory and giving rise 
to a typical response in the diode circuit. The extension of the analysis 
to all emitted electrons is then a matter of summing all these similar 
responses, which differ only in respect to the emission time 4. Since 
these emission times 4 have a Poisson probability distribution, a statis¬ 
tical treatment of them is capable of yielding average values of the 
resulting shot-noise effects. 

From this simple example of shot noise, it can be seen that the typical 
characteristic of shot-noise phenomena in general is one that emphasizes 
the electrodynamic properties of the individual electrons (or, in some 
cases, other charged particles) and that the typical methods of treatment 
of shot noise should commence, whenever possible, with the selection of 
groups of similar, independent electrons. 

Observation of Shot Noise in Diodes, —This form of noise, like thermal 
noise, is readily observed with the aid of a high-gain radio receiver. If a 
temperature-limited diode is placed across the input terminals of the 
receiver, the intensity of the audible noise in the loud-speaker will 
increase as the direct current in the diode is increased, being a minimum 
when no diode current flows at all. The increase in audible noise with 
increasing diode current is thus an indication of the shot noise contributed 
separately by the diode. 

Shot Noise in a Parallel Resonant Circuit, Measurement of Open- 
circuit Shot-noise Voltage, —A parallel resonant circuit, with which a 
temperature-limited diode is in parallel, can be used to measure open- 
circuit shot-noise voltage. Such a diode contains an inherent capaci¬ 
tance, which can be included as part of the total capacitance C of the 
parallel resonant circuit. Under temperature-limited conditions, the 
plate resistance of the diode will be so high that it may be neglected. 
Therefore the total shunt resistance R of the parallel resonant circuit may 
be regarded as containing no contribution from the diode, except possibly 



SBC. 12-3] 


SHOT NOISE 


647 


due to small ohmic losses, in which case all of the resistance is represent¬ 
able as a single shunt resistance R, passive and frequency-independent 
and in thermal equilibrium at a temperature T. 

Following further the procedure of measurement used earlier in 
conjunction with thermal noise, let the above parallel resonant circuit 
containing the diode be attached to the input terminals of a high-gain r-f 
amplifier. As before, let the output indicating device be a thermo¬ 
couple meter ilf, calibrated to read the mean square output voltage of 
the amplifier. The experimental arrangement is then as shown in Fig. 
12*8, where R is the net parallel resistance of the parallel resonant input 
circuit, L is an essentially loss-free coil, and C is the net parallel capaci¬ 
tance of the input circuit (inclusive of the diode capacitance and the 
input capacitance of the first amplifier tube) and where the whole input 
circuit (excluding the diode and the input amplifier tube) is in thermal 
equilibrium at an absolute temperature T. 

Under these conditions the open-circuit noise voltage will be a function 
of time F(/), which contains two uncorrelated parts, Vi{t) and F2(0* 

F(0 = Fi(0 + F2(0, (248) 

where Vi{t) is the open-circuit thermal-noise voltage, which was pre¬ 
viously analyzed in detail, and where Vi{t) is the open-circuit shot-noise 
voltage, which is examined below. 

If now, pursuing the same method of measurement employed above in 
connection with thermal noise, the statistical spectrum S(co) of the open- 
circuit noise voltage F(0 is measured as a function of the parameters JB, 
L, and C of the resonant circuit and as a function of the temperature T 
and the diode direct current /, it is found that 




2kTR + elR^ 


(249) 


where k is Boltzmann^s constant and e is the electronic charge. 

Because the noise voltages Fi(<) and F2(0 are statistically inde¬ 
pendent, it follows that their statistical spectra )Si(a>) and S 2 (w) add 
linearly, according to the relation 

5(«) = 5i(w) + -§,(«). (250) 


When Eqs. (249) and (250) are compared, and it is remembered that 

-§i(«)- 7— , >.» > (281) 

1 +«■(“«- 3 ) 



548 

then 


AMPLIFIER SENSITIVITY 


ISnc. 12’S 




elR^ 


(262) 


is found as the experimental result for the statistical spectrum of the open- 
circuit shot-nmse voltage in Fig. 12 8. 

The open-circuit shot-noise voltage F 2 (<), then, possesses a statistical 
spectrum equal to 


dVl 

df 


elR^ 


I -f R* 


- 


and a total mean square equal to 



(263) 


n 



eJR 

2C' 


elR^ /_V df 


1 + R^ 


(-i)' 


(254) 


Localization of the Shot-noise Constant-current Generator, —If, as in the 
analysis of thermal noise, the respective limiting cases of Eq (253) for an 
isolated resistance R and an isolated LC-circuit are considered here, it is 
found that in the first case (L = «>, C = 0) 


dFl 

df 

and in the second case (R = «>) 


elR^ 


d7l 

df 



(255) 


(266) 


In neither of these limiting cases is there any evidence of a source of 

noise intrinsic to the elements in¬ 
volved (R in the first case or L and 
C in the second) as wap found 
in the case of thermal noise. 
Rather, there is evidence of an 
external source of noise, depend¬ 
ing on the diode current I, The 
appropriate representation of this 
source, as seen from either the 
limiting £qs. (255) and (256) or the g^eral Eq. (253), is in the form of a 



Fig. 12*8. —Temperature-limited shot 
noise in a parallel resonant drcuit aa meas¬ 
ured with an r-f amplifier. 
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shunt constant-current generator I{t) with a mean square per unit- 
frequency interval equal to 



(267) 


Such a current generator, impressed across the jRLC-circuit, does, in fact, 
lead to the result of Eq. (253). Similarly, if it is impressed across the 
isolated resistance R or the isolated LC-circuit, it leads to the result of 
Eq. (255) or (256), respectively. 

Hence Eq. (257) gives the experimental determination of the source of 
shot noise in a temperature-limited diode. This result agrees with that 
which was first deduced theoretically by Schottky^ in 1918. 

Theory of Temperature-limited Shot Noise .—A theoretical proof of the 
result Eq. (257) is given here. To do this, the individual electrons 
emitted by the cathode and the effect of the passage of these electrons 
upon the diode circuit will be examined. The effect of the passage of any 
one electron k upon the diode circuit may be expressed in terms of the 
total current hit) which flows through a short-circuiting external path 
between anode and cathode as a result of this passage. From the 
Maxwell equation 


V X H 


+ 


dt 


c 


(258) 


where H is magnetic-field strength, j is current density, and E is electric- 
field strength, it follows that 

If Eq. (259) is integrated across the area A normal to the lines of flow 
of the total current density, j -H (l/4Lir)dE/dty it is found that the inte¬ 
grated total current 

hit) = j j.dA+^l (260) 

is the same at all cross sections of the current flow at the same instant t. 
That is, hit) is divergenceless, which means that the passage of the 
electron k sets up a circulatory current, flowing from anode to cathode 
within the diode and returning from cathode to anode through the 
external short-circuiting path. Moreover, this current Ikit) is the same at 
every point of this circulatory path at any instant U The part of the 
path within the diode corresponds to the constant-current generator of 
Eq. (257) as long as the potential difference induced between the elec- 
> W. Scbottky, Am 87, 641 (1918); «8,167 (1922). 
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trodes does not react on the electron in its flight. It is justifiable to 
assume this condition, at least at low frequencies. 

If Eq. ( 269 ) is integrated with respect to the time t, an expression 
having the form of a charge results: 

0 *(<) = f hit) dt = j J j-dAdt + ;^ J E-dA. ( 261 ) 

Here the first term refers to the fraction of the electrons^s own charge —'C 
which is deposited on the anode at any time t. This fraction, of course, is 
either zero or one, according to whether the electron has reached the 
anode or not. If the first term is called Qhit), then Qk(t) is a function of 



Fig. 12-9.—Convection charge due to Fio. 12*10. - Induced charge due to the 

the passage of single electron k from passage of a single electron k from cathode 
cathode to anode. to anode. 


time having the form shown in Fig. 12-9 in which, for convenience, 
the emission time 4* has been set equal to zero. 

The second term in Eq. (261) can be written 

Qkit) E-dA. (262) 

It is l/4ir times the total electric flux incident on the anode at the time t, 
and hence it is the net charge induced on the anode by the electron. A 
qualitative picture of what this induced charge is at any time t, corre¬ 
sponding to the various successive positions of the electron in the cathode- 
anode space, can be obtained. If, as assumed above, the electron 
departs from the cathode at the time ^==4 = 0, then at that time and 
at all previous times the charge Quit) induced on the anode is zero, as 
indicated in Pig. 12*10, As t increases beyond ^ ~ 0, however, an 
increasing fraction of the opposite charge +e will be induced 'on the 
anode. This fraction will increase monotonically until, at the transit 
time r, the whole charge +e is induced. But precisely at the time r and 
for all times thereafter, the electron comes to rest in front of and infinitely 
close to the anode. Accordingly, for t ^ r, the induced charge remaixis 
equid to +c, as shown in Fig. 12*10. 

The charge as repr<$sented in Fig. 12*9, applies strictly to a 
plane in front of and infinitely close to the anode but not to the anode 
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itself, whereas the charge Qkit)^ as represented in Fig. 12*10, applies to 
the anode itself. As far as the anode itself is concerned, the charge 
Qkif) should be represented as always zero, because for the purpose of 
establishing it has been assumed that the electron stops just before 
reaching the anode. Accordingly, the total charge Qk{t) is equal to 
Q* (0 when computed at the anode. This would not be the case, how¬ 
ever, were the total charge Qk{t) to be computed at some other plane 
within the cathode-anode space. 

There has been much confusion as to the interpretation of the charge 
Qk(t) reisulting from the passage of a single electron fc. It has been 
interpreted by some writers as just the induced charge Qkif), correspond¬ 
ing to the displacement current, and by others (particularly in the low- 
frequency limiting case) as just the charge corresponding to the 

convection current. But it was shown above that it is actually the total 
charge Qk(i) = QUO + Qi'iO, corresponding to the total current lUO 
given by Eq. (260). In the present case, QUO = 0 and QUO = Qk (Of 
but this is merely an accidental result of the particular choice of plane 
for the evaluation of the total charge QUO- 

The confusion occurring here disappears as soon as the exact nature 
of the electron’s trajectory is recognized. This trajectory, in the present 
case, is specified by saying that for ^ ^ 0 the electron is at rest in front of 
and infinitely close to the cathode, for 0 ^ ^ ^ r the electron is in motion 
from cathode to anode, and for i ^ r the electron is at rest in front of and 
infinitely close to the anode. The electron trajectory, described as a 
function xUOf is therefore broken in character at ^ = 0 and t = r, as is 
shown qualitatively in Fig. 12*10, and this broken character is the point 
that resolves the confusion. 

The analytic expression for Qh(0 in the interval 0 < ^ < r is ascer¬ 
tained next. At this time, as at all other times f, QUO = QlUOf the 
induced charge on the anode. This induced charge is easily calculated 
when the electron is permanently at rest at a point x somewhere between 
the cathode and anode. Actually, however, the electron, when at this 
point Xf is not at rest. It is necessary, then, to ask what effect, if any, 
results from its motion. From the viewpoint of special relativity theory, 
the electron’s charge — 6 is invariant under a Lorentz transformation, and 
so also is the net induced charge on the anode and cathode. But 
what can be said about that part of the induced charge which is on the 
anode alone? The answer can be found from Expression (268). For 
not only is the integral (262) an invariant when taken over both anode 
and cathode, but its integrand itself is invariant. This integrand can be 
written 


dQi'it) •‘^Esdy dz. 


( 263 ) 
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But m this expression dy, and dz are all unaffected by a Lorenta 
transformation in the :r-direction. Therefore, dQi\t) is Lorentz-invar- 
iant, as is its integral also, when taken over the anode alone. This 
result means that (t) may be computed from the point of view that the 



Fia. 12-11.— Potential distribution in a 
plane parallel diode under space charge 
conditions. 


electron is at rest at a point x and 
hence may be computed as a func¬ 
tion 

Qk(t) = fix) (264) 

and then, using the actual depend¬ 
ence of X on ty written as a’function 
of t. 

Now from electrostatics it is 
known that 


/(X) = . J 


(265) 


where d is the cathode-anode spacing (see Fig. 12*11). On the other 
hand, x varies with time in a way approximately prescribed by the equa¬ 
tion of motion 

^ = -eE, (266) 

where m is the electronic mass and E = const, is the electrostatic field 
in the diode space, due to the fixed potential difference V = Ed. There¬ 
fore the electron, starting at rest, has a trajectory given by 


X = 


—eJ? 
m 2 




(267) 


where JC is a positive constant (since E is intrinsically negative). Accord¬ 
ingly! from Eqs. (264), (265), and (267), 


(0<<<r) 

(268) 

From Eq. (267), 


d = Xt*, 

(269) 

go Eq. (268) may be written as 

/ \ 2 


TO 

(270) 


which gives Q* = e when i « r, as it should. 

Thus, by differentiating Eq. (270) with respect to t, it is found that 


TO -2^1 (0<<<r) 

T T 


( 271 ) 



8bc. 12-3] 


SHOT NOISE 


553 


is the displacement current flowing into the anode. For ^ < 0 and for ^ > r, 
the displacement current 7Jf (t) vanishes (see Fig. 12*10). This is also the 
total current Tk(t) that would be detected in a short-circuiting ammeter 
placed between anode and cathode, and this current, therefore, is to be 
identified as the contribution to Eq. (257), due to a single electron. 

The behavior of the Fourier transform of Ik(t) is examined next. 


This is 

Hij<>>) = Ikit)e->'‘*dt, 

(272) 

or, from Eq. (271), 



.... 2e 

Ikiju) = ^ 

re 

1 du 

Jo 


— 26 

[(cos ^ — 1 + ^ sin 0) — i(sin 6 — 6 cos ^)], 

(273) 


where ^ = wr is the transit angle. As 6^ 0, this tends to 

4(ico) = e. (274) 

Hence, for infinitely small transit time r, 7^(0 can be written 

hit) = ^ du,, (275) 

and this is e times a delta-function of time, zero everywhere except at the 
emission time t = 0, but with a time integral equal to e. 

The spectrum of the current pulse hit) is given, in general, by 

|4(iw)|* = [(cos e - 1 + e sin fl)* + (sin 0 - 8 cos «)*] 

= [e^ + 2(1 - cose - 8 sin (9)]. (276) 

As 9 0, this tends to 

lt*(i«)|* = c*, (277) 

a result in agreement with Eq. (274). Hence, for infinitely small transit 
time r, I kit) has a constant spectrum equal to e*. 

Hitherto the time t = 0 has been taken as the time of emission of a 
single electron from the cathode. The case in which electrons are 
emitted at random times tk is now considered. Then the total current 
hit) due to the kth electron, emitted at time <*, has to be written 

J»«) -2^?^ 


(f* < < < + t). 


(278) 



664 AMPLIFIER SENSITIVITY 

The Fourier transform is now 


[Sbc. 12-3 





Ik(t)er^‘ dt 


& /■“*+* 
9* Juk 


(u — Uk)e~^ du 


(279a) 

(2796) 


where 3 = tor, « = «<, w* = oitk. But if t) == u — m*, Eq. (2796) becomes 


2e 

ik(jo3) = ^ dv. 

That is, it is possible to write 

(280) 

40‘w) = 

(281) 

where {(Jo)) is given by Eqs. (271) to (273). 

Hence for the total current due to all electrons, 


/«) = ^ hit) 

(282a) 

“ i ^ X 

(2826) 

1 /■+” 

“ ^ dwS((o), 

(282c) 

where S(«) is the random function 


/S(«) = ^ e-'"*. 

(283) 

To find average values, either time averages of I(t) or ensemble averages 
of S(a)) may be taken, since these two kinds of average are here equivalent. 
Thus, for the time average of I(t) it is possible to write 

1 /•+- _ 

/(<) ~ ^ ^ J iijot)e^"* db>S(u), 

(284) 

where iS(a>) is the ensemble average of S(o)), Now when w 0, 5(aj) * 0, 
but the integral of 8(u)) is finite, like that of a delta-function. Hence, 
taking the value of the integrand of Eq. (284) for w = 0, 


(286) 


where I is the average or direct current flowing in the diode. 

Now conrido* the expression ior the square of the instantaneous total 
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current. From Eq. (282c) this will be of the form 

"" (^) du, dw'-S(a.)S(«0. (286) 

Thus, for the time average of /*(<), it is possible to write 


^ " (i) f- t‘(i«)f(i«')e"“+“'>' dw d«'; 


where 5(td)<S(w') is the ensemble average of S{u)S(oi') for any values of 
(0 and w'. In general, for independently selected values of w and w'. 


(to)5(<o') = S{u) S(u') = 0 


as long as neither u nor oi' vanishes and also provided (to 4- to') does not 
vanish. This means that the double integral of Eq. (287) contributes 
nothing except along the three loci 


to = 0, (289o) 

to' = 0, (2896) 

to + to' = 0. (289c) 


Taking the first locus, Eq. (289a), and using the result, Eq. (285), 

^ tXito')e»“'' (290) 

is found for the contribution along this locus. But the integrand of this 
result vanishes unless w' = 0, so that the two loci, Eqs. (289a) and 
(2896), likewise contribute nothing except at their common point of 
intersection, w = «' = 0. At this common point of intersection, Eq. 

(290) becomes _ 

/2(0w-o = p. (291) 

That is to say, the contribution to Eq. (287) at the origin « = 0 is 

just the square of the average or direct current. 

The only remaining contribution is along the locus of Eq. (289c), now 
excluding the origin, •ut along this locus, w' = —co, S(w)S(o)') becomes, 
according to Eq. (283), 

S{w)Siw') - XD (292) 

m n 

The ensemble average of this may be readily shown to be identical with 
8(6), which behaves like the improper part of the delta-function. Hence 
the contribution to Eq. (287) along the locus Eq. (289c) can be written 

/:: ^ ^ J (293) 
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where the second integral, evaluated at the point — w, gives the 
result 

1 j S(0) do,' = (294) 

Hence we have, for the a-c fluctuations in the diode current, a mean 
square given by (dropping the subscript ci> + w' = 0) 

7^ = ^ |«(iw)|2 dw, (295) 

or, for the mean square fluctuation per unit-frequency interval, 

(296) 

But from Eq. (276), this becomes 

= el ± [e^ + 2(1 - cose - e sin $)]. (297) 

Expression (297) is the desired result. It gives the statistical spectrum 
of temperature-limited shot noise, or so-called ^‘pure shot noise, for any 
value of the transit angle S. At low frequencies, when $ is negligible, the 
result (297) reduces to 

dP 

= el, (298) 

which agrees with the experimental result (257) for the low-frequency 
case. 

Spacer-charge Reduction of Shot Noise .^—In the case of the tempera¬ 
ture-limited diode just treated, the conditions were of the greatest pos¬ 
sible simplicity: (1) Space charge was completely negligible so that 
there was no interaction among the electrons. (2) All electrons had 
essentially the same trajectory, ending at the anode. • (3) The effects of 
different electrons were additive after the fashion of mutually inde¬ 
pendent random events. 

The question of what happens at low freql^ncies when the diode 
potential difference is not sufficiently great to eliminate space charge is 
considered next. In this case, each electron moves in an electrostatic 
field that is due in part to the diode potential difference and also in part 
to other emitted electrons. The potential distribution between cathode 
and anode is now established from Poisson^s equation 

« ~4irp, (299) 

^ D. O. North, RCA Rev.^ 4 , 4, April 1940; 5,1, July 1940; also W. Schottky, Wisa. 
Vereff. Siemena-Werke^ 16(2), 1 (1987); F. Spenke, Wiaa. Verdff. Siemens-Werkey 16(2), 
19 (1937). 
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where p is the electronic space-charge density, a function of position in the 
interelectrode space. Moreover, in contrast to the temperature-limited 
case, the spread in emission velocities of the different electrons must also 
be taken into account. In the temperature-limited case, the potential 
difference was so great that this velocity spread was of negligibly small 
importance. 

In a parallel plane diode, the potential distribution, that is, the solu¬ 
tion V of Poisson’s equation (299), is in general a function of the distance 
X between cathode and anode, of the form shown in Fig. 12*11. There is 
usually a potential minimum, at a distance from the cathode (d is the 
anode-cathode distance) and with a negative value Vm with respect to 
the cathode (Va is the anode-cathode potential difference). 

Unless an emitted electron has an initial kinetic energy in excess of 
—eFm, it will not go to the anode but will return to the cathode. Hence, 
in general, there are two groups of emitted electrons: (1) those of lower 
energy than —eVm which return to the cathode (a-electrons) and (2) 
those of higher energy than —eVr- which are collected at the anode 
(/8-electrons). 

The distribution in kinetic energy of the emitted electrons is given 


by the Maxwell-Boltzmann law, which, in this case, 

can be written 

" = J.e- 
dE ’ 

(300) 

where 

^ ~ kt 

(301a) 

dE = ^dV, 

(3016) 


and where eV i& the initial kinetic energy of the emitted electrons, k is 
Boltzmann’s constant, T is the absolute cathode temperature, and dl 
is the emission current corresponding to the range of initial kinetic ener¬ 
gies edV, The meaning of /, is found by integrating Eq. (300) over 
all emission energies from zero to infinity; it is simply the total emission 
current. 

According to Fig. 12*11, the current collected at the anode is just 

/ = I.e-’dE = (302) 

where 

^ (303) 

is the lower integration limit for the /3-electrons. 

It might be supposed that the effect of the space charge and in par- 
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ticular of the potential minimum is to separate the electrons into a- and 
/5-groups in a fixed way and that the problem of ascertaining the resulting 
noise could be handled by treating the a- and jS-groups of electrons as 
independent sources of noise, more or less along the lines employed above 
for the temperature-limited case. But this would be to overlook the fact 
that each individual electron alters momentarily the potential minimum Vm 
by its entry into tKe space-charge region. This fact is, at bottom, the sole 
cau^e of the space-charge reduction in the diode shot noise. 

For suppose that a i5-electron of (normalized) kinetic energy 


is allowed to traverse the potential minimum. When it does so, it alters 
momentarily the space-charge density p and therefore also the potential 
distribution V{x) everywhere in the diode space, according to Poisson’s 
equation (299). Along with this change, there is of course a change in 
the potential minimum Vm- Hence, by Eq. (302) there will be a depar¬ 
ture from the equilibrium current / collected at the anode. This effect 
may be expressed in the following way. 

If there were no such effect on the potential minimum, the line of 
thought of the preceding paragraph could be followed. Then it could be 
said that the effect of the given /5-electron would be to set up in the 
external anode-cathode short-circuit path a total current pulse /J(0 with 
a Fourier transform which, at low frequencies and disregarding its time 
phase, can be written 

(304) 

Now, however, a correlated correction term must be included with 
i^ijio) due to the departure from the equilibrium value of the direct diode 
current /, caused by tp(jco). This departure from equilibrium is propor¬ 
tional to ip(i«), with a proportionality factor that can be written —5/9, 
signifying by the subscript /5 that it refers to a /5-electron (of a given 
energy) and signifying by the minus sign that the correction term is 
usually of a compensatory nature. Therefore the net current developed 
in the external short-circuiting path by the passage of the given /5-electron 
must be assigned a (low-frequency) Fourier transform equal tg 

hW - iS0«)(l ~ h) - e(l - 5^). (305) 

Similarly, if an a-electron of (normalized) kinetic energy E * eV/kT 
is emitted into the space-charge region, it will also cause a departure 
from the equilibrium current I to the anode, even though it does not 
traverse the potential minimum. If there were no such effect on the 
equilibrium current /, the line of thought of the preceding two paragraphs 
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could again be followed. The effect of the given a-electron could be said 
to induce in the anode a displacement current I^{t) with a Fourier trans¬ 
form which, at low frequencies and disregarding its time phase, can be 
written 

= ef(jw), (306) 

where /(jw) expresses the actual frequency dependence of the resulting 
displacement current, which must tend to zero with the frequency. 
Here again, however, a correlated correction term must be included with 
iS(jw) due to the departure from the equilibrium value of the direct diode 
current /, caused by ?i(ico). This departure from equilibrium leads, in 
analogy with Eq. (305), to a net current developed in the external short- 
circuiting path by the passage of the given a-electron, whose (low- 
frequency) Fourier transform can be written 

iaijoj) = e[f(jw) - (307) 

But since the low-frequency approximation for/(ja>) is zero, this becomes 

iaU<^) = (308) 

Now Equations (305) and (308) refer to a single electron, of given 
initial energy and of the a- or /3-type, respectively. Actually, within any 
velocity class, even though considered infinitesimal, there will be a large 
number of emitted electrons. These may be treated in the same manner 
as the temperature-limited case. Following that treatment for the 
jS-electrons of energy J?, the corresponding mean square current fluctua¬ 
tion per unit-frequency interval is, in analogy with Eq. (296), 

dl^ = = edI(E){l - (309) 

If 

7/J = 1 - (310) 

and if Eq. (309) is integrated over all jS-electron emission energies, the 
total mean squared current fluctuation per unit frequency interval due to 
all iS-electrons is found to be 

^ = el^, (311) 

where 

1 /■- 

^ - 7 / ym^) “ ^ - (312) 

^ / C-* dE 

is the average value of yl over all /3-electroQ energies. 
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Similarly, for the a-eleetrons of energy E, the mean squared current 
fluctuation per unit-frequency interval is 


Letting 


dWE] _ dI{E) 
df e 


|f,0-a,)l* = edI(E)Sl 


"Ya 


(313) 

(314) 


and integrating Eq. (313) over all a-electron emission energies, the total 
mean squared current fluctuation per unit-frequency interval due to all 
a-electrons is the expression 


where 


dTl 

df 


= el^, 




yldl(E) = 



A -> 


/: 


ylr* dE 


(315) 


(316) 


is (/«// — 1) times the average value of over all a-electron energies. 

Finally, adding the mutually independent results (311) and (315), the 
total mean squared anode current fluctuations per unit-frequency 
interval, due to both a- and /3-electrons, is the expression 


^ (317) 

whCTe 

r* = ^ -b ^ ( 318 ) 

is the so-called “space-charge reduction factor.” 

It was intended here only to indicate the logical processes leading up 
to the result (317) and to give a qualitative description of the way in 
which the space-charge reduction factor should be evaluated. For the 
actual evaluation of F* the reader is referred to other sources. 

Shot Noise in Negative-grid Triodes. —Qualitatively, a negative-grid 
triode resembles closely the diode with space charge in so far as the low- 
frequency analysis of its shot noise is concerned. The spa,pe-charge 
reduction factor F^ is, in principle, arrived at in exactly the same manner 
as has just been indicated for the diode. The exact calculation of F* 
has been carried out by North and others for normal triode operation, for 
tubes with a fairly high amplification factor /». An approximate expres- 
8i<m for r* thus obtained is 


0 2kTg„ 
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where T is the cathode absolute temperature, is the mutual con¬ 
ductance, Jp is the direct current to the plate, ir is a geometrical factor 
usually ranging from i to 1, and d is a space-charge factor for which a 
good approximation is given by the formula 


e = 3 



(320) 


Accordingly, from Eqs. (317) and (319), the statistical spectrum of 
the plate shot-noise current is given by 

^ = (^) 2kTgn.. (321) 

This shot-noise current, with a Fourier transform ip(jo)), is to be regarded 
as a nodal current, flowing out of the plate under the condition that all 
three nodes (cathode c, grid g, plate p) are mutually short-circuited. If 
ig(jo3)y and tpijoi) are written for the nodal shot-noise currents 
flowing out of the cathode, grid, and plate, respectively, then in general 

icijo)) + = 0. (322) 

At low frequencies the statistical spectrum of ip(joi) is given by Eq. (321). 
Furthermore, at low frequencies, 

igih) = 0, (323) 

since the grid, being negative, collects no electrons and therefore receives 
only an induced current that has no low-frequency components. Conse¬ 
quently, Eq. (322) becomes at low frequencies 

^*c(ia)j + fp(jw) = 0, (324) 

whence it is seen that the cathode nodal shot-noise current has the same 
statistical spectrum as the plate nodal shot-noise current, namely, 



Instead of dealing with nodal shot-noise currents, which are in general 
mutually correlated, it is preferable to find an equivalent set of internodal 
shot-noise currents, so chosen as to be statistically independent. The 
procedure for doing this has already been described in the section on the 
generalization of Nyquist’s thermal-noise theorem. For there it was 
^own that if im(i«) (m 1, 2, • • • , iV^) are the nodal noise currents in a 
given network, then an equivalent set of statistically independent inter- 
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nodal noise currents may be set up through the defining relations 

hmn(jw)|® = (m ^ U) (326) 

provided the quantities on the right-hand side of Eq. (326) are positive 
and real. 

Consequently,.applying this procedure to the three nodal shot-noise 
currents Zc(iaj), 4(iw), and ^p(jcl)) for the negative-grid triode at low 
frequencies and remarking that i(,(iw) here vanishes, it is found that 

= 0 (327a) 

\%p(3^)V = '-ioU^)ip{'-'3^) = 0 (3276) 

Iv0“)|* = -40w)tc(-ja>) = |ipC;«)r = 2kTg„. (327c) 

Hence, for a negative-grid triode at low frequencies, there is only one 
statistically independent internodal shot-noise generator, given by 
Eq. (327c). 

Thus, regardless of the nature of the circuit in which the negative-grid 
triode is placed, that is, regardless of the impedances placed in the 
cathode, grid, and plate leads, the response to the shot noise generated 
by the triode may be found by regarding the source of shot noise as an 
internodal constant-current generator placed between cathode and plate 
and having the statistical spectrum given by Eq. (327c). 

It has been a common practice to replace the true internodal shot- 
noise current source Eq. (327c) by an equivalent shot-noise emf in the 
grid-cathode input circuit. The advantages of this usage are dubious 
and are apt to lead to a confusion of the true state of affairs, and hence 
this practice is less to be recommended than the practice of using the 
representation (327c). However, since this device is so commonly 
applied, it will be briefly described here. 

The current v(iw) in Eq. (327c) may be related to a fictitious cathode- 
grid voltage eeo(j<*>) by the equation 

^pc(jw) = (328) 

Hence the shot noise arising in the triode, actually as the current source 
ipe(Joi)f may, for certain purposes only, be regarded as arising as an 
enff eeg(jco) in series with whatever impedance Zeg(Jo>) is located in the 
grid-cathode branch. This emf ecg(J<»>) is then said to have a statistical 
spectnun which equals, according to Eqs. (327c) and (328), 
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It is further found convenient by many writers, though again not 
subscribed to here, to regard the emf ecg(jw) as a thermal-noise emf, due 
to an effective equivalent resistance Rett^ If To is room temperature (it 
will be recalled that T is here cathode temperature), then one might 
accordingly write 

|ee,Oa.)|* = 2kToR^. (330) 

Hence, identifying Eq. (329) with Eq. (328), we find that 


Rutt = 


(T To Om 


(331) 


Thus, the true source of shot noise in the triode is here replaced by a 
fictitious one, namely, a resistance R^t at room temperature To, placed in 
series with the branch impedance Zeg{jo))y which is regarded as emitting 
thermal noise but for all other purposes is regarded as absent from the 
circuit. 

When the shot noise generated at very high frequencies in a negative- 
grid triode is considered, the detailed analysis becomes much- more 
difficult. Actually, no really satisfactory solution of the high-frequency 
case has yet been obtained. However, it is possible to carry out a very 
approximate calculation of the first-order effects of the electron transit 
time, assuming that the transit angle is small. The basis for this approxi¬ 
mate analysis rests upon the assumption that the effect of the a-electrons 
is negligible and that the effect of the /S-electrons is representable in terms 
of an equivalent group of /3-electrons, all having a common velocity equal 
to the average velpcity v of the actual Maxwell-Boltzmann distribution 
of iS-electrons. 

As an indication of the approximate validity of this assumption, an 
independent derivation^ of the low-frequency formula (321) is carried out 
by means of this simplified model of a triode tube. 

First, the average velocity iJ of the /3-electrons is defined by the 
formula 




j’_v.dHE) 

1,1 "w ' 


(332) 


where ti* is the velocity of the /3-electrons at the potential minimum when 
their initial velocity is v(E). That is, 


Hence, 


imvi ^(E- E„)kT. 


> qf. also C. J. Bakker, Physiea, 8, 23 (1241). 


(333) 

(334) 
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Now, from Eq. (300), 

dI{,E) = J.e-' dE, 

where I, is the total cathode emission current. Hence, 


5 = 



{E - E„)y‘e-‘ dE 
(J (>-* dE 

jEm 


Multiplying numerator and denominator by 


is found, where 
But 


Therefore 



(335) 

(336) 

(337) 

(338) 

(339a) 

(3395) 

(340) 


This, then, is the single equivalent initial velocity which will be 
assumed for all the /9-electrons in a triode. By neglecting the a-electrons 
and assuming for the i9-electrons this common emission'^ velocity v from 
a fictitious “ cathodelocated at the potential minimum, we arrive at a 
model in which the electron trajectories are all the same, all electrons 
^‘emitted” being collected at the anode, and in which the field and there¬ 
fore the electron acceleration is zero at the ‘‘cathode.” 

Now any individual electron on this model will move in accordance 
with the equation of motion 

ma »= ^eEj (341) 


where a is its acceleration at any point x between cathode and anode and 
where E is the electric field that it experiences at the point x. Now the 
time rate of change of E^ taken along the trajectory of the moving elec¬ 
tron, is 


dt 



(342) 


where v is the electron velocity at the point a:, in the a:-direction. But if 
the field £ is a function of x and not of v or z, as it will be in a planar diode 
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or similarly constructed triode (except very near the grid wires), it is 
possible to write 

= (343) 

where p is the space-charge density. Therefore 

dE . , BE 

dT = 4’rpt^ + y<- (344) 

But if / is the total current density at any distance x from the cathode, 
then it is possible to write 


I = pv + 


Hence 


\4ir/ dt 


« 4x7, 


and consequently, from Eq. (341), 


at \m/ 


Now, according to Eq. (346), 


-fe)a)(s> 


or, according to Eq. (343) 


dl _ dp 
dx dt 


But since the electronic charges are conserved along their trajectories, 
dp/dt must vanish, and therefore 


Hence, I is the same at all points x, at a given time f, or, in other words, a 
function of the time t alone. If we assume a steady-state current in the 
tube, then we may assume that I is constant in time. This result there¬ 
fore also holds in Eq. (347), where I is to be evaluated along the trajectory 
of the moving electron. Therefore, da/dt is a constant, and 


the initial acceleration being zero. Integrating again. 


sro. Integrating a 

-2.(1)/,.+., 
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where, according to assumption 5 is the electron’s initial velocity. Inte¬ 
grating once again, 

*(«--(t)(s)"‘ + “’ 

if x{G) ~ 0 is the ‘‘cathode’^ position. If d is the diode spacing (or the 
equivalent diode* or cathode-grid spacing in the triode), and if r is the 
corresponding electron transit time, then 


This result gives the total current I in terms of the spacing d, the initial 
electron velocity i?, and the transit time t. 

This result corresponds to the equilibrium total current in the equiva¬ 
lent diode but says nothing about the current fluctuations that we seek to 
evaluate. But this formula should indicate that if there are such current 
fluctuations hi, these fluctuations should be subject to Eq. (354) as a 
constraint. The source of such fluctuations hi must be sought as 
residing in a fluctuation hv in the emission velocity v of the electrons. 
According to Eq. (354), since d and r are fixed, hi and hv must be related 
thus: 


or 


l)w^' 5/ + r5t;, 


-( 


(355) 

(356) 


Referring to Eq. (332), it becomes possible to assign an origin to the 
fluctuations hv. For the result 


dI{E) = I,e-^ dE (357) 

is true only on the average, and in every range of initial energy dE there 
actually are fluctuations hI{E) in the emission current. These fluctua¬ 
tions will cause fluctuations 8v, according to Eq. (332), not only because 
of the changes in the integrands of Eq. (332) but also because of asso¬ 
ciated changes in the potential minimum and therefore in the lower 
integration limit E^f this change being a small quantity hEJ, Hence, 
from Eq. (332), 

f “ dliE) -H SHE) - S ( J) E„ SE,. 

, + h. -^ W- (358) 

dI{E) -H SI(E) - E„ 

is the augmented initial velocity due ultimately to a fluctuation SliE) 
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in the emission of /8-electrons of energy in the range dE at Ey in tha,ac/uaZ 
Maxwell-Boltzmann distribution. Accordingly, 


hv = 


/*' 

/ Vm 

Je« 


dI{E) 


V f" dI(E) + K 
J Em _ 


5) «/(£) 


/: 


dI{E) + hI{E) 


ii) 


(359) 


Em SEm 


Now, using Eq. (332) and neglecting the variations dI(E) and dEm in the 
denominator of Eq. (359), in the first approximation, it is found that 


_ (»’m - 8) ^I(E) 


hi 


(v„ - 8) SI{E) 

I 

(360) 

Hence, from Eq. (366), 


hi ^ 3 \ / r,i\ i'm — V 

hI{E) \2T}\e} It^ 

■ (361) 


gives the fluctuation in I due to the fluctuation bI{E) in the emission of 
/8-electrons of energy in the range dE at E. 

Now hI{E) is a true shot current fluctuation, with a statistical 
spectrum 

(362) 

Therefore the statistical spectrum of 67, due to the /8-electrons of energy 
in the range dE at £, is, from Eqs. (361) and (362), 


(3e3, 

and the statistical spectrum of the total fluctuation in the equivalent 
diode current, due to /8-electrons of all energies, is 


f - (a)’ (t)’ (/fc) X' "■ - ')• "w- 

The integral in Eq. (364) is 

^ " (Vm - 5)* dI{E) - / " t>J. dI{E) - 28 [“ v„ dI(E) + 8* /*" dI(E) 
Sm J Em J Em J Em 

= rvXdi{E)-m 

J Em 


( 365 ) 
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Expression (367) may be simplified by making use of the value of the 
a-c conductance g of the equivalent diode. The derivation of the expres¬ 
sion for g proceeds from Eq. (346), where I now includes a small a-c 
component. Because of the length of this derivation only the result is 
given here: 


1 

g 



(368) 


where I is the equilibrium direct current as previously defined. Inserting 
this expression in Eq. (367), it is found that 


^ -\^{2kTg). (369) 

Here the space-charge factor in Eq. (320) first introduced in conjunc¬ 
tion with Formula (319) may be identified. Futhermore if the relation 


gm = (rg (370) 

between the triode mutual conductance gm and the conductance g of the 
equivalent diode is used, then Eq. (370) becomes 

( 371 ) 

which is identical with the result of Eq. (321). Hence the present model 
of a triode tube seems justified, at least under operating conditions where 
B is given by Eq. (320), as usually occurs under normal triode operation. 

This model is now used to evaluate, in the first approximation, the 
shot-noise current fluctuations that are induced in the grid, of a triode 
tube. To do this, recall that the fluctuation current 5J given by Eq. 
(361) is the ioUil current fluctuation incident upon the grid. Of this total 
current, one part (the convection current) flows to the plate, and another 
part (the displacement current) flows out the grid lead. The latter part is 
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hig = 



(372) 


where E is evaluated at the grid, or in other words at the anodeof the 
equivalent diode. E is given by Eq. (341) in terms of the electron 
acceleration a at the grid, thus: 


E - 



(373) 


while da/dt is given by Eq. (347): 


da 


dt 



(374) 


But now, in contrast to the previous treatment of this equation, it must 
be assumed that I is no longer constant in time, but is of the form 


I ^ h + 6/, (375) 

where /o is the constant equilibrium value of I and hi is the time-varying 
fluctuation given by Eq. (361), which, for any particular angular fre¬ 
quency oj, may be assumed to be a sinusoidal function of the time t. 
This leads to a change in the initial conditions of Eq. (374), so that upon 
integration of this equation one gets, instead of Eq. (351), the result 
(good only to the first order) 




+ 


2dv 


(376) 


where 8I and 8v are both sinusoidal functions of time (for any single noise 
frequency) that are correlated with each other according to Eq. (356), viz., 


If we eliminate 35 from Eq. (376), it is found that 



Now, since 3/ is of the form e^"', 



(377) 


(378) 


(379) 

(380) 


Hence, from Eq. (373), 
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hh 



(381) 


This result is true for the noise components at the frequency w and 
shows that the induced grid-noise components at any frequency w are 
(within the limits of validity of this proof) in quadrature with the total 
noise current fluctuation bl. It is further to be noted that this result 
refers not only to a single frequency w but also to a single emivssion energy 
E of the iS-electrons in the actual Maxwell-Boltzmann distribution, in 
accordance with Eq. (361). But the integration over this distribution 
of emission energies E is to be carried out just as before, so that for the 
statistical spectrum of the induced grid shot-noise current due to all 
jS-electrons the result 



is found. Or, using Eq. (371), 


df 



(383) 


This result may be further simplified by introducing the expression 
for the a-c electronic loading of the equivalent diode. This loading 
1/Rt may also be 'evaluated by integrating Eq. (374) under first-order 
a-c initial conditions. Because of the length of the derivation, only the 
result 

(384) 

is given here. Introducing this result into Eq. (383), it is found that 


f - (f)(¥) 

From Eq. (383) it is seen that the induced grid noise, in the first 
approximation, increases proportionally to the square of the frequency, 
so that at low frequencies it is negligible, and Eqs. (327) give an adequate 
description of the source of shot noise in a negative-grid triode. But at 
higher frequencies, calling 

- 7^(0 + 7,(0 (386) 

the total shot-noise current incident upon the grid and 

—ieijeo) »= ip(j^) + 40 ") 


its Fourier transform, 


(387) 
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(388a) 


^ = F7J3)p = (f ) (j) 2kTg„ 

(3886) 


-se 

1-1 

c< 

+ 

1_1 

II 

II 

(388o) 


9 


must be written for the statistical spectra of the three nodal shot-noise 
currents L(t)f Io{t), 

Although Eqs. (388) indicate the presence of three nodal current 
generators ie{joi)i these three 

currents are correlated vath. one another. 

Accordingly, there should exist another 
equivalent representation of a negative 
grid triode in which, even at moderately 
high frequencies, there is just one statisti¬ 
cally independent source of shot noise. 

Such a representation will now be found.^ 

Llewellyn has shown^ that a negative- 
grid triode may be represented at high 
frequencies in the manner shown by Fig. 

12*12, where Cray Cgpj Cpo are the low- 
frequency interelectrode capacitances, Vp 
is the low-frequency plate resistance, and 

~ Cc)j (389) 

where gm is the low-frequency transcon¬ 
ductance. Here there enter in addition 

two small series resistances Vcg and r^p, which are negligible at low fre¬ 
quencies but not at high, and are responsible for the electronic loading 
of the triode. For the case where the grid-plate transit time is negligible, 
their values are 

' 9 \/ 1 +;* 



Fig. 12-12.—Representation of 
a negative-Rrid triode at moder¬ 
ately high frequencies. 




+ 1 ^ + 


?) 


-(i)r 


+ M-ff 


(390a) 


(3906) 


where is the low-frequency amplification factor and y is the ratio of 
grid-plate to cathode-grid spacing. It is seen that rcg is positive, Vgp is 
negative, and both are frequency-independent. 


' Cf. also E. J. Schremp, to be published. 

* F. B. Llewellyn, Bell System Tech, Jour,, 16, 676 (1936). 
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If the nodal shot-noise currents tVOV*?), are incorporated 

into Fig. 12*12, then these will all three be subject to the relations [see 
Eqs. (381) and (386)] 


vO’w) = i, 

(391a) 

- (^)i. 

(3916) 


(391c) 


where i is the single statistically independent shot-noise current whose 
proper location is to be found. 

If a fourth node n, artificially introduced into the network of Fig. 
12*12, is used, then it may be assumed that i is an internodal current 
located between the nodes c and n. Furthermore, if — -^ypn 

are arbitrary bilateral branch admittances linking cathode, grid, and 
plate with the fictitious node n, then, by Eqs. (201) (in which a = 1), we 
can write 



(392o) 


(3926) 


(392c) 

where, to conform with the desired shot-noise representation, one may set 

= i, 

(393a) 

t'o = t'o = 0. 

(3936) 

Thus it is found that 


(394a) 

\ ynn / 

^ ' fe)’- 

(3946) 


(394c) 


and hence, from Eqs. (391), that 


Vnn 


(396a) 

Va^ _ ^ 

Vnn 3 


(3966) 

VjSi ^ { 

Vm, \ 

'l + jur\ 

. 3 / 

(396c) 
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This result means that the node n is effectively a point 
on the grid-plate impedance 


The result then should be 


or, using Eqs. (395), 


-1 _ ,1 


But from Eqs. (396), 


VoP Von Vnp 

J --1 

Vnn _ JUT 

VdP . I JUT 

3 


O 

jw(l 
_« _ 


so 


Vnn 






(1 “h j^'f'op^^gp) I 

Hence, from Eq. (3956), 

■“ (^OP + — ^ 


juCt 


;)+>(¥) 


-hi 


joiCip 

while, from Eqs. (396), (397), and (401), 
+ “ = o7i—h ju 


iV} 


Vw, 3C OP 

Thus, the branch impedance — l/ygn may be written 


tapped in” 

(396) 

(397) 

(398) 

. (399) 

(400) 

(401) 

(402) 


where 


( 403 ) 
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is a frequency-independent resistance that is negative or positive accord¬ 
ing as r < \9rgpC„p\ or t > \drgpCgp\ and where 


L 


Un 


3 


(405) 


is a negative, frequency-independent inductance. Similarly, the branch 





negative-grid triode at moderately high 
frequencies. 

that, in the first approximation, is a 
spectrum: 



impedance —l/i/pn can be written 
- = 'f'pn + jojLpnf (406) 

Vpn 

where 

'^pn ^ (407) 

Ov>' gp 

is ane gative, frequency-independ¬ 
ent resistance and where 

Lp„ = (408) 

is a positive, frequency-independent 
inductance. 

Therefore, one complete equiva¬ 
lent network representation of a 
negative grid triode at moderately 
high frequencies, in which there is 
but one statistically independent 
shot-noise current generator, is as 
shown in Fig. 12-13. Here the 
shot-noise constant-current gen¬ 
erator i has a statistical spectrum 
constant equal to the low-frequency 

2kTgm. (409) 


The current generator ipc is, as before, given by the relation 

ipc ~ ^ p (410) 

The representation of Fig. 12-13 must not be expected to hold when 
the cathode-grid transit angle becomes large or when the grid-plate 
transit angle is too large to neglect completely. Theoretically, it would 
be possible to modify the present representation so as to render these 
limitations unnecessary; but it would be of little value to do this, because 
when these limitations are removed, the basic assumption of the present 
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analysis becomes questionable, namely, that only the /3-electrons need be 
considered, and all have a common initial velocity. 

Once it becomes necessary to account for the Maxwell-Boltzmann 
distribution of electron emission velocities, the possibility no longer exists 
of representing the shot noise at very high frequencies in terms of a single 
statistically independent current generator, in the manner of Fig. 12-13. 
Rather, at least two independent generators then appear to be necessary. 

Shot Noise in Pentodcs.^'^ —A suppressor-type pentode operated with 
its control-grid negative is effectively a tetrode, since the suppressor grid is 
ordinarily at the cathode d-c potential and collects no electrons. Its 
usual function is merely to suppress the flow of secondary electrons from 
the plate to the screen grid. 

In a suppressor-type pentode the total cathode direct current 
divides between the screen grid and the plate. If is the direct current 
flowing to the screen grid and Ip the direct current flowing to the plate, 
then the direct current relation 

7c = /» + Ip (411) 

exists. 

Since the theory of shot noise in a pentode at low frequencies can be 
easily extended to the case of a multicollector amplifier tube with N 
collectors, the general case in which there are N collector electrodes is 
dealt with here. In this case, Eq. (411) becomes 

N 

^ (412) 

1 

In order to examine the detailed behavior of the shot-noise fluctua¬ 
tions in the case of an iV-collector tube, it is necessary to return to the 
shot-noise analysis in a diode with space charge, modifying it in such a 
way as to account for the new configuration of collector electrodes. 

In the absence of any compensating action at the virtual cathode 
(potential minimum), a pure shot current fluctuation z® having a statis¬ 
tical spectrum equal to 

= eh (413) 

will flow into each collector n. These fluctuation currents will be 
statistically independent, that is, 

= 0 (m 5 ^ n). (414) 

Correspondingly, there will flow out of the cathode a pure shot current 

* R. Q. Twiss and E. J. Schremp, Abstract, Spring 1946 meeting, American Physical 
Society, Cambridge. 

• D. O. North, RCA Rw., 6, 2, October 1940. 
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fluctuation tj, given by 



Therefore, from Eqs. (414) and (415), 



(415) 


(416o) 

(4165) 


In the presence of a compensating action at the virtual cathode, the 
shot current fluctuation that now flows into the nth collector will 
consist of three parts; 

in = < + i" + C. (417) 

The first part i' can be written 

i; = [l-7f(l-7/.)]iS. (418) 

This part is due to the /^-electrons (strictly, it refers only to a single 
velocity group) flowing to the nth collector. The second term in Eq. 
(418) indicates a reduction due to the compensating action at the virtual 
cathode. This reduction term is similar to the compensating term 6^ in 
Eqs. (305) and (310) for the diode case but differs from it by the factor 
In/Ie- This factor In/Ic is required in the present case, since the com¬ 
pensating current at the nth collector is, on the average, proportional 
to the direct current In to the nth collector. 

The second part f'' may be written 

in = - 1= (1 - 7s)(i? - i%). (419) 

■4 e 


This part is due to the /S-electrons flowing to all other collectors but the 
nth. It is a purely compensatory current, completely analogous to the 
second term of Eq. (418). 

The third part i"' can be written 

C = +(^)7A (420) 

This part is due to the a-electrons (again of a single velocity group) and 
arises from their effect upon the virtual cathode. Here again may be 
regarded as a pure shot-noise fluctuation current that would exist if thei^ 
were no virtual cathode and would have a statistical spectrum (for all 
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a-velocity classes) equal to 

RSp = e(I. - Jc), 

where /, is the total cathode emission current. If the quantity 

N 

' 1' 


N 

•/// _ \ ‘/i 
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(421) 


(422) 


is defined, then, from Eq. (420), 
and hence it follows that 


^ VO 


(423) 

= (424) 

where 7« is the average v^e of yl over all a-eleotron energies. But 
according to Eq. (316), if yl is multiplied by the quantity (/,//« — 1), 
the average value of yl over all /^-electron energies is obtained. In the 
diode case, this was called Thus Eq. (424) becomes 




yi I*: 


or, using Eq. (421) 






(435) 


(426) 


But this expression is identical with the contribution of the or-electrons 
to the statistical spectrum of the shot-noise current in a diode, as given 
by Eq. (315). Hence the result 

= (427) 

is obtained. Furthermore, il is statistically independent of the fluctua¬ 
tion currents (n = 1, 2, • • • , iV^) and hence, by Eq. (415), also of tj. 

Again, in the presence of a compensating action at the virtual cathode, 
the shot-current fluctuation % that flows out of the cathode consists of 
two parts: 

ic - (428) 

The first part can be written 

ie - (429) 

It is due to the jS-electrons (again of a single velocity group) leaving the 
cathode and may be identified, from Eqs. (418) and (419), with the 
expression 


N 

* X 


+ 0 . 


(430) 
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The second part is given by Eq. (423) and is due to the a-electrons 
(of a single velocity group) leaving the cathode. Finally, from Eqs. 
(422) and (430), we can write 


< + i'c" = 2 {i'n + C + CO. 


or, from Eqs. (417j and (428), 

ic = ^ in. (432) 

1 

This last result was, of course, to be expected. It expresses the fact 
that the sum of all the shot-noise nodal currents flowing out of the tube 
must vanish. 

Thus, from Eqs. (417) to (420), one can write 

in = *2 - (1 - yi>K + 0;) yJl, (433) 

while, from Eqs. (423), (428), and (429), 

ic = + yJl (434) 

Now consider the expression wT* for m 9 ^ n. From Eq. (433), 

tlX = - (jj) (1 - (1 - ^)^ 

+ (1 - 7/j)*RJP + 7a R2P, (435) 

or, from Eqs. (416) and (427), 

? = (1 - V.) + (^)ri-'7o)' + 

= (^) (^ + ^ - 1). (436) 


(Ta + yl - 1 ), 


or, remembering that 


one finds 


r* = ^ 


imin =® —e (1 ~ r*) (m 5 ^ n). 


Again, consider the expression From Eqs. (433) and (434), 

( 439 ) 
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^ = Tfiln - (1 - y$)yfiln + 

= (7« + y^In (440) 

tJc = eInT\ (441) 


The results (438) and (441) indicate that all of the nodal shot-noise 
currents are mutually correlated. But if instead of employing nodal 
currents, an equivalent set of intcrnodal shot-noise currents is introduced, 
it turns out as in the case of the generalization of Nyquist^s thermal noise 
theorem that this latter sot of internodal shot-noise currents may be so 
chosen as to be mutually uncorrelated. For let 


and 



n 




I 


hn 


(r ^ n). 


(442a) 

(4426) 


Now if it is assumed that all of these internodal currents are mutually 
uncorrelated, that is, that 

'^mvXra ~ (^®)> (443) 

then, from Eqs. (442), 

~ inwXmn ~ j (444a) 

“ '^(n^cn ~ “H (4446) 

whence, from Eqs. (438) and (441), 

= elnT^ (445a) 

CT = (1 - r*) (m n). (4466) 

Thus between the cathode and any collector n there is a shot-noise 
internodal current generator icn whose statistical spectrum is that of a 
diode with a direct current /n, and between any two collectors m and 7i 
there is a partition noise internodal current generator imn whose statistical 
spectrum is always real and positive and vanishes when either collector 
draws no direct current or when F* = 1. Moreover, the shot-noise 
generators %cn and the partition noise generators are mutually uncor¬ 
related, either among themselves or with each other. 

The question may J)e raised as to the validity of this apparently 
arbitrary choice of internodal current generators, subject to the inco- 
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herency conditions of Eq. (443). For if one considers the expression for 
the potential difference Cmn between any two nodes m and n, this will be 
of the form 



r m 


(446) 


where Zj** is the transfer impedance between the input nodal pair (rs) 
and the output nodal pair (mn); and the question may be raised as to 
whether or not the value of Cmn is independent of the choice of internodal 
currents ira when this choice is subject to Eq. (442), 

The question may be settled in the aflSrmative in the following way.^ 
Since 

Z?.** = -Zr, (447) 

one can write 

^mn (448) 

and therefore Eq. (446) becomes 


But if 



s 


(449) 

(450) 


is written for the nodal current at node 


r, then Eq. (449) becomes 




r 


Z^Hr. 



Furthermore, if use is made of the relation 



r 


i, = 0 


(461) 


(462) 


to eliminate one particular node, k say, then Eq. (461) can be written 



r 


^ E. J. Schremp, to be published. 
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This last result is expressed in terms of the original nodal currents and 
hence must be the correct expression for fmn. But it has just been seen 
that Eq. (453) is completely equivalent to Eq. (446) as long as Eqs. (450) 
hold true. Therefore Eq. (446) must 
be valid, regardless of the choice of 
internodal currents, as long as the 
choice is subject to Eq. (450). 

The behavior of shot noise in a 
pentode at moderately high frequen¬ 
cies may be analyzed along lines sim¬ 
ilar to those previously followed for 
the triode. 

To begin with, a representation 
of a pentode for high frequencies, 
corresponding to Llewellyn’s repre¬ 
sentation (Fig. 12-12) of a triode, can 
be found. This pentode representa¬ 
tion is shown in Fig. 12-14, where 
cff} ^opf ^pcf ^^ 9 p are the low- 
frequency interelectrode capacitances, Vp is the low-frequency plate resist¬ 
ance, r, is the analogous low-frequency screen resistance, and 



Fig. 12*14.—Representation of a pentode 
at moderately high frequencies. 


ipc = Qpgi^g — «c) + gpaie, — ^c), (454a) 

~ Qagifig ““ Cr), (4546) 


where Qpgj Qeg are the low-frequency transconductances between plate 
and grid, plate and screen, and screen and grid, respectively. Here there 
occur, in series with the grid capacitances Cgcy Cgp, Cg,, three small 
resistances Vgej r^py Vg^, which are negligible at low frequencies but not at 
high and are responsible for the electronic loading of the pentode. 

It i§ here assumed that the grid-screen and grid-plate branch imped¬ 
ances are of the form 


y,. ~ 

Zl- - 1-1 


(455a) 

(4556) 


To find the values of and r,p, which correspond to the assumed forms, 
Eq. (455), for the branch admittances —yg, and —yg^, the case where the 
pentode is connected as a triode can be considered, i.e., where screen and 
plate are short-circuited together. Then there will be a new grid-plate 
branch admittance 

^ -yj, = -(y».+ 


and this will be of the form 


( 456 ) 
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= rO 4- - 

*09 I 2 




(467) 


where rjp is given by Llewellyn^s formula Eq. (3916). Accordingly, one 
must set 

joijCgg + 

^op) _ 


1 + + C,j,) 1 + juratCg, 1 + 


(458) 


or 


■ r I 1 ^ ’ 

L1 + + Cgp) 1 + ju>rg.Cg._ 


+ jtoCg 


1 

.1 +j<^liC 


1 




(459) 


1 H" 3^'^qp^o 

The only way of satisfying this condition at all frequencies is to set 

1 + joyVgpiCffs + Cgp) = 1 + josrgtCgt = 1 + jcDVgpCffp (460) 
or in other words to let 


Then, 



(461) 

(462a) 

(4626) 


Thus the following may be taken as the expressions for r^c, Vgpi 



(463a) 

(4636) 

(463c) 


where m and are the low-frequency amplification factor and trans¬ 
conductance of the pentode when connected as a triode and where y is the 
ratio of the grid-screen to cathode-grid spacing. These results give a 
positive grid-cathode resistance r^c, given by the triode formula, and a 
negative grid-screen resistance Vg, and grid-plate resistance given by 
slight modifications of the triode formula. 

In order to incorporate in this representation the sources of shotand 
partition noise, notice the fact that according to Formulas (445), a 
p^tode at low frequencies is analogous to two triodes, with statistically 
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independent shot-noise current generators ic» and icp, together with a 
statistically independent partition noise current generator 

Therefore at relatively high frequencies the noise representation of a 
pentode will be a simple extension of the triode representation shown in 


8 



Fig. 12 - 16 .—Noise representation of a pentode at moderately high frequencies. 

Fig. 12*13. This extension of that representation is shown in Fig. 12*16, 
where 


, r 

- ^09 “l 0^ f 

(464a) 

Tgn = “F* f 

(464b) 

I^gm — g ^ 

(464c) 

■Ldgn — g > 

(464d) 

*■*" “ 3 ^’ 

(464c) 

_ — T 

Tpn — Q/nr ^ 

0\/gp 

(464f) 

L^- 3 » 

(mg) 

r — 

3 

(464b) 
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Here the three tube noise current generators have statistical spectra 
given by 


CT = cJ.r* 

(466a) 

W = 

(4656) 

W = (1 - r*)- 

(465c) 

whereas the two current generators and ipc are again given by 

— Qsgifg 

(466o) 

ipc ” Qpg^^g ”4" Qpaij^B ^c)- 

(4666) 

In the triode case, r- is given by 


(T elc 

(467) 

But it is approximately true that 


— 9*0 — 9po 

I I I ^ 

le *» ^ p 

(468) 

SO that Eqs. (465) can also be written in the form 


^ 2kTg.„, 

(469o) 

|icn|* = - 2kTgpg, 

<T 

(4696) 

W = -^2kTg\ 

Qm Qm \ ^ / 

(469c) 


12«4. The Logical Distinction between Thermal Noise and Shot 
Noise.—Now that the two principal kinds of noise—thermal noise and 
shot noise—have been discussed in some detail, it will be profitable to 
summarize the distinctive features of each kind of noise. 

The essential characteristic of thermal noise is that it exists only in a 
physical system that is in strict temperature equilibrium. Thermal noise 
is therefore usually an idealization, but there are, in practice, many 
situations where temperature equilibrium may be assumed to hold 
approximately, and in such situations it is convenient and useful to 
describe the noise as thermal. 

On the other hand, shot noise is characterized as random electrical 
fluctuations due to the unilateral flow of electrons or other charged 
particles through some part of a circuit. Of course, practically every 
kind of noise, including thermal noise, may be regarded as a form of shot 
noise, provided allowance is made for the various possible trajectories 
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of the charged particles and each group of particl^ having the same 
trajectory (but different time phases) is treated as a separate unilateral 
flow. But it is usually more convenient to treat thermal noise as a 
phenomenon subject to analysis by statistical mechanics rather than to 
treat it as a special form of shot noise—which, nevertheless, it is. 

Therefore, whenever any form of noise is encountered that does not 
have the characteristics, at least approximately, of thermal noise, it is 
probable that the most convenient approach to its analysis will be to 
regard that form of noise as a superposition of shot-noise fluctuations, 
taking into account the unilateral flow of each group of charged particles 
having a common type of trajectory. 

In the last section not only the so-called ‘^pure shot noise'' in a tem¬ 
perature-limited diode but also every other form of noise associated with 
thermionically emitted electrons has been treated as a form of shot 
noise. In so doing, the meaning of the term ‘^shot noise" may have been 
broadened beyond what it was originally meant to convey. But this 
extension of meaning and its further extension to include thermal noise 
and, indeed, almost all forms of noise seem justified by the fact that as 
long as a certain degree of randomness (which, by definition, is a char¬ 
acteristic of all forms of noise) exists in the motions of the charged 
particles responsible for the noise, of whatever kind observed, then the 
methods of analysis of the ^^pure shot effect" are applicable thereto. 
These methods may, ho\^ever, as in the case of space charge reduced noise 
and partition noise, have to include a treatment of the mutual correla¬ 
tions of different charged particles or, as in the case of induced grid noise, 
have to include a treatment of the finite inertia of the charged particles. 

There have been published several treatments of thermal noise as a 
form of shot noise, based upon considerations of the trajectories of 
electrons in a metallic conductor. Since none of these treatments has 
the generality of the treatment by statistical mechanics, they are not 
included here. But one particular example of the equivalence of the 
two points of view will be given here, whose merit is that it clearly 
exhibits the necessary conditions for the noise to be thermal and yet 
represents a very simple kind of shot noise. 

This example is that of a bilateral diode. ^ Let both the cathode and 
plate of a diode be thermionic emitters at the same temperature T. The 
cathode and plate need not be of the same material, nor need they have 
the same total emission current. However, the fact that both cathode 
and plate are at the same temperature, which is constant in time, indi¬ 
cates that the interior of the diode is a system in thermal equilibrium. 
For even if the surroundings are at a lower temperature, for example, the 
temperature T of the electrodes may be maintained by d-c heating of the 
» Cy. also D. O. North, RCA «e»., 4 , 4, AprU im 
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electrodes, and this heater power completely dissipated by external 
radiation to the surroundings. Thus, even though the diode may not be 
in thermal equilibrium with its surroundings but rather in a state of 
quasi-equilibrium characterized by a flow of power from the heater 
batteries to the surroundings, via radiation, nevertheless the partial 
system consisting of the interior of the diode will be in thermal equilibrium 
at the electrode temperature T, 

Now if the diode electrodes are externally short-circuited, the cathode 
will have a total emission current /J, of which only a part, Ic, will be 
collected by the plate, on the average, and the plate will have a total 
emission current /J, of which only a part, /p, will be collected by the 
cathode, on the average. But since there is thermal equilibrium, there 
can be no net average flow of current from cathode to plate or vice versa; 
for the existence of any net average flow^ of current in either direction 
would heat up the collector electrode and cool off the emitter electrode. 

Hence, on the average, 

Ic ^ Ip ^ /, (470) 

but also fluctuation currents are superposed upon both Ic and /p, with 
average values that are zero. It is these fluctuation currents which are 
to be identified with the thermal-noise current fluctuations in the diode, 
whose average spectrum, according to statistical mechanics, is 

W = (471) 

where g is the diode conductance. 

If these current fluctuations are regarded as shot current fluctuations 
associated with the cathode and anode emission currents /J and 7®, the 
average spectra of these two shot current fluctuations are, respectively, 

= eLY\ = elTl, (472o) 

= elpTl = eirl, (4726) 

and the average spectrum of the net shot current fluctuations is 

Rp = FT* + 

= e/(r* + r|). (473) 

Therefore the values of the average equilibrium current I from either 
electrode to the other and of the space-charge reduction factora FJ and 
rj for the two emission currents must be determined. 

First rj and FJ must be evaluated. To do this, consider what the 
compoisatory effect will be upon the pure shot current fluctuation 
produced by the emission of a single electron, of any energy, from tire 
catiiode. llus electron will cause a change in the equilibrium potential 
distribution between the cathode and anode and a consequent change 
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in the average equilibrium currents le and Ip. But since both and Ip 
are governed by the same Maxwell-Boltzmann distribution of emission 
velocities, and since the new equilibrium potential distribution therefore 
reduces both Ic and Ip by the same amount, the new equilibrium values of 
le and Ip must again be equal. Therefore the emission of one electron 
from the cathode does not cause any compensatory current fluctuation 
in either direction but causes only a pure shot current fluctuation—and 
this only if it succeeds in reaching the plate. Therefore F® = 1. By the 
same reasoning, FJ == 1. Hence Eq. (473) becomes 

W = 2e/. (474) 


Returning to Eq. (471), the diode conductance g can be evaluated. 
To do this, let the external short circuit between cathode and plate be 
replaced by a voltage E, such that the plate, say, is positive with respect 
to the cathode. This voltage difference will cause h to be greater than 
7p, by an amount given, according to the Maxwell-Boltzmann distribu¬ 
tion, by the ratio 


h 

Ip 


^eS/kT 


(476) 


According to this expression, any variation in E, with the temperature T 
held fixed, must lead to variations in Ic and Ip given by 


Sic sip e SE 

Ic Ip kT ’ 

from which it follows that 


(476) 

1 die 1 dip e 

Ic dE Ip dE kT 


(477) 

In particular, when £ = 0 this becomes 



d(/c 7p) cZ fjp 

dE ~ kT 

0), 

(478) 

for then Eq. (470) holds. But by definition, the diode conductance g is 

„ aUc - Ip) 

^ ~ dE 

11 

o 

(479) 

so that the result is that 

el 

^ ~ kt 


(480) 


But according to this result Eqs. (471) and (474) are completely 
equivalent. Thus the complete equivalence of the thermal-noise and 
shot-nmse points of view for the case of a diode in thermal equilibrium has 
been shown. 
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12*5. Other Types of Tube Noise.^ Cathode Flicker Effect—AX audio 
frequencies the noise generated by vacuum tubes with oxide-coated 
cathodes exceeds greatly the magnitude predicted by the ordinary shot 
effect previously discussed. This departure is observed both under 
temperature-limited and space-charge operating conditions. It is also 
observed, at still lower frequencies, when the cathode is a tungsten 
filament. This .effect was first pointed out by Johnson^ and subse¬ 
quently named ‘^flicker effect'^ by Schottky,* who at the same time 
presented a theoretical analysis of the effect. 

Experimentally, what is observed is an excess production of noise, 
superposed upon the usual shot effect, increasing in most cases with the 
square of the emission current (or temperature-limited plate current) but 
decreasing with the inverse square of the frequency. Because of its 
frequency dependence, the flicker effect becomes negligible at frequencies 
exceeding a few kilocycles per second. 

The explanation of this phenomenon offered by Johnson and Schottky 
is that at the surface of the cathode, the emissivity fluctuates in time as a 
result of local changes in the surface condition of the cathode. These 
fluctuations in emissivity are thought to arise from the appearance or 
departure, at the cathode surface, of a single foreign atom or a small 
group of such atoms in the molecular condition. 

The average time duration r of one of these foreign atoms at the 
surface is the quantity assumed to be responsible for the falling off of this 
effect with increasing frequency. The total cathode emission current 
may therefore be thought of as itself fluctuating with an average period 
equal to r. Hence, for frequencies 1/r, the components of these 
fluctuations in emissivity may be expected to fall of rapidly, and the exact 
analysis shows that they fall off as l/w^. 

The fact that the flicker effect increases with the square of the emission 
current is explained by the property that during its period of existence 
at the cathode surface, any foreign atom will cause a steady change in 
current that is proportional to the total current. Hence it follows that 
the mean square current fluctuations are proportional to the square of the 
total current. 

Under space-charge conditions flicker effect is thought to be reduced 
even more than the true shot effect. The reduction, for flicker effect, is 
probably of the order of magnitude that follows from assuming, as 
Llewellyn first assumed^ erroneously for shot effect, that the plate current 

^ For a more extensive treatment, see E. B. MouUin, Spontaneous Fluctuatume of 
YolUjuge, Oxford University Press. 

* J. B. Johnson, Phye, Rev., 26, 71 (1925). 

* Moullin, loc. dt. 

* Moullin, loc. eit. 
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fluctuations are linearly reduced below the emission current fluctuations 
by the ratio dl/dJ^ where I is the plate current and J the emission current. 

Positive-ion Noise ,—Positive ions may exist in a vacuum tube either 
as a result of emission from the cathode or as a result of collision ionization 
of residual gas in the tube. Because the net positive-ion current is 
exceedingly small, its noise contribution is negligible in most modem 
vacuum tubes, even under space-charge conditions where the action 
of a single positive ion on the virtual cathode may multiply its current 
pulse many fold. A simple test of the possible existence of positive-ion 
noise is to measure the grid gas current. If this does not exceed a few 
hundredths of a microampere, positive-ion noise should be negligible. 

Ballantine^ was the first to analyze the effects of collision ionization 
on the noise in tubes. Ilis result is that the mean square noise voltage 
due to this cause is proportional to the five-thirds power of the plate 
current. 

Thompson and North, ^ in a subsequent investigation of this effect, 
showed that the fluctuations due to collision ionization are proportional 
to the grid gas current, giving the complete dependence on tube geometry 
and electrode potentials. 

Positive-ion noise is more variable with frequency than the ordinary 
shot effect, for the transit times of positive ions are hundreds of times 
larger than those of electrons. Thus, at frequencies above 10^ cycles 
transit time effects for positive ions already have to be considered. 

Secondary-emission Noise .—When an electron emitted by the cathode 
of a multicollector tube reaches any particular collector electrode, the 
possibility exists that one or more secondary electrons may be emitted 
by that collector. If the potential distribution in the tube is not inten¬ 
tionally adjusted to retard this secondary emission, there will generally 
be a flow of secondary electrons between the various electrodes. The 
secondaiy electrons will be correlated in time with the primaries and will 
generally lead to departures in the noise behavior of the tube from that 
which has been heretofore described. 

Suppose, for example, that in a screen-grid tube secondary electrons 
are produced at the screen, which flow to the plate. The most funda¬ 
mental way of describing this situation is the following. As in the 
discussion of temperature-limited shot noisC) the total cathode emission 
current can be written as 

/o(0 = e df ^ e-^-^ (481) 

n 

where is the emission time of the nth emitted electron. Similarly, 

^ Moullin, loc. cit. 

* B. J. Thompson and D. O. North, RCA Bw., 6, 3, January 1941. 
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(482) 


where g*n is the charge delivered to the screen as a result of the emission 
of the nth electron from the cathode. In the same way again, the total 
current flowing to the plate can be written 


h{t) 








(483) 


where qpn is the charge delivered to the plate as a result of the emission 
of the nth electron from the cathode. 

Consider now the average value of the product This 

will be 




where the average of the double sum in the integrands of Eq. (484) is an 
ensemble average. As has previously been seen in the case of the tem¬ 
perature-limited diode, there is a d-c contribution to such an expression, 
evaluated by setting w == w' = 0. In this case the average of the double 
sum becomes 


qtmqpn — q»m 5pn» 
mn m n 


(486) 


But this contribution, as seen from Eqs. (482) and (483), leads simply to 
the product of the average values of /,(<) and Ip{t ); so that 




i::/: 


+ 


df df 


ll 


(486) 


where it is to be understood that the double integration excludes the 
contribution for w = w' = 0. 

Again as previously seen, for arbitrary values of « and w' the ensemble 
average vanishes for the double sum in the integrand of Eq. (486). 
However, if « + «' = 0, this is no longer the case. For then Eq. (486) 
becomes 


TMm-mm 





Stc. 12-6] OTHER TYPES OF TUBE NOISE 691 


Unless tm — t«, the ensemble average of the double sum in Eq. (487) 
will again vanish. Hence Eq. (487) can be written as 

■f»(07j>(0 / •it)!pit) — df' J df QmQpmt (488) 

m 

or, what is the same thing, 




^ TMT7J) = df 2^ q^tnqpm, 


(489) 


where the average product q,mqpm is to be evaluated in the sense that q^m 
and qpm are the charges delivered to the screen and plate, respectively, as 
the result of the emission of the with electron from the cathode. 

Suppose now that the result of Eq. (489) is applied to the special 
case where the screen and plate are tied together (and hence may be 
regarded as identical) and where temperature-limited conditions obtain. 
This procedure will, of course, exclude momentarily any secondary emis¬ 
sion effects. As a result, however. 


and 


/,(/) — Ip{t) loiOf 
q»m ~ qpm “ 

Correspondingly, Eq. (489) becomes 

d 


df 


/?«) 


-.2 


But for this case 

^ TW) = e/o, 

where 7o is the average value of 7o(0* Hence, from Eq. (492), 


(490) 

(491) 

(492) 

(493) 



(494) 


But Eq. (489) can be written as 

m 

and hence, from Eq. (494), 

m) 

where q^p is the average product of the charges delivered to the screen 
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ai^d plate, respectively, as the result of the emission of all electrons from 
the cathode. 

Equation (496) is thus a general formula, applicable to all cases, 
whether involving secondary emission or space-charge reduction or 
partition noise effects. In order to apply it, one must only be sure to 
interpret correctly the meaning of the average product qsQp- 

Thus, suppose again that the tube is in a temperature-limited condi¬ 
tion but that the screen and plate are regarded as now distinct electrodes. 
In this case, if there is no secondary emission from the screen, one may 
assign g^/e the two values 0,1 and qp/e the two corresponding values 1,0. 
But the probability that q^/e = 0 is /p//o, and the probability that 
qt/e = 1 is Hence 

= (^) (0).(l)p + (0 (l).(0)p = 0, (497) 

and therefore, in this case, 

(0 utjnm = 0. (498) 

That is to say, for the temperature-limited case, in the absence of second¬ 
ary emission, there is no noise current generator between screen and plate, 
and hence no partition noise. 

But if there were secondary emission from the screen, then in the 
temperature-limited case one would have to assign q^/e the two values 
0,1 and qp/e the two corresponding values 1, 5, where 5 is the average 
number of secondaries produced per primary. Then, instead of Eq. 
(497), _ 

(’#) - (f:) +(k) - (n) 

Then, placing this result in Eq. (496), 

(0/.(<)/p(<) = el.6, (500) 

which means that there would be a noise current generator between 
screen and plate, acting like a pure shot current generator in which the 
emission of charges of magnitude associated with the scr^n direct 
current /*, takes place from screen to plate. 

Again, consider the tube under space-charge conditions, with screen 
and plate tied together and therefore no secondary emission. In this 
case q»/e and qp/e both take on the value 7 « for the a-electrons and the 
value 7 /j for the jS-electrons. Therefore 


(Ml) 
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where the averages on the right-hand side are taken over all emission 
energies. That is, using the notation of the preceding section, 

tI = yldlaiE) = j\idI(E) (502a) 

^ - if) /.' - ( k ) /," 

But the averages of yl and yl have been written previously with respect 
to the /S-electron energies only, thus: 

Tl = jj’" yi dI{E) (603a) 

^ = (})/^\|d/(S) (5036) 

Since, however, the integrals in Eqs. (602) and (503) are respectively 
equal, it follows that 

= ^/c (504a) 

y|/o = ^/c (6046) 

so that Eq. (501) becomes 

=Gl + ^) (0 (606) 

and Eq. (496) becomes [noting that 7,(0 = Ip{t) = hit)] 

(I) 71 = e/.r*, (506) 

which is the same as the result earlier established for this case. 


Finally, consider the case where the screen and plate are distinct but 
without any secondary emission taking place. In this case q»/e takes 
on the value [1 — (7,//c)(l — yi)] and qp/e takes on the value 

“ (t:) 

if an emitted electron goes to the screen; q^/e takes on the value 

and qp/e takes on the value [1 — (/p//b)( 1 — y^)] if an emitted electron 
goes to the plate; and q,/e takes on the value (J,/7«)‘y« and qp/e takes on 
the value {Ip/I/)ya if an emitted electron goes back to the cathode. 
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Therefore 

¥ - - (f.) /.■{[*- ft)» - ft) ‘‘ - 


+ 1 





(507) 

- - ft) l[ft) (^) 


[fe) ~ ~ 



- (^) 7i(/« - /c)j 

(508) 

- - ft.) (x*) 

(509) 


(510) 


so that Eq. (496) becomes 

(|)rar;® = -e(^) (1 - -^) 

= -e (^) (1 - r»). (511) 

This result agrees with the result formerly obtained for the partition 
noise current generator between screen and plate. 

These few examples suffice to show how the general formula Eq. (496) 
may be applied to any particular case. The case where both partition 
noise and secondary emission noise exist together in a pentode with space 
charge is left untreated. To deal with this case requires merely a minor 
change in the values just previously assumed for g,/e and involving 
the quantity d which was introduced in the temperature-limited case. 
The cases of amplifier tubes having special secondary electron emitting 
electrodes and of electron multiplier tubes are also not treated, although 
such cases also may be treated with the aid of equations analogous to 
Eq. (496). 

From the discussion above, it is seen that the processes of secondary 
emission and of space-charge reduction are in a way just different mani¬ 
festations of one fundamental process, for which Eq. (496) provides the 
basic formal treatment. 

Microphonics ,—still further form of noise occurring in amplifier 
tubes, but one that strictly speaking might better be described otherwise 
than as noise, is so-called micrqphonics. This microphonic noise’’ 
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arises from mechanical vibrations of the tube electrodes. The effect is 
found to arise mostly at audio frequencies where, due to the vicinity of 
loud-speakers or other sources of vibration, the tube structure frequently 
commences to vibrate at certain resonant frequencies. Although the 
mechanical vibrations are confined to low frequencies, they may cause 
disturbances at radio frequencies through modulation effects. Micro¬ 
phonics can be reduced by the use of shock-absorbing tube mounts and by 
shielding the tubes from sound waves. They also depend to a great 
extent upon the tubes themselves, for out of a set of tubes of the same 
type it is often possible to select certain ones in which microphonic action 
is much less pronounced. In severe cases it is necessary to build special 
nonmicrophonic tubes. 

12*6. Other Types of Input-circuit Noise.—Under ideal conditions, 
input-circuit noise is pure thermal noise, at an absolute temperature T 
that may usually be taken to be room temperature or about 63°F or 
290®K. 

However, departures from the ideal conditions are frequently encoun¬ 
tered. Such departures always are due to the failure of the input circuit 
to be in true thermal equilibrium. For example, an input circuit that is 
completely passive will still not be in thermal equilibrium if various parts 
of that circuit are, for any reason, subjected to temperature gradients. 

Again, the output of a preceding stage or component of a receiver is 
often regarded as the input circuit of a given following stage or com¬ 
ponent, and under such conditions one must inquire into the character 
of the preceding stage or component. For example, the preceding 
component which acts as input circuit may include a crystal or tube 
detector or frequency converter. Such an element is in general non¬ 
passive and hence is incapable of exhibiting true thermal equilibrium. 
The same holds true if the preceding component is another amplifier 
stage gr if it includes any form of loading due to a tube or other non¬ 
passive element. 

Still again, when the input circuit includes an antenna, the radiation 
resistance of the antenna is very seldom in a condition of strict tempera¬ 
ture equilibrium. This is because the radiation field seen by the antenna 
couples the latter with sources of radiation of all descriptions, such as the 
terrain, the atmosphere, and even the sun and other astronomical bodies, 
and such sources of radiation are far from being in thermal equilibrium. 
However, it is frequently useful and a sufficiently good approximation to 
regard the antenna to be in thermal equilibrium with the outside spabe. 
Whether or not this is so, it is common practice to specify the over-all 
sensitivity of a receiver in terms of the thermal noise that would be 
produced by the antenna’s radiation resistance if the latter were in true 
thermal equilibrium at room temperature. 

Similarly, the sensitivity of any amplifier stage or component is, for 
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the sake of standardization, defined in terms of the thermal noise that its 
effective signal source would produce if the latter were in thermal equi¬ 
librium at room temperature. 

12*7. Amplifier Sensitivity: Definition and Theoretical Discussion of 
Noise Figurei Available Power Gain, and Noise Temperature,—At the 

beginning of this chapter the manner in which the noise in an amplifier 
sets a limit to the amount of useful amplification was discussed qualita¬ 
tively. It was there indicated, again qualitatively, that as the level 
of the noise is lowered, the amplifier is able to detect smaller and smaller 
signals; in other words, the sensitivity of the amplifier is increased. 

There is an absolute limit to the sensitivity that can be obtained with 
an amplifier, which is set not by the amplifier itself but by the signal 
source that feeds it. For the signal source of any amplifying system is 
itself always a source of noise even if the remainder of the amplifier is not. 
As has been seen in the preceding section, the input circuit of an amplifier 
(which contains the signal source) is to be regarded, under ideal condi¬ 
tions, as a source of thermal noise at room temperature. Of course, it is 
theoretically possible to lower the temperature of a source of true thermal 
noise indefinitely and thereby to eliminate completely its thermal noise. 
But, practically speaking, the ultimate signal source of an amplifier, 
whatever it may be, is usually beyond the control of the observer, as far 
as the regulation of its ^temperature is concerned. 

Thus, if the ultimate signal source is the radiation field seen by an 
antenna, it is obviously impossible to suppress completely the sources of 
noise in the surrounding terrain, atmosphere, and other more or less 
remote seats of electromagnetic energy. Similarly, if the ultimate signal 
source is a communication network, a microphone or television scanning 
system, an ionization chamber, a photocell, or a counter, the ultimate 
sources of noise residing in the signal source are partially or wholly 
beyond the control of the observer. 

Therefore, since in most cases the ultimate signal source approximates 
in behavior a passive impedance in thermal equilibrium at room tem¬ 
perature, it is reasonable to adopt the convention that the absolute limit 
to an amplifier’s over-all sensitivity is fixed by regarding its ultimate 
jsignal source as a source of thermal noise at room temperature. If, in any 
particular case, the ultimate signal source produces more or less noise 
than this rule would assign, a corresponding correction can be made in 
specifying the amplifier sensitivity for the particular case in question. 

In this section, for the purpose of dealing quantitatively with the 
problem of amplifier sensitivity, it will be convenient to introduce the con- 
c^ts of noise figure, available power gain, and noise temperature. These 
quantities will be defined for ap amplifier component network, and 
methods will be presented for measuring them by means of electron tube 
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noise standards. For the sake of generality, the amplifier component 
network in question will be considered as the first of two networks in 
cascade, and the definitions will be phrased in terms of suitable output 
noise powers, registered in the output of the combined network. 

Network Block Diagram ,—In Fig. 12*16 the two component networks 
are shown in cascade, with their terminals (11), (22), and (33) located 
across the shunt output resistances Ri of the signal source and R 2 oi 
Network 1 and the shunt resistance R^ of the power detector, respectively. 
The input impedances Zi of Network 1 and Z 2 of Network 2 include the 
reactances shunting their respective signal sources Ri and R 2 , and the 



Fio. 12 * 16 .—Two component networks m cascade. 


output impedance Zz of Network 2 includes the shunt reactance of 
the power detector, which registers the power Pa absorbed in Rz. 

With a thermal signal source of resistance Ri at room temperature 
T, the sources of noise in the configuration of Fig 12*16 are (1) a thermal- 
noise current ii whose statistical spectrum is 


-^5 2kT 


(512) 





and (2) an arbitrary number of statistically independent excess noise cur¬ 
rents and in, impressed across in¬ 
ternal branches (mm) of Network 1 
and (nn) of Network 2, whose sta- M 
tisticai spectra have arbitrary magni- 

tudes and respectively Thus, I2.i7.-First network of Fig. 

if Network 1 is passive and dissipa- 12 I 6 replaced by a thermal signal 
tionless, its shunt output resistance resistance R, at room 

R 2 will be the reflection of R\, and the 

only noise current will be ii. Otherwise the extra noise currents are all 
included in the 

In Pig. 12T7 the first component network is replaced by a thermal 
signal source of equal resistance Rt at room temperature T. In this 
configuration the terminal impedances remain unchanged, but the sources 
of nmse are (1) a thermal-noise curfwit it whose statistical spectrum is 
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and (2) the statistically independent excess noise currents u of Fig. 12-16. 
The output noise power in this case is Pb. 

Output Noise Power, —In the two configurations of Figs. 12-16 and 
12-17 the total output noise powers are, respectively, 

P. = Pi + ^ Pm + ^ P«, (614a) 


P» = P* + 2p«, (5146) 

n 

where 


Pi = 

[yPr(w)df = 


\Z^,(ju>)\^df, 

(516a) 


P •+- 00 




p* = 

P,ico)df = 

^2 

Ra 


(5156) 


/•+- 




p« = 

1 P„(«) df = 

Ra 


(515c) 


/•+« 

72 

r+ w 


p» = 

Pn(o:)df^ 

^3 


(615d) 

and where the transfer impedances Zn, 

Zs 3 , Zms, Z„3 refer 

to the input 


terminals (11), (22), (mm), (nn), respectively, and to the output terminals 
(33). 

Definition of Noise Figure, Available Power Gain, and Noise TemperOr 
ture, —For an arbitrary network the noise figure F, available power gain 
•W, and noise temperature t are 

F = total noise power output from network with a thermal signal 
source -f- noise power output from thermal signal source, 

W = noise power output from thermal signal source noise power 
output from thermal output impedance, 
t 5= total noise power output from network with a thermal signal 
source noise power output from thermal output impedance. 

In terms of the output noise power expressions of Eq. (615), these 
definitions lead to the following equations for the noise figure Fi, available 
power gain Wi and noise temperature h of Network 1, and for the noise 
figures Fi of Network 2 and Fu of the combined network: 



(516a) 

(6165) 
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Pi + ^ Pfn 





(516c) 

‘ Pt 


= Fi’W,, 


(516d) 

p,+yp. 



II 


(516c) 

p. + (2 p. 

• 2 '-) 



n 

(616/) 

fit 


_ p , Ft — l 


(516j/) 

_ -h Fa — 1 

•Wi 


(516/i) 


Single-frequency Noise Figuren, Available Power Gain, and Noise 
Temperature. —If, through suitable filtering, the output power detector 
in Figs. 12*16 and 12*17 is made to respond only to the noise powers 
P{o)) A/ within a narrow band A/ at the angular frequency o) = %rf, these 
single-frequency powers may be used in Eq. (516) to define and measure 
the single-frequency noise figure Fi(w), available power gain 'Wi(a?), and 
noise temperature ^i(w) of Network 1, and the single-frequency noise 
figures F 2 (w) of Network 2 and of the combined network. The 

explicit forms of these quantities are [c/. Eqs. (515) and (516)] 


Fi(co) - 1 -h 



^ |^m8(ico) ' 






ii(w) = 


Ft{w) = 1 + 



8(i«)] 


P..» - P.W + 


(517o) 

(517b) 

(517c) 

(517rf) 

(517«) 


From these equations it can be shown that Fi, Wi, h, Ft, and Fu are 
WMghted means of their single-frequency analogues, with weight factors 
given by one or another of the normalized pass bands 


B.(«) 


\Zit{jw)\^ 

/.V IZuiM'df 


(518o) 
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of the combined network or Network 2, respectively; thus 


Fi = Fi(w)Bi(w)df, 

•Wi = ^ V?i(w)Biicc) df, 

ti = j tiiw)Bt{w) df, 

/ +- 

F2((*>)B2(o)) dfj 

F12 “ y* ^ 12(<^)Bi(u)) df. 


(5186) 


(619a) 


(5196) 


(519c) 


(619d) 


(519c) 


Noise Measurements with Electron Tube Noise Standards. —If, in the 
configuration of Fig. 12*16, electron tube noise standards are placed 
across the terminals (11) and (22), there will be impressed across these 
terminals pure shot-noise currents Afi and Ai 2 whose statistical spectra 
are arbitrarily variable and known in absolute magnitude from the 
formulas 

WIP = c/i, (620a) 

= c/2, (5206) 


where Ii and 1 2 are the arbitrarily variable direct currents of the respec¬ 
tive noise standards. 

Furthermore, if the two noise standards are tuned to zero admittance 
for the frequencies passed by the combined network and Network 2, 
respectively, then the incremental output noise powers registered at the 
terminals (33), due to the respective shot-noise currents Afi and Af 2 , will 
be 



(521a) 


(6216) 


where the transfer impedances Ziz{jo)) and Z 2 z(j(a) remain unmodified by 
the presence of the two electron tube noise standards; for if either noise 
standard has an admittance that is irremovable, it is generally possible 
to remove the equivalent amount of admittance from the networks 
themselves. 

With two noise standards thus applied to the circuit configurations of 
Figs. 12*16 and 12*17, the quantiti^ Wi, fi, ^ 2 , and Fit can be directly 
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measured, and Fi can be calculated from these quantities with the aid of 
Eq. (516d) or (516g). 

Measurement of Available Power Gain *Wi.—In the configuration of 
Fig. 12-16, bring the two noise standards across the terminals (11) and 
(22) alternately to arbitrary direct currents Ii and hy and note the 
corresponding incremental output noise powers APi and APs [cf. Eqs. 
(621)]. Now from Eqs. (515) and (516) 


„ . /g\ p: 

/_V 

and hence, from Eqs. (512) and (513), 

/p\ /.V \ZuUo>)l^df 

•Wi = (^) -;- 

^ \Z2z{jo))\^ df 


Therefore, from Eqs. (521), 




ItRi AP1 

TlRiIFi 


(522) 


(623) 


(624) 


Thus Wi can be measured by means of Formula (524) by noting the ratio 
of the incremental output noise powers APi and AP 2 corresponding to 
arbitrary direct currents /i and J 2 if the resistances Ri and Rz are known. 

Measurement of Noise Temperature ti. —In the configuration of Fig. 
12'16, note the total output noise power 

P. = Pi + ^ Pm + ^ P». (525) 


Then, c hang ing to the configuration of Fig. 12-17, bring the noise standard 
across the terminals (22) to a direct current such that the total output 
noise power P» -f AP 2 is the same as the total output noise power P« in 
Fig. 12-16. Then, since 

P6 = P* + ^P«, (626) 

n 

it follows that 

Pi + ]^Pm = Pi + AP, (627) 

m 

and 

p. + 2i>. 

._•»_ 


(^8a) 
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= 1 + ^- 

(6285) 

Now, from Eqs. (513) and (515), 



(629) 

while, from Eqs.’(5216) 


AP* = \ZM\^df. 

(530) 

Hence 



(531) 

For an assumed room temperature 7"= 290®K, {el2kT) 
that, for this assumed value of the room temperature, 

= 20 volts-*; so 

= 1 -f- 20 / 2 / 22 - 

(532) 


Thus, from the value of It in amperes and that of Rt in ohms, <i can be 
measured by means of Formula (532). 

Measurement of Noise Figure Ft. - In the configuration of Fig. 12-17, 
bring the noise standard across the terminals (22) to a direct current It 
such that the ori^nal output noise power 


is just doubled. 


Now 


so that 


Then 



(533) 


4^" 


= 1 + " , 

Pi 

(634a) 

Pt 

~ Pi 

(5346) 

APt 

Pi' 

(534c) 

APs = (^) \Zii(j<»)\^df, 

(635o) 


(5356) 



(536) 
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Thus, at the room temperature assumed above, F 2 can be measured from 
the value of h in amperes and that of R 2 in ohms by means of the 
formula 


F 2 = 20 / 2 / 22 * 

(537) 

Measurement of Noise Figure Fu .—In the configuration of Fig. 12-16, 
turn off the noise standard across the terminals (22) and bring the noise 

standard across the terminals (11) to a direct current Ii 
original output noise power 

such that the 

p« = Pi + + 

(538) 

m n 

is just doubled. Then 




p« = 1 + p " . 

^ 1 

(530o) 

Pa 

Pi 

(5396) 

APi 

(539c) 

" Pi' 

Now 


= (f;) /_7 |Zi30«)|*d/. 

(540) 

while, from Eqs. (512) and (515), 



(541) 

Hence 



(542) 


Thus, at the room temperature assumed above, Fu can be measured 
from the value of Ii in amperes and that of Ri in ohms by means of the 
formula 

^42 ~ 201 iRi, (543) 

Limitations of the Foregoing Methods ,—The usual definitions of mean 
noise figure, available power gain, and noise temperature break down 
whenever the signal source resistance Ri varies with frequency through 
the pass band of the combined network or the output resistance R 2 of 
Network 1 varies with frequency through the pass band of Network 2. 
However, the definitions of single-frequency noise figure, available power 
gain, and noise temperature retain their meaning at any frequency oi at 
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which the frequency dependent signal source resistance i?i(w) and output 
resistance BsCcu) do not become negative, and these single-frequency 
quantities can therefore be measured by the foregoing methods at any 
such frequency, provided the ohmic resistances R\ and employed in 
these measurements are made equal to -Ri(a>) and 7?2(w), respectively. 
Furthermore, if fliCw) and TZaCw) are positive at all frequencies passed 
by the networks, it is possible to generalize the definitions of mean noise 
figure, available power gain, and noise temperature by expressing these 
quantities as weighted means of their single-frequency analogues, in 
accordance with Eqs. (519). 

If Ri(o)) becomes negative at any frequency co, it becomes impossible 
to define Fi(u)), "Wi(o)), or operationally in terms of physically 

realizable measurements. Similarly, if jB 2 (w) becomes negative, it is 
impossible to define operationally 'Wi(co), ^i(w), or F 2 (co). In the latter 
case Fi(o)) and F 12 ( 03 ) can be defined and ^ 12 ( 0 ?) can be measured provided 
Ri(<a) is positive, but the dependence of Fi 2 (a>) upon the excess noise of 
Network 2 can no longer be expressed in terms like those of Eqs. (516^) 
and (516A). 

Strictly speaking, these limitations are not attributable to the particu¬ 
lar methods of measurement but are inherent in any operational definition 
of noise figure, available power gain, and noise temperature. However, 
for theoretical purposes it is possible and also sometimes useful to 
generalize the definition of these quantities^ in the same sense that 
attaches to our generalization of Nyquist^s thermal-noise theorem. 

Specification of Noise Figure^ Available Power Gain^ and Noise Tem^ 
peraiure .—The single-frequency noise figure Fi(co), available power gain 
and noise temperature <i(w) of a given network are not, in general, 
attributes of this network alone but are dependent upon the output 
impedance of the signal source and the input impedance of the following 
network. Therefore, along with measured values of these quantities, the 
corresponding values of these impedances should be specified. 

Furthermore, the mean noise figure Fi, available power gain Wi, and 
noise temperature ti of the given network are, in general, dependent upon 
the bandpass characteristic of the following network. Therefore, along 
with measured values of these quantities, the corresponding bandpass 
characteristic of the following network should be specified. In the 
special case when Fi(oj), •Wi(w), or <i(w) is frequency-independent, the 
mean quantity is equal to the single-frequency quantity and is then 
independent of the bandpass characteristic of the following network. 

12*8. Amplifier Sensitivity: Methods of Improvement by the Sup-* 
pression of Tube Noise.^—In the design of an amplifier component net*- 

^ K. J. Schremp, to be published. 

* a. also E. J. Schremp, to be published. 
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work for operation at low signal levels, one objective is to reduce the noise 
figure to a minimum, subject to certain other practical requirements. 
From Eq. (517a^it k seen that to achieve this, it is necessary to minimize 
both the ratios and the ratios The ratios ^/5f 

depend upon the signal source resistance and upon such internal char¬ 
acteristics of the network as the resistance elements, tube types, and 
operating voltages used. The ratios \Zmz{jt*>)/Zu{j(a)\^ between the 
responses to excess noise and the response to signal depend exclusively 
upon the amplifying properties of the network. In order fully to 
minimize these ratios, it is not generally sufficient merely to maximize 
the signal transfer impedance ZiaO^). Rather, it is necessary also to 
manipulate (for example, by means of internal feedback) the excess noise 
transfer impedances Z^sUw) so as to suppress wholly or partially the 
output excess noise, even at a possible sacrifice in the signal gain. 

As each of the terms of Eq. (517a) of the form (^/ii)lZ,» 3 (jw)/Zi 8 (jw )|2 
tends to zero, the noise figure of the amplifier component network 
approaches unity. In this limiting case the network is said to be an 
ideal amplifier. Although any one term of this form may be made to 
vanish in four possible ways (i e., by letting im or Zmzijoo) approach zero 
or by letting ii or Zu(jo)) approach infinity, the two ways that correspond 
to the condition 


Zizijo)) 


(644) 


will be of most concern in what follows. When, for each independent 
excess noise source m, Eq, (544) is fulfilled, it is generally fulfilled at only 
one frequency, and therefore the amplifier network is ideal at only one 
frequency. It is, in general, possible to achieve the conditions of Eq. 
(544) for each noise source m in one or more w^ys by establishing con¬ 
straints on the values of the branch admittances of the amplifier network, 
as implied by Eq. (544) and more explicitly indicated when one has at 
hand the explicit expressions for the transfer impedances Zmsijo)) and 
Ziz(Jo)) for the particular amplifier network in question. These condi¬ 
tions for an ideal amplifier are therefore, in a sense, analogous to a set of 
bridge balance conditions. 

Thus, in order to deal adequately with the problem of suppressing 
tube noise in amplifiers, it is advisable to begin with a discussion of the 
various possible circuit arrangements that can be built around a single 
tube (here, for simplicity, assumed to be a triode) in such wise as to yield 
no response in the output to the shot noise generated by that tube. 
Hence the single-triode case will be considered here in enough detail to 
afford a fundamental understanding of our method of approach. Although 
other, more complicated cases are not treated here, the methods in such 
cases are but simple extensions of those described here. 
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As has been seen, the source of shot noise in a triode tube, at least at 
relatively low frequencies where transit time is unimportant, may be 
regarded as a constant-current generator impressed between the cathode 
and plate. Hence, those circuit arrangements containing a single triode 
in which the transfer impedance between this current generator and the 
output terminals vanishes vd\l be considered first. 

Accordingly, it is necessary to begin with a brief discussion, first of 
the branch admittances encountered in a general triode circuit and second 
of the transfer impedances encountered therein. 

Branch Admittances of an Isolated Triode ,—An isolated vacuum-tube 
triode (i.e., one without external circuit elements attached) constitutes a 
three-node network, in which the three electrodes c, g, p (cathode, grid, 
plate) are the three nodes. The nodal network equations for it can be 
written 

im = (m, li = c, g, p) (545) 

where im is the net alternating current entering the node m, Cm is the 
alternating voltage of the node m, and 


^im 

dCn 


(m, n = c,g, p) 


(546) 


is the negative of the branch admittance between nodes m and n (which has 
a definite sense, for it may not be bilateral). These branch admittances 
satisfy the relations 


They form a three-by-three array 

(Yt 


= 0 

(m, iJt=^c,g, p.) 

(547) 

Yi 

Yi] 



Yi 

Yi\ 


(548) 


FjJ 




in which, according to Eq. (547), the sums of all rows and all columns are 
zero. Therefore, the diagonal admittances 7®, Fj,' Ff are derivable from 
the nondiagonal admittances (the actual branch admittances) through 
the relations [cf. Eq. (647)] 


-Yi - F» -f F? = FJ -f F;, 
-FJ = Ff + F® = FJ -H Yi, 
-FJ = F»-I- F5 = Fr-b Yl 


(549a) 

(5495) 

(549c) 
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Now if 



(660a) 

(6506) 

(660c) 


are the (bilateral) interelectrode capacitances of the triode tube and 
and Vp are its mutual conductance and plate resistance, respectively, it 
may be readily deduced from the defining Eqs. (646) or from the low- 
frequency approximation to Fig. 12*12 that the branch admittances 
— Fj of an isolated triode possess the values set forth in the following 
array: 



c 

g 

P 

c 



gm + " + jo^Cpc 

rp 

g 

gm *+* j^Cae 

1 

•+• j<*>Cpg 

p 

^+jo^C^c 

rp 

\ _ 



(661) 


The diagonal elements ¥% I'J, are not exhibited in this array; but as 
previously mentioned, they are to be found with the aid of Eqs. (649). 
It will be noted that none of the nondiagonal admittances (the actual 
branch admittances) is bilateral; for instead of the relations 

FS - FS = Yi ~ FJ = F? - FJ = 0 (662) 

which characterize bilateral branch admittances, we find the relations 

Yi - F? = ¥$ - FJ = F? - F; = (663) 

Branch Admittances of a General Three-node Triode Network. —The 
branch admittances — F” just discussed above are intrinsic to a triode. 
If across every nodal pair (m,n) an external admittance of arbitrary value 
— AF^ is attached, then one has for branch admittances the negatives 
of the quantities 

Yt - Y^ + AF« (m, n = c, g, p), (664) 

and the resulting network will constitute what may be called a general 
three-node triode network. 

If every external branch admittance — AF;;* is bilateral, i.e,, if 

AFJ - AF» =0 im,n^ c, g, p), (655) 

then the resulting network will be referred to as bilaterally loaded. 
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Transfer Impedances of an Isolated Triode: Definition .—The nodal 
network equations (545) may be rewritten in a way that expresses the 
nodal voltages e., in terms of the nodal currents im, thus: 



2^ (m, c,g, p). 

(666) 

If, further, e,m is defined 

as the internodal voltage difference 




(667) 

and if 

= ^tn _ 

"r "r > 

(558) 

then, from Eq. (556), 

^mn ~ 

(669) 




Again, if it is assumed that the nodal currents im are expressible solely in 
terms of internodal constant-current generators inm, flowing from node n 
to node m, according to the relations 


^in ““ 



(m, c,g, p), 


then Eq. (559) can be rewritten thus: 


(660) 


Finally, if ' 


®mn 




Z^n = ^mn _ 


(561) 

(562) 


and if it is noted that the dummy subscripts n, vin Eqs. (561) are inter¬ 
changeable and that 

^mn “ “ ^nm, (663) 


it follows that Eq. (561) can be written in the form 



ft p 


(m, n,p,v^ e, g, p). , (564) 


There has thus been introduced a set of coefficients each of which 
possesses a definite physical meaning; namely, if, between a certain nodal 
pair (r,«) a constant-current generator %,»is impressed, then there will 
result across any other (or the same) nodal pair («n,n) a voltage difference 


« -ZTir.. 


(566) 
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The coefficient Z”" is, therefore, the negative of the transfer impedance 
between the input nodal pair (r,8) and the output nodal pair 
If Eqs. (645) and (556) are considered together, 


— 



(666o) 

( 6666 ) 


and are substituted one in the other, it is found that 


^ ^ yJ•z^!^, = V^ 1 rz**, 

(667o) 

e« = ^ 2 Z^Vie, = ^ ^ ^”7“. 

(6676) 

fl V V fl 

Now let 


^ r“Z? = s,,, + 

M 

(668a) 

^ zyr; = 8„, + B„„ 

(5686) 

where Smp is the Kronecker symbol, for which 


fimr = 0 {m 7 ^ v) 

= 1 (m — v) 

(669a) 

(6696) 

and where Bmp are to be determined. On substituting Eq, (568) in 

Eq. (567), it is found that Ampt Bmp must be such that 

^ Am,i, = 0, 

(570a) 

^ = 0. 

(5706) 

V 

The only way for Am. to be other than zero is for a linear dependency to 
exist among the nodal currents im and similarly for the B„, and the nodal 
voltages e„. Such a linear relation does exist for the in and is of the form 

ip — 0, 

(571) 


P 


whence it can be concluded that Am* may be any constant But 
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ordinarily no other such linear relation exists among the i„, and no such 
relation at all exists among the e„. Hence Am, = Am, Bm, = 0, and 
therefore 


2 

X 


Y^Zt = &m, 
Z^Yt = Bm,. 


+ Am, 


(572a) 

(6725) 


Further, according to Eq. (558), 


X 


ZrY^ = B„r 


8nr» 


(673) 


and, in view of Eq. (547), 

^ Y”Zr = Smr + (674) 

/* 

Hemce, by Eqs. (562) and (547), 





or, by a slight change of subscript notation. 


(676o) 

(6765) 


^ ^ = Bm, - Bm. (m, n, r, s, m = c, g, p). (676) 

M M 


Either set of Eqs. (576) allows the transfer impedances —Z^ to be 
evaluated in terms of the branch admittances — for an isolated triode. 

Transfer Impedances of an Isolated Triode: Evaluation ,—If in Eq. 
(676) m takes on successively the values r, «, f, where r, s, t = c, g, p m. 
any cydic order, then Eq. (576) may be written thus: 


X 

X 

M 

X 


Y'Ziff = 

ii 

(677a) 

Fjz?; = 

^ z?„Fr = -1, 

(6775) 

Yiz?: = 

XI' 

^3 

II 

P 

(677c) 
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Of these three equations, only two are independent, since [c/. Eq. (547)] 

n + + n = J"? + y; + Ff = 0. (578) 

Setting n = 8 in Eq. (577), the result, written out in full, becomes 

Y\Z?. + yjZJJ = ZllYl + ZllY* = 1, (579a) 

+ yjzf; = z-jy; + z^j*. = -i, (6796) 

y*Z" + y'Zfi = z?.Yi + Zfjyj = o, (579c) 

where Eq. (579c) is also seen to follow from Eqs. (579o) and (5796) by 

simple addition. 

Now it will be observed from Eq. (579c) that 

yjz« = y{Z;‘, (580a) 

YlZY, = Y\ZZ, (5806) 

or, in other words, that 

Z« z;* Zi; 1 . . ^ 

jy=yr=j^ = ^ = invariant. (581) 

These invariant relations can be put in the more concise form 

7ab 1 

^ = invariant, (682) 

where a, 6, c 
states that 


and hence it shows that every transfer impedance is proportional to a 
certain corresponding branch admittance, with a proportionality factor 
1/A that is invariant for all transfer impedances. The invariant quantity 


A may be found by substituting Eq. (582) in Eq. (579). 
becomes 

Thus Eq. (579) 

YiY\ - Y\Y* = y;y] - yjyj = a. 

(584a) 

y;y{ - yjyj = yjy] - yjyj = -a, 

(5846) 

y*y‘ - yjy* = yiyj - y\y\ = o, 

(584c) 

or, in other words, 


A = a: = a; = A* = A* = A? = A? 

(585a) 

= A,« = AJ = Af 

(5856) 

= AJ = AJ = AJ, 

(585c) 


= r, s, ^ in any cyclic order. Written out in full, Eq. (582) 




y? 


y? 


y? 


Y% 

m = i 

yj y? Yi a' 


Top Zp” 1 
tss. = ±£2 = ±, 
Y% yj a’ 


(583a) 

(5836) 

(583c) 
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where AJf is the cofactor of FJ* in the determinant |Fj| of the array (548). 

From Eq. (585) and the branch admittance array (551), it is found 
that 

A = j(»>Cffp{gm — j<^Cgp) + jo)(Ceg + Cgp) + jci)(Cgp + Cpc) J (586) 

Evidently A wilUvanish only when the frequency a? is zero. Accordingly, 
every transfer impedance of an isolated triode will be finite at frequencies 
w 7 *^ 0, becoming neither infinite nor zero, as may be seen from Eq. (586) 
and the array (551). At zero frequency the branch admittances — Fj, 
— Fj, — Fj vanish, and accordingly, from Eqs. (583) and (586), the 
corresponding transfer impedances — remain finite; 

whereas, since all the remaining branch admittances remain finite, the 
remaining transfer impedances all become infinite. 

Therefore, in an isolated triode, all of the responses to shot noise, 
indicated by Zjj, Zjj, are finite at all frequencies; so that here the 
condition of zero shot-noise output is never attainable (except, of course, 
at infinite frequency). On the other hand, the response to any signal 
placed across any nodal pair other than the plate-cathode pair becomes 
infinite at zero frequency, and hence the ratio of shot noise to signal 
output, at any output nodal pair, becomes zero at zero frequency. 

Transfer Impedances of a General Three-node Triode Network, —The 
transfer impedances — Z^" discussed in the last several paragraphs relate 
to an isolated triode. However, all of the general relations there set 
forth, for both branch admittances and transfer impedances, apply 
equally well to a general three-node triode network provided the (nega¬ 
tive) branch admittances of an isolated triode are replaced by the 
branch admittances (negative) 

Yf =: F« -j- AF? (587) 

of a general three-node triode network and provided the (negative) 
transfer impedances Z^** of an isolated triode are replaced by the transfer 
impedances (negative) 

ZS"' = Zs« + AZS" (588) 

of a general three-node triode network. In this way, the new transfer 
impedances — ZS" are defined by the relationships of Eqs. (583) and 
(584), now written with the F's and Z’s primed rather than unprimed. 
Thus, in particular, 



and 

Fj'Ft' -- Yl'Yl' « A', (690) 
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where a.hjC^ r, t in any cyclic order, thereby defining the in 
terms of the Fj'. 

This procedure of defining the in terms of the suggests that 
the branch admittances — nre capable of independent variation 
[subject to the constraints of Eqs. (578) and (553)] whereas the are 
not. This is indeed the case, as will be found demonstrated in detail 
elsewhere.^ 

Conditions for Complete Suppression of Tube Noise in a Three-node 
Triode Network ,—It is always possible, at a single frequency wo, to reduce 
to zero the tube noise voltage developed between any pair of electrodes 
in a three-node triode network. If the two electrodes in question are 
designated by r, s (where r, s, t = c, gr, p in any cyclic order), then this 
condition of zero tube noise output is expressible in the form 

Z"' = 0. (591) 

Now, according to Eq. (589), 

(692) 

Hence, as long as A' is not zero, the condition of Eq. (591) is equivalent 
to the condition 

Yf' = 0. (593) 

That is to say, if the tube noise voltage between nodes r and s is to be 
made zero, then the branch admittance F?' between the grid g and the 
remaining node t must be zero. 

There are three possible choices of output terminals, namely, (c,ff), 
ig,p), (p,c). For each of these terminal pairs, then, the corresponding 
condition for zero tube noise output is 

FJ' = 0 ic,g), (594a) 

F?' = 0 {g,p), (5946) 

F»' = 0 (p,c). (594c) 

According to Eqs. (587) and the admittance array (551), these three 
conditions can be written, at the frequency « = wo, 

—AF» = F» = -juoCgp {c,g), (595o) 

-AF; = F? = (p,p), (5956) 

—AFJ = FJ = +j<»o(Cgp + C„) (p,c). (695c) 

From Eqs. (595), it is clearly necessary that for each of these three cases, 
the corresponding external branch admittance (namely, —AY’, — AFJ, 
or +AFj) shall be purely reactive at the frequency «o. If in any one of 
these cases this external branch admittance happens to be arbitrarily 
assignable regardless of the external circuit arrangement, then it may 
^ E. J. Schremp, to be published. 
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be taken most conveniently to be an inductance that resonates, at the 
frequency a>o, the appropriate one of the three capacitances C^p, Cge, 
(C,p + C^). 

On the other hand, if this external branch admittance happens to 
include a part that is required by the external circuit arrangement, then 
it must also include the exact negative of that part. For example, if the 
part required by the external circuit arrangement is a positive resistance 
representing the signal source, then the total external branch admittance 
in question must contain a compensating part that, at the frequency wo, 
assumes the form of an equal negative resistance. Such a compensation 
can generally be achieved by the introduction of a fourth node, linked 
to the original three nodes (c,gr,p) by means of suitable passive branch 
admittance elements. However, the use of this device to eliminate tube 
noise must, in general, introduce a slight amount of excess thermal noise. 

In coimection with the three conditions of Eqs. (695) it is important 
to notice that not more than one of these three conditions should be 
simultaneously satisfied at the frequency wo. For if any two of these 
conditions are simultaneously satisfied, then by Eq. (578) the third will 
also be satisfied; and therefore, since 

A' - Ff rj' -- FS'F?', (696) 

it will follow that A' = 0 at w = wo. In this case, the tube noise 
voltage output will not be suppressed at any of the three terminal pairs 
ipfQ)} '■(PjC)* However, this case is again a favorable one from the 
point of view of signal-to-noise ratio, for it again corresponds to an 
infinite ratio of signal to noise, inasmuch as the voltage responses to 
signals applied elsewhere than between plate and cathode are all infinite. 
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MINIMAL NOISE CIRCUITS 

By Richard Q. Twiss and Yardley Beers 

13*1. Introduction.—The purpose of this chapter is to describe prac¬ 
tical methods by which amplifiers can be designed and adjusted to detect 
the weakest possible signals. The subject of the detectability of weak 
signals involves many aspects, including some factors external to the 
amplifier, such as the kind of signal, the manner in which the information 
is presented to the obser \rer, the time-duration of observation, and subjec¬ 
tive factors concerning the observer himself. These matters can only be 
mentioned in passing here; complete details can be found in another book 
of this series.^ 

In the amplifier itself, the principal factor is the relative amount of 
noise produced in the amplifier and in the signal source as compared with 
a perfect amplifier of the same pass band, which contains no noise except 
in the signal source. In other words, for a given bandwidth the principal 
factor is the noise figure. A less important factor is the shape of the 
bandpass curve. 

In this chapter attention is focused primarily upon methods of getting 
good noise figures. A few qualitative remarks concerning the effect 
of the pass band upon the detectability of weak signals are in order, 
however. In general, the spectrum of the input signal is distributed 
over a limited band of frequencies, while sources of noise produce noise 
over very much wider bands of frequencies. If the pass band of the 
amplifier is narrow compared with the signal spectrum, the detectability 
of signals is impaired because the output signal reaches only a fraction of 
its peak value. As the pass band is widened, the signals are reproduced 
more faithfully, and the reproduced signal reaches its peak value. At the 
same time, if the gain is held constant, both the total signal and noise 
output powers increase. An optimum width is ultimately reached. For 
still wider pass bands the output noise power continues to increase 
steadily, but the output signal power increases hardly at all; hence the 
detectability of weak signals deteriorates. The bandwidth can vary 
considerably in either direction from the optimum value, however, before 
the detectability of weak signals is greatly impaired.* From the point of 

»See Threshold Signals, Vol. 24, Radiation Laboratory Series. 

* With rectangular pulses, the optixnunx d-db bandwidth is 1.2 times the reciprocal 
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view of detectability of weak signals, therefore, selection of the optimum 
bandwidth is not critical and may be determined by other factors, such as 
frequency instability of the signal source. 

The first part of this chapter is concerned with the basic properties 
of the tube itself, such as noise figure, available power gain, and stability. 
In Secs. 13*9 and 13*10 this information is used as the basis of a discussion 
of the relative advantages of various possible tube configurations. It is 
shown that to obtain the best possible noise figure it is desirable to use a 
double-triode input combination consisting of a grounded-cathode triode 
followed by a grounded-grid triode. 

Not very much attention is paid to the design of interstage coupling 
networks, because when the double triode input configuration, mentioned 
above, is used, these circuits do not have an important effect upon the 
noise figure. The input network that couples the source to the first tube 
is, how^ever, of primary impori^ance, because its design and adjustment 
can make a considerable difference in the noise figure. For narrowband 
receivers a straightforward single-tuned circuit can be used as input 
network. To obtain good noise figures with wfider bandwidths, however, 
double-tuned circuits or feedback loading must be used. 

From the previous paragraphs, it can be inferred that a good noise 
figure often can be obtained only at the cost of more critical adjustment, 
extra components, and compromises on other characteristics of the 
amplifier. The improved performance is usually worth the difficulty 
encountered in obtaining the best possible noise figure, but under some 
circumstances it is not. 

For example, suppose that the amplifier is a radio receiver working 
under conditions in which atmospheric noise is predominant. The 
sources of noise within the amplifier would have to be very strong to 
influence the total noise level appreciably, and there would be little 
advantage in having an exceedingly good noise figure. In more quantita¬ 
tive terms, if the antenna were replaced by a resistor of value equal to the 
radiation resistance of the antenna, all the sources of noise could be 
represented (according to the definition of noise figure in Sec. 12*7) by a 
generator having an available power of FkTB. Part of this, kTBj is due 
to the resistor, and the other part, (F — l)kTB, is due to the amplifier. 
(The noise figure F as used here is a dimensionless ratio.) Because the 
antenna is in a strong electric field produced by atmospheric disturbances, 
its available noise power is larger by a factor t (called the equivalent 
antenna temperature) than that of the resistor at room temperature. 

pulse length, and the detectability of weak signals does not deteriorate more than 1 db 
until the bandwidth is either approximately three times or one-third the optimum. 
Further details are contained in Threshold Signals, Vol. 24, Radiation Laboratory 
Series. 
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Consequently, when the antenna is connected, all of the sources of noise 
combined have an available power 

Pan-- {t+F - l)kTB. (1) 

The minimum detectable signal is proportional to Pan- 

The meaning of Eq. (1) can be clarified by considering a numerical 
example. What is the improvement in minimum detectable signal if F 
is improved from 2.00 (3 db) to 1.59 (2 db) given (1)^=1 and (2) 
/ = 10? In Case (1), the quantity in the parentheses in Eq. (1) is equal to 
2.00 when F = 2.00 and 1.59 when F = 1.59. The ratio of the two values 
of Pan is 0.79, or 1 db, indicating that a 1-db improvement in noise figure 
causes a 1-db improvement in minimum detectable signal. In Case (2), 
the values of the quantity in parentheses are respectively 11.00 and 
10.59, and the ratio of the values of Pan is 0.96, or 0.17 db. Hence, in this 
case, a 1-db improvement in noise figure causes only a 0.17-db improve¬ 
ment in minimum detectable signal. This improvement in noise figure 
would hardly be worth while if an extra tube would have to be added in 
the amplifier to attain it. 

Another situation to be considered is one in which the amplifier 
derives its signal from another network (which might contain other 
amplifiers or frequency converters). The noise figure of the combination 
is given by Eq. (12‘516gr) which is repeated here for convenience: 

F=Fr + ( 2 ) 

where F — noise figure of the combination, 

Fi = noise figure of first network, 

Ft = noise figure of the second network (the amplifier under 
consideration), 

•Wi = available power gain of the first network. 

(All quantities are expressed as pure ratios.) The second term on the 
ri^t, which expresses the contribution of the amplifier under considera¬ 
tion, contains a factor of Wi in the denominator. Hence if Wi, the gmn 
of the first network, is large, any sources of noise within the second 
amplifier have little effect on the noise figure of the combination. It is, 
therefore, useless to expend much effort in making the noise figure of the 
second amplifier very good. If the gain of the first network is small, 
however, the reverse is true. Some o^er consequences of Eq. (2) are 
discussed below. 

If the first network consists of a crystal converter and the second 
is the i-f amplifier of a receiver, 'V^i is low, and the noise figure of the 
am plifier following it ismoderately important. According to convention, 
when discussing crystal converters, the noise figure of the crystal is 
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written as the product of the loss ratio l/'W of the crystal and another 
parameter called the equivalent crystal temperature t. The symbol t is 
defined as the ratio of the available noise power at the i-f terminals of the 
crystal to that of an ohmic resistor at room temperature. The expression 
for the over>all noise figure Eq. (12-516A) is repeated here. 

+ 1), (3) 

wherein all quantities are expressed as pure ratios. 

It is illuminating to consider a numerical example. What is the 
effect on the over-all noise figure when Fn is improved from 2.00 (3 db) to 
1.59 (2 db) if the crystal temperature has a typical value of 2? In the 
first case, the quantity in the parentheses in Eq. (3) is 3.00, and in 
the second case it has a value of 2.59. The improvement in the over-all 
noise figure is the ratio 3/2.59 = 1.16 = 0.64 db (the gain having 
canceled out). This is comparable to the 1-db improvement in F 2 . In 
this example, it has been supposed that the local oscillator has contributed 
no noise. This assumption is valid in many practical cases, especially 
those in which the intermediate frequency is large compared with the 
signal frequency or in which a balanced mixer is employed. 

Now consider what would have happened to this result if local 
oscillator noise had been present. The local oscillator generates noise 
that is concentrated mainly in a frequency band surrounding the local 
oscillator frequency. If the intermediate frequency is a small fraction 
of the radio frequency, an appreciable amount of this noise is at the 
signal frequency and is converted to the intermediate frequency. This 
i-f noise produces an increase in the equivalent crystal temperature. 
Suppose that the local oscillator noise has caused the equivalent crystal 
temperature to increase from 2 to 6. Then as F 2 is improved 1 db from 
2.00 to 1.59, the over-all noise figure is improved only by the ratio 
7/6.59 = 1.06 = 0.26 db. This relatively small improvement would not 
be worth while if it involved the addition of many parts. 

13«2« Basic Noise-figure Considerations.—multistage amplifier 
can be represented as a chain of boxes connected between the signal source 
and the indicating device. Each box contains an electrical network, a 
pair of input terminals, and a pair of output terminals. Boxes of two 
general types occupy alternate positions in the chain. One type contams 
vacuum tubes, sources of d-c power, and decoupling filters. The ampli¬ 
fier designer can choose the tube-type, whether to use a pentode or a 
triode; and the tube configuration (grounded cathode, grounded grid, or 
grounded plate). 

The second type of box contains coupling networks consisting of 
reactances and resistances. The designer is free to choose the form of 
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these networks to give the optimum noise figure, subject to the condition 
that the over-all transfer characteristics of the amplifier meet the required 
bandwidth specifications. The most important of these networks from 
the point of view of noise is the one between the signal source and the first 
tube. Basically, the network is an impedance transforming device. It 
is connected between the signal source and the input terminals of the first 
box, which contains a vacuum tube serving as a load for the signal source. 
This first network usually contains only those resistive elements which 
are unavoidable in practical reactances, because, as will become evident 
later, the noise figure deteriorates when dissipative elements are added 
to the input circuit. In certain special cases, however, it may be neces¬ 
sary to use dissipative elements to broaden the bandwidth, even at the 
cost of some deterioration in noise figure. 

The signal source is not only the origin of the signal but also the origin 
of a certain amount of noise, partly due to the thermal-agitation effect 
within its resistive elements. Its internal impedance is the same when 
it is acting m a source of signal as when it is acting as a source of noise. 
The ratio of signal power to noise power Pn, which the signal source 
dissipates in the load, is therefore independent of the value of the load 
impedance or the adjustment of the coupling network. This is true if 
the effect of the small unavoidable resistive elements within the network 
is neglected and it is assumed that the pass band of the network remains 
wide compared with that of the circuits which follow the first stage. The 
maximum values of P, and P« both occur when the load impedance is 
matched to the signal source and are independent of the value of the load. 
Thus, the addition of the coupling network to the signal source does not 
alter the available signal power P« or noise power Pn of the signal source 
but only the value of the impedance to which these powers are supplied* 
The load impedance, which is, of course, the input impedance of the first 
tube, contains sources of noise within itself. The amount of noise that 
the load dissipates within itself usually depends upon the impedance 
mismatch between it and the signal source. Thus the ratio of signal 
power to total noise power dissipated within the load^ varies with the 
adjustment of the first network. 

Usually the adjustment that causes this ratio to be a maximum is not 
the same adjustment that gives maximum gain. The latter condition is 
obtained with the signal source impedance matched to the load. Signal- 
toHEioise ratio can usually be improved by proper mismatch of the signal 

> The ratio of the available signal power to the available noise power at the output 
of the amplifier is equal to P«/P« if it is assumed that the noise generated by the load 
impedance represents all the tube noise. If the amplifier were ideal and had no sources 
of Aoise within it, this ratio would be equal to PJF%* The latter ratio divided by the 
former gives the noise figure according to the primary definition in Sec. (12*7). 



620 MINIMAL NOISE CIRCUITS [Sec. 18-2 

source to the input of the first tube, at the expense of gain which can be 
restored by later stages of the amplifier. 

In the preceding discussion, it has been implied that all the sources 
of noise within the amplifier can be represented as a single source of noise 
located in its input impedance. It will be seen later that if so desired, 
this representation can be achieved by certain simple artifices. The 
qualitative conclusion drawn from the previous argument is then per¬ 
fectly valid. The previous discussion has also been simplified by the 
assumption that the bandwidth of the coupling network is large com¬ 
pared with the bandwidth of the later circuits in the amplifier. This 
assumption implies that the over-all bandwidth, as well as the values 
of the impedances of the signal source and load averaged over the pass 
band, are independent of the adjustment of the input network. (If this 
assumption is not valid, these considerations are complicated in an 
additional way: The available power of the signal source and of all noise 
sources depends upon the over-all bandwidth of the circuit between these 
sources and the output indicating device.) Thus, the bandwidth asso¬ 
ciated with the sources of noise in the output of the first tube depends 
only upon the coupling networks following the first tube. The available 
power of this tube, therefore, is independent of the input network, 
whereas the available signal and noise powers of the signal source vary 
if the input network is made narrow. 

In order to calculate the noise figure of an amplifier in which the band¬ 
width of the coupling network is not large compared with the bandwidth 
of the later networks, it can be assumed that the pass band is broken up 
into narrow elements. The calculation for each element can then be 
performed as described above, and the results averaged with respect 
to the gain of the amplifier. The previous discussion can apply as an 
approximation, therefore, even to cases in which the input network has a 
narrow bandwidth. 

Noise Representation ,—source of noise can be represented in a 
variety of ways. It can be represented as a conventional electrical 
generator, which can then be described in terms of its internal impedance 
or admittance and one of the following: electromotive force, current 
strength, or available power. Various other representations arise from 
applications of the formulas for shot and thermal noise; and conversely, 
sources of shot and thermal noise can be expressed 'in terms of conven¬ 
tional generators. For example, the thermal noise in a resistor R can be 
expressed as a voltage E in series with a noiseless resistor 22, where the 
rms value £ is given by 

« ikTRB, (4) 

nvhesre k — Boltzmann’s constant « 1.380 X 10~®* joule per degree 
Kelvin, 
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B bandwidth in cycles per second, 

T >= room temperature in degrees Kelvin. 

The available power W, the maximum power that this noise source can 
supply to an external load, is obtained when the external load is matched 
to the source: 

TF = g = kTB; (5) 

W * 4.00 X 10““^® watt, for J5 = 1 Mc/sec, and T ~ 290®K. 

According to the usual methods of transformation, this can be con¬ 
sidered with equal validity as a current generator / in parallel with a 
noiseless conductance G where G — 1/R and I = GE. When these 
quantities are substituted into Eq. (4) one obtains 

= ^kTGB. (6) 

Conversely, a noise current I in parallel with a noiseless conductance 
O can be thought of as being the thermal noise due to the conductance at 
a fictitious temperature Ti, where Ti is defined by P = 

It is sometimes convenient also to represent an rms noise voltage E in 
terms of a parameter i2^, called the equivalent noise resistance, in such a 
way that 

E^ = AkTR^B, (7) 

By comparison with Eq. (4), it is clear that R^ can be considered as the 
value of resistance whose thermal-agitation voltage is E when the tem¬ 
perature is room temperature T. It should be remembered that although 
R^ has the dimensions of a resistance, it is only a parameter that gives the 
magnitude of an emf and does not imply the dissipation of power. 

13*3. The Determination of the Noise Figure, Power Gain, and Other 
Characteristics of the First Stage.—schematic diagram of a typical 
amplifier chain is shown in Fig. 13-1. The first stage consists of the 



Fig. 13*1.—Conventional amplifier schematic diagram. 


signal source, the first coupling network, and the first tube; the rth stage 
consists of the rth tube and the network coupling the rth with the 
(r — l)th tube. 

If the effects of feedback from stage to stage are neglected, Eq. (2) 
can be expanded to express the over-all noise figure of the amplifier in the 
form 
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F 


F^ — \ Fa — 1 


+ • • • + 


Fr - 1 


+ 


Fn-l 


Wr 


( 8 ) 


where Fr = the noise figure of the rth stage when fed from a source 
impedance equal to the output impedance of the (r — l)th 
stage, 

Wr = the available power gain of the first r stages, 

Fr = the noise figure of the remainder of the amplifier succeeding 
the rth stage. 

In all practical cases, the series of Eq. (8) is rapidly convergent, so that, 
at most, three and usually only two terms are significant. 

It may be seen from Eq. (8) that if the available power gain and noise 
figure of any individual stage is known, then the over-all noise figure of an 
amplifier built of such stages can be found. 

It is the purpose of this section to provide this information together 
with other relevant data, such as input and output admittance, voltage 
gain, and so on, that will be useful when discussing the problems of 
amplifier design involved in getting an optimum noise figure. 

The Input Coupling Network and Associated Noise Sources .—The first 
stage is composed of two parts: the tube itself and the coupling network 



tqgether with the source. Two properties only of the input network are 
of interest here: the power gain, and the admittance that the network 
presents to the input terminals of the tube. It is shown in Sec. 13-11 
that the circuit of Fig. 13-2 is an equivalent network, valid for any type 
of passive four-terminal coupling as far as these two properties are 
concerned. If 

Og = the transformed source conductance, 

Gi == the parallel combination of the network losses and the ohmic losses 
across the input of the tube, 

Yi = the susceptance presented by the network to the input terminals 
of the tube, 

the total input admittance Y, presented to the tube is 

Yg ^ Gt Gi + jY 1. (9) 

In Fig. 13*2, Fi, is the load,^ presumed noiseless, into which the tube is to 
work. 

^ The noise sources associated with Yl are looked ui>on as being part of the second 
stage in the present division. 
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Associated with the input network are two statistically independent 
constant-current thermal-noise generators u and ii, the mean square 
values of which for the frequency interval df are given by 


ijdf = AkTG. df, 
i\df = AkaTGi df. 


( 10 ) 


The effective source temperature T is defined to be 290®K = 62.6‘^F. 
In an ideal receiver the thermal-noise generator associated with the source 
conductance G, would be the only noise generator in the amplifier. 

This arbitrary choice of the magnitude of T is made here for reasons 
of numerical convenience, namely, that e/2kT = 20 for T == 290®K, where 
e is the charge of an electron = 1.60 X 10“^® coulomb, and is not neces¬ 
sarily the actual temperature of the source. Thus, if the source is the 
radiation resistance of an antenna with effective temperature vT, v may 
range from 0 to 100 or more. The over-all noise figure F of the system, 
as distinct from the noise figure of the amplifier defined as above, is 
given in this case by 

^ - 1 + 


Although it might appear that difficulty would arise if the local tem¬ 
perature of the amplifier at the source were different from 290®, this 
difficulty is only apparent. The noise figure of the amplifier is defined 
to be the noise figure obtained when all the thermal-noise sources are at 
290®K. Suitable corrections have to be made when it is required to find 
the noise output of the amplifier at other local temperatures. 

In view of the above discussion it might be thought inevitable that a 
be taken equal to unity [see Eq. (10)]. In fact, this will usually be done 
in this chapter. Sometimes, however, it is convenient or even necessary 
to assume that a is not equal to unity. For example, some of the net¬ 
work loading may be produced by electronic means, so that ii is not a 
pure thermal-noise current. Alternatively, it might be desired to 
represent some or all of the other noise sources in the amplifier by a 
suitable modification of the effective temperature of Gi. For these 
reasons a will not be taken equal to unity at this stage. 

Further discussion of the input coupling network and its associated 
noise sources is deferred until Sec. 13-14. The choice of the first tube and 
the location of the associated noise source will now be considered. 

Equivalent Noise Representation of the First Tube. —In general, the 
main body of the amplifier consists of a sequence of pentodes, but some 
choice can often be exercised in deciding upon the circuit connections for 
the first or second tube, especially when sensitivity considerations are 
important. Thus, although it is quite usual to employ a grounded- 
cathode pentode as the first tube in an r-f or i-f amplifier, improved noise 
figures can often be obtained by the use of one or even two triode input 
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stages, the circuit connections of which can be chosen in a number of 
different ways. For example, 



grounded-cathode, grounded-grid, and 
grounded-plate triode input stages have 
been tried at one time or another. 
Each of these choices possesses certain 
advantages. 

It was shown in Chap. 12 that the 
circuit of Fig. 13-3 provides an equiv¬ 
alent noise representation for a pentode, 
valid under the assumptions there 
stated, where the tube itself is now 
assumed noiseless and the sources of noise are four constant-current intra- 
nodal generators located as shown in the figure. The currents 4*, 4*, i*p 
are statistically independent, i.e., 

ipk^kM ~ '^ka^sp ~ ^ap'i'pk ~ 0 , 

but ig is given by the equation 

ia 


Fig. 13*3.—Equivalent noise 
sentation for a pentode. 


repre- 




( 11 ) 

( 12 ) 


where w is the angular frequency and r the grid-cathode transit time. 

The cathode nodal noise generator 4 is 
defined by 

♦ 4 ** ^pk "h 4«, (13) 

so that 

. . T . 

4 — 3 ^ ^ 



• X f 'xu xi. xi- j j 1 —EQuivalent noise 

is 90 out of phase with the cathode nodal representation for pentode with 

noise generator. The mean square values screen connected to cathode, 
of ipk, that Up in the frequency interval df are given by Eqs. (12*465). 

The most important case is one in which the screen of the pentode 
is short-circuited to the cathode as far as all noise generators are con¬ 
cerned, so that the equivalent noise circuit assumes the simpler form of 
Fig. 13*4, where 

ip == ipJe + Up 

and 


ig = j<t) g (ipk + 4f). 


From Eqs. (12-466) and (12*382), it may be seen that 

II df^ [ 2 e/,r* + (1 - r*) j df, 

l\df ^^2ehT^dS. 

More familiar expressions for t| and ^ will now be obtained. 


(14) 
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If Or is the grid-cathode conductance due to transit-time loading, then 
il/Cfr is independent of wr and it is usual to regard ig as being the thermal- 
noise current due to a conductance Gr at a temperature p times the room 
temperature, so that 

= 4kfiTGrdf. (16) 

For tubes with oxide-coated cathodes and limiting space-charge 
reduction factors, p is approximately equal to 5.^ 

It is often convenient to regard ip as the thermal-noise current due to a 
conductance at room temperature where Qm is the transconductance 
of the tube and the equivalent noise resistor, so that 

ildf ^ AkTR^gldf, 

where 

4kTgl 


(16) 

(17) 


From some points of view it is desirable to preserve the distinction 
between shot and partition noise currents and write in the form 


where 


•R»q = /Jao "h Ra. 


= Mrl! 

4fr2’(7^' 


„ _ 2e7^.(l - r*)/7p 
4kTgi 


(17a) 

(176) 


i?no and Rnm are called the equivalent shot-noise resistor and the equivalent 
partition noise resistor respectively. 

It has been shown* that for tubes with good* space-charge reduction 
factor r* 0.05 and a cathode temperature of 1000®C, 


Rn, « (17c) 

gm 

p - 207. 


In the above case, the equivalent noise circuits for the triode and the 
pentode are identical, the only difference being that is appreciably 
larger for the pentode. Accordingly, there is no need to treat the two 
cases separately.* 

In the case of the usual low-pass amplifier, the induced grid noise 


^ C. J. Bakker, “Fluctuation and Electron Inertia,^' PA?/«ico, 8, No. 1, January 
1941; D. O. North and W. R. Ferris, “Fluctuations Induced in Vacuum Tube Grids 
at High Frequencies,’^ Proc. /.R.P,, 29, 49-50 (1942). 

• W. A. Harris, RCA Rev., 6, 605-524, April 1941; 6, 115-124 (July 1941). 

* This statement will have to be modified when the effects at cathode-lead induct¬ 
ance on noise figure are considered in Sec* 18*12 and when the correlation of inducod 
grid noise and shot noise is considered in Sec. 13*13. 
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generator ig, of mean square magnitude proportional to tne square of the 
frequency, can generally be neglected. In the high-frequency bandpass 
case the mathematical analysis is complicated by the fact that this noise 
generator is correlated with the cathode shot-noise generator. When, 
however, the impedances presented to the electrodes of the tube are all 
purely resistive, this correlation may be ignored because the mean square 
effects produced by the generators at a subsequent stage in the amplifier 
add linearly. 

If all the reactances associated with the first stage are midband 
resonant, then ig and Ik are 90° out of phase at midband and add destruc¬ 
tively at frequencies above resonance and constructively at frequencies 
below resonance. Hence, if the pass band of the input circuits is wide 
compared with the over-all pass band of the amplifier, the error in the 
noise figure will be small if it is assumed that ig and 4 are uncorrelated 
over the whole amplifier pass band.^ The general case will be taken up 
again in Sec. 13*13, and the possibility of utilizing the coherence between 
induced grid noise and cathode shot noise to obtain improved noise 
figures at very high frequencies will be considered. 

In deriving the noise figure for the first stage, two additional simplify¬ 
ing assumptions wjll be made. These are that 

1. The effects of lead inductance in the grounded electrode lead can be 
neglected. 

2. Any reactance coupling the input terminals of the tube to the out¬ 
put terminals is neutralized, at least over the receiver pass band. 

The validity and importance of these assumptions are discussed in 
Sec. 13*9. 

Expressions for the noise figure, available power gain, and so on, of the 
first stage will be derived for three alternative connections: (1) grounded 
cathode, (2) grounded grid, and (3) grounded plate, as shown in Fig. 
13*5, where the noise sources have been omitted in order not to complicate 
the diagrams excessively. The correct locations of the noise sources are 
given in Figs. 13*2 and 13*4, and their mean square magnitudes by Eqs. 
(9), (15), and (16). 

It is necessary to sound a note of warning. Although the results in 
this section are based upon the equivalent circuit of Fig. 13*3, it must be 
emphasized that the theoretical and experimental baCsis for this circuit 
is not yet firmly established. At low frequencies, where the transit angle 
is so small that the contribution of induced grid noise is negligible, Hie 
equivalent circuit can be accepted fairly confidently, but it can be relied 

. ^ It is shown in Sec. 13'13 that if the variation of Or over the band is neglected and 
if the amplifier transfer characteristics are geometrically symmetrical about mklband, 
then this error is zero. 
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upon far less at higher frequencies. All that can fairly be claimed for the 
circuit of Fig. 13*3 is that it is the best available model.^ It gives results 
in good agreement with experiment for some tubes, such as the type 
6AK5; and even if the values of the equivalent noise generators cannot 


Od 


% 


■O O- 

(a) (6) (c) 

Fio. 13‘6.—Alternative connections of first tube. 

always be taken direct from the formulas, their general form and order of 
magnitude are correct. Despite this, however, the divergence between 
theory and practice is considerable in the case of some tubes, like the 
type 6J4. In such cases the equivalent noise generators must be found by 
experiment, as must the correlation between them, for the particular 
circuit arrangement under discussion. 

General Relations for A Three-terminal Tube .—The machinery used to 
derive the required results will now be discussed before it is applied to the 
circuits of Fig. 13*5. 

Expressions for the basic properties 
of these circuits will be found scattered 
throughout the technical literature and 
are usually proved by elementary meth¬ 
ods. Here they will be derived by a 
unified treatment based on the tube 
impedance theory developed in Chap. 

12, the main results and the notation of 
which will, for convenience, be restated 
here. 

The basis of discussion is the general 
three-node network of Fig. 13-6, where the three electrodes k, and p 
(cathode, grid, plate) are the three nodes linked by three passive inter- 
nodal admittances Ykgy Ygp^ Fpjt. Quantities Fy (m, ^ ^ k, g, p) called 
the branch admittances will be introduced, satisfying the relations 

^ Hie theoretical basis, which is due to C. J. Bakker, op. ciL, is essentially the same 
as that developed by F. B. Llewellyn and his associates at the Bell Telephone Labora¬ 
tories. The Llewellyn analysis is, however, more detailed and shows how the equiva¬ 
lent shot-noise resistance depends upon the frequency and the transit angles in the 
tube, a dependence that has been neglected in this chapter. 







Fig. 13-6.—The general externally 
loaded three-node network. 
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^ ^ = 0 p). (18) 

fi m 

They form a three-by-three array whose elements are shown in Table 
13*1. The diagonal elements are not shown in this array but are 
obtained from Eq. (18). The are not of direct interest but are defined 
because they are related to the transfer impedances Zj? by the simple 
relation 

1 

T“’ “a («. " ■= 9, p), (19) 


where A is the cofactor of in the determinant |Fg| of the array and 
where Zj? is the transfer impedance from terminals ^ to terminals a, p, 

(To distinguish the various circuits of Fig. 13*5 one from another, the 
symbol for the grounded electrode is used throughout this section as a 
left-hand suffix wherever a danger of ambiguity arises. Thus gZl^ 
denotes the forward transfer impedance of the grounded-grid tube while 
kF denotes the noise figure of the grounded-cathode tube.) 

In all three cases, expressions for A will be needed. These are given 
in Eqs. (20) and are calculated from Table 13*1 for the network of 
Fig. 13*5. 


*Fg »Fg 


1 -(F, + G.) -g„ 



+ 

1 

o 


= (F. + Gr) (f^ + 


Vo 

g g-^ g 


-(F. + G. + Fr) (-(/.. + Ft) 

nY^ nY^ 

O'*- p 0* p 




“ gLY i + (F, + Gt) + F(20) 
,Fg ,FJ -(G.+ F.) (-?«+F.) 

pYi pFj F. _^F^ + r. + l^ 

- (?» + G.)F, + (yj. + (F. + Or), 

where 





M + l 

rp 


(21) 



Sec. 13-8] NOISE FIGURE AND FIRST-STAGE POWER GAIN 


629 


and where m is the amplification factor of the tube. All the introductory 
material has now been assembled, and the principal properties of the 
three circuits can be written down. The more familiar results are 
derived with a minimum of discussion, but the power gain and noise 
figure are treated in greater detail. 


Table 13-1. —The Branch Admittances 


__ 

Cathode, k 


Plate, p 

Cathode, h . 


Yk, 

+ ~ + Fp* 

Tp 



Grid, g ... 

Qm Yka 


Qm Y gp 

Plate, V . 

- + r,* 

rp 



. .. 



Tp is the plate resistance of the tube. 


The Input Admittances .—The input admittances Fn are simply the 
reciprocals of the input impedances ZJI, which can be calculated directly 
from Table 13*1 with the aid of Eqs. (20) and (21) to give 




Y — = 

~ “ .F5 


- uZ>S.-uYl 

Tp 

g'.nYL+{Y.+Gr)Q-^+Y,^ 


^ + Yl 


+ 


= F. + Gr 

g'r.Yr. 


^9 


V - J_ - - 

“ vYt 


+ Or)Y, + (Fl + (F. + Or) 

fi'm + ;^ + Gt + Fi 
~p 


G, 


F.+ 


+ Gt + Yh 


( 22 ) 


The Output Admittances .—^The output admittances F** are the 
rec^irocals of the output impedances and can be found in the same 
way as the input admittances. They are given by 
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1 A + , 

tV»J> = ^ SS = Vj?_Z_ s= J- -l- 

kZi> *F{ Y.+Gr r, ^ 

» _L „ ^ + (y> + Gr) + F.) 


Yep « 

*^^ep Zep „yi. 

O^gp «* k 


= i + F., 


.Fsi = 


pYl 


^ (F. + Gr) 

“ 9^ + y. + g: 

(ff,» + G,)F. + Fi + i (F. + Gr) 

_ Zp _ 

<?r + F. 

- + 'f; + Y. + Gr - 


Voltage Gain .—The voltage gain Q is equal to the ratio of the forward 
transfer impedance to the input impedance, so that Q is given by 

S = (24) 

The values of g derived from Eqs. (24) and (19), using Table 13*1, are 
given by 

o _ _ -g" \ 


*FS 


*■ Fi + 


C-M- 

>Yi_ 

ffL 


.Yj; 

1 

+ 

G _ _ 

pFJ 

Qm + Or 

pYt 

?; + G. + Y, 


Transfer Admittances .—The transfer admittances 1^12 can be worked 
out directly from their definition as the reciprocal of Zj?. They can also 
be derived, however, from Eq. (24), which may be put in the alternative 
form 

Yu = (26) 

Using Eqs. (22) and (20), we get 

y (F.+G.)(F|.+^) \ 


j/m V 

(r. + g.)(y. + ij 
G. + r.)M^- + F) 


V . eIjj „ Y.(s'r.. + Or + YL) . 

^ p 8 9 ^ + + Or 
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Available Power Gain ,—By definition, the available power gain P* 
from a current source in parallel with a source admittance (7, + iF, 
where (?, and Y are real, is the maximum power that can be delivered to 



Accordingly when the amplifier is driven by a current source /«, Eq. (28) 
gives the available input power. 

To calculate the available power gain of the first stage, it will first be 
necessary to find the power fed into the load Y l when there is an input 
current source /« and then to choose Fl to make this power Pl a maxi¬ 
mum. By definition the available power gain is then given by 



(29) 


Now if Z;; is the input impedance of the tube, the input voltage Eg is 


given by 


Eg = 


(30) 


and if Q is the voltage gain, the voltage developed across the load is 

El = ^ (31) 

I XI 

so that the power delivered to the load is 

Pl. = EIGl = (32) 

where Gl is the conductive component of Fi,, which is to be chosen to 
make Pz, a maximum. 

From Eqs. (32), (25), and (22) it follows that 
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The power gain in the grounded-cathode case is a maximum when 
Yi ^ l/tp, so that tW, the available power gain, is given by 


ib*W 


OrnGfl'p 

\y:tw' 


(34a) 


The expression for gP^max is quite complicated unless all the admit¬ 
tances involved are purely conductive. In this special case, the optimum 
value of y L is 


Y ^ ri _ (Ga + Gi + Gt) 

rp\gL+ Ga + (?1 + Gr)' 


(35) 


and the available power gain gW is given by 
^ ^_ 

* {y'm + + G'l + Gr){0, -|- (?1 -(- Or) 


(346) 


In maximizing pPh it is assumed, as is almost universally the case, that 




PJL Y 
g'^ + Gr+ Y, 

so that the optimum value of Yi is given simply by 

Yl = g^n. + Gr, 

and the available power gain p'W by 

{gm + Gr)^a 


p'W 


{gL + Gr)\Y.\^ 


(36) 

(37) 

(34c) 


In the special but important case in which F, is purely resistive and 
the two inequalities 

GT,<KG,f Ga<^gm 


are satisfied, the exnressions for the available power gains assume the 
simple form 

kW = \ 

= M + 1, > (38) 

(m + i)g: I 

so that in this case 


« gWpW. 


(39) 


The First Stage Noise Figure ,—In Sec. 13*2 it was pointed out that all 
sources of noise vrithin the amplifier can be represented by a single source 
of nmse in the input impedance. This artifice will not be used, however, 
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in calculating the noise figure in this section. The total mean square 
noise voltage produced across the output terminals of the tube wffl be 
determined instead. The ratio of this quantity to the mean square noise 
voltage produced by the thermal-noise generator associated with the 
source conductance (?, is the noise figure of the first stage Fi, 

In order to simplify the analysis, attention is confined to the so-called 
“single-frequency” noise figure, which is the ratio of the available noise 
powers, in the infinitesimal frequency interval d/, delivered by the actual 
amplifier to those which might be delivered by an ideal amplifier. The 
over-all noise figure can then be found by the averaging process described 
in general terms in Sec. 14*2.^ 

It has been shown above that the noise sources of the first stage can 
be represented, under the simplifying assumptions stated, by four 
statistically independent constant-current noise generators: t. and ii 
across the input terminals /x, v; ip across the plate-cathode terminals; ig 
across the grid-cathode terminals. 

Because these generators are statistically independent, the total mean 
square noise voltage ^ d/, in the frequency interval d/, produced across 
the output terminals of the network is equal to the sum of the mean 
square noise voltages produced by these generators independently. 
Bence 

7>df^(P, + df + df + df, (40) 

while ^ d/, the mean square noise voltage produced across the output 
terminals of an ideal amplifier by the source noise generator, is given by 

(41) 

Hence the single-frequency noise figure of the first stage is 



Utilizing Eqs. (10), (15) and (16) one gets 

= 1 + ^ |o*| + |6*|» (43) 

where 

0 = 1^ and 

‘ In quantitative terms, the over-^ill noise factor P is given by 

where F is the single-frequency noise figure and A(J) is the characteristic of voltage 
absolute value vs. frequency of the amplifier from source to output terminals. 



Table 13-2. —The Pboperties of the Three Triode Input Circuits op Fig. 13.5 
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* Wlten all reactances are tuned out. 
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Whenever numerical values are to be inserted into Eq. (43), a will be 
taken equal to 1 and equal to 5. 

It now remains to compute a and b for the three networks of Fig. 
13-5, which is done with the aid of Eq. (19) and Table 13*1, 


a I 

^ = 
^ 7pk ■“ Vk 


0m G fg 
9m + Gr 


h-Z^_Y<>_ _ Y, + Gr 

r. _ Z%1 _Yl _Y.+Gr 
- Z«* - Yl- ’ 

b = ??* = II = ^• + 0 '^ 

” Zt. rj gm+Gr’ 


so that the noise figures in the three cases are given by 






E» _ 1 I I I + G^rl^ 

(m + 1)^. ' 

w — \ JL 4- — G,\^ Reqgl\Yt + (?r|^ 

^ Gg Ga{gm + GrY |^m + Gr\Hjg 


All the results derived in this section are displayed in Table 13*2. It 
will be noticed [see Eq. (39)] that the available power gain of the grounded- 
cathode triode is approximately equal to the product of the power gains 
of the other two circuits. This is a most significant point, clearly dis¬ 
playing the advantage of the grounded-cathode configuration. 

13-4. The Equivalent Noise Resistance of Practical Tubes.—In the 
previous section, expressions for the noise figure of the first stage were 
obtained in qualitative form. Before discussing these results with a view 
to optimum design of the input circuit and tube arrangement, it is 
desirable to provide a quantitative basis for the analysis by giving typical 
magnitudes for the various parameters appearing in Table 13*2. 

The Equivalent Noise Resistor Req .—In Eq. (17) is given a theoretical 
expression for the equivalent noise resistance of a tube, which is applicable 
either to a triode or to a pentode the screen of which is connected to its 
cathode. 

This equation has been utilized in setting up Table 13*3, in which the 
values of equivalent noise resistances and transconductances of common 
receiving tubes are given. These values are calculated from the nominal 
values of the transconductance and plate and screen currents given in the 
RCA Tube Handbook, Average values of input and output capacitances, 
which are valid for the case when the tube has its cathode grounded, are 
given also; these values do not include socket or wiring capacitances. 

It must be emphasized once again that these theoretical values, 
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although valuable as guides to performance, should be supplemented by 
experimental results for any given tube type. Although agreement 
between theory and experiment is quite good for some tube types, such 
as the type 6AK5, it is much less satisfactory for others, such as the type 
6J4. The reasons for this discrepancy are not yet understood. It has 
been vaguely conjectured that the gold-plated grid of the type 6AK5, 
with its low emission, may be responsible for its lower noise. 


Table 13-3.— Equivalent Noise Resistances of Receiving Tubes 


Tube 

Qiny /xmhos 

Reqy ohms 

Cin, flfjS 

Couiy 

Triode amplifiers 

6AC7 

11,250 

220 

11.0 

4.0 

6AK5 

6,670 

385 

4.0 

2.0 

6C4 

2,200 

1,140 

1.8 

1.3 

6F4 

5,800 

430 

2.0 

0.6 

6J4 

12,000 

210 

2.8 

0.2 

6J5* 

2,600 

960 

3.4 

3.6 

6J6* 

5,300 

470 

2.2 

0.4 

6SC7* 

1,325 

1,890 

2.2 

0.3 

6SL7* 

1,600 

1,560 

3.2 

3.6 

6SN7* 

2,600 

960 

2.9 

1.0 

7F8* 

5,650 

440 

2.8 

1.4 

9002 

2,200 

1,140 

1.2 

1.1 

Sharp cutoff pentodes 

1L4 

1,025 

4,300 

3.6 

7.5 

6AC7 

9,000 

720 

11.0 

5.0 

6AG5 

5,000 

1,640 

6.5 

1.8 

6AJ5 

2,750 

2,650 

4.1 

2.0 

6AK5 

5,000 

1,880 

4.0 

2.4 

6AS6 

3,500 

4,170 

4.0 

3.0 

6SH7 

4,900 

2,850 

8.5 

7.0 

6SJ7 

1,650 

5,840 

6.0 

7.0 

9001 

1,400 

6,600 

3.6 

3.0 


Remote cutoff pentodes 


1T4 

750 

20,000 

3.5 

7.3 

6AB7 

5,000 

2,440 

8.0 

5.0 

6SG7 

4,700 

4,000 

8.5' 

7.0 

6SK7 

.2,000 

10,500 

6.0 

7.0 

9003 

1,800 

13,000 

3.4 

3.0 


One unit of a dual triode tube. 


Another point to bear in mind is that there is wide variation in the 
equivalent nmse resistances oi individual tubes of a given type. A plot of 
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cathode current vs. transconductance of a large number of tubes under 
fixed operating voltages shows that, in general, cathode current increases 
with transconductance. Both theoretically and experimentally the 
noise resistance is found to decrease as the transconductance and cathode 
current increase. 

A few tubes of each type draw appreciably more current than typical 
tubes with the same transconductance; an even smaller number draw less 
current. The former are found to have particularly large noise resist¬ 
ances; in fact, a tube with medium transconductance and abnormally 
large cathode current generally leads to a worse noise figure than a tube 
that has minimum transconductance and normal current. Possible 
causes are the presence of gas, or defects in the control-grid winding such 
that it does not cover the entire useful length of the cathode structure. 
Tubes with abnormally low currents, on the other hand, usually have 
very low noise resistances. In the case of multigrid tubes a possible 
explanation is an accidental alignment of the wires of the various grids 
which reduces screen current without reducing transconductance. 

Optimum operating voltages of the tube are found by experiment. 
In general, a tube should be operated to give as high a transconductance 
as possible; this means that it must have large plate and screen currents. 
Because the input stage is not required to handle very large signals, the 
first tube may be operated at moderately low plate and screen voltages, 
and a high transconductance may be obtained by the use of a low bias. 
If the bias is too small, however, grid current will flow and cause the noise 
figure to deteriorate seriously. 

The Input Circuit Loss Gi .—In Sec. 13*3 the effective temperature of 
Gi was taken to be a T in order to take into account the case in which some 
of the loading is electronic. In the present discussion, attention is 
confined to the simple case in which the damping arising from causes 
other than transit time is entirely due to pure resistive loss, so that a can 
be taken equal to unity. 

In general, Gi consists of two components: Gd, the loss of the input 
circuit, and (?o, the cold loss of the tube. 

The cold loss Go is due partly to leakage around the bulb of the tube 
and partly to losses in the tube socket. The magnitude of Go varies with 
different tubes and different tube sockets, but by careful design it should 
be possible to keep it small in comparison with (?/>. 

If Cs is the total input capacity and fo the midband frequency, then 

Gx, = (47) 

where the Q is that of the coil. The Q varies slowly with capacity and 
frequency and depends chiefly upon wire diameter and mechanical 
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construction. In practical amplifiers, the Q^s obtained range from 80 to 
300. In this chapter a Q of 150 is assumed whenever it is desired to 
insert numerical values. Typical values of Cs range from 5 to 20 fjtnf or 
even higher, so that at 60 Mc/sec Gd ranges between 10 and 50 ^inihos 
for a 0 of 150. 

It can be observed from Eq. (47) that Gd varies directly with /o and 
Cs and inversely with Q. 

The TransiUtime Damping Gr .—Despite the great importance of 
induced grid noise very little reliable information is available as to the 
transit-time loading and equivalent noise temperature jST of the common 
i-f and r-f tubes. C. J. Bakker^ has published experimental results in 
confirmation of the formula of Eq. (15) in which p is taken equal to 5 for 
the type EF-50. These results were approximately confirmed at the 
MIT Radiation Laboratory for the type 6AK5; but as was the case for the 
equivalent shot-noise resistor, agreement between experiment and theory 
was much less satisfactory for other tube types. It is thus necessary to 
measure the equivalent induced grid noise resistor for any given tube 
either directly, as in the experiments of Bakker, or indirectly by measure¬ 
ment of El after measurement of Gi and 22eq. 

For the type 6AK5, which has a very small induced grid noise current, 
Gr may be taken equal to 12 /*mhos at 30 Mc/sec. Because Gr varies 
as the square of frequency, Gr is equal to 48 iumhos at 60 Mc/sec for this 
tube type. For the British type C V138, the value of Gr should be taken as 
20 pimhos at 30 Mc/sec and 80 pinihos at 60 Mc/sec. Most of the other 
tube types listed in Table 13-3 have values roughly the same as the 
CV138. 

13*6. The First-stage Noise Figure,—The noise figure of the first stage 
is approximately the same for the three arrangements of Fig. 13-5. A 
short discussion is given in this section of the conditions under which this 
approximation is valid. 

From the expression for Fi in Table 13*2 it can be seen that the terms 
involving are approximately the same if the following two inequalities 
are satisfied: 


1 , 

gm » Gr, 


(48) 


The first of these is valid for all pentodes and all high-gain triodes; the 
latter is true at all frequencies at which the tube can function as an 
amplifier. 

A more obvious difference can be found in the contribution of the 
induced grid noise term. For the grounded-plate tube this term is 

* O* J. Bakker, Fluctuations and Electron Inertia,** PhyBica^ 8, No. 1, January 

im. 
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- O.Y 

G.ig„ + Gry’ 

whereas for the grounded-cathode and grounded-grid cases it is 


G, 


(49) 

(60) 


Expressions (49) and (50) are approximately equal only if 


»G, 


f 

rj 

, 


(51) 


The first inequality has been discussed above; but if the latter is not 
satisfied, the grounded plate appears to have an advantage over the other 
two arrangements. This advantage is not appreciable, however, unless 
fiGr/G, is comparable with R^G^ when (?«is comparable with gm. This is 
not usually true, so that the conventional approximation that the noise 
figure of a tube is independent of its configuration is, in most cases, quite 
justified. A further comparison of the three arrangements is deferred 
until expressions for the optimum source admittance have been obtained 
and other aspects of the noise figure discussed. 

For the present it is assumed that the inequalities of Eq. (61) are 
satisfied, so that the noise figures for the three arrangements are all given 
by 

p, - 1 4 . ^ ^ j. + G,\^ 

- ^ -T G, 

where 

(53) 


G, ' G. 
F. = G. + Gi + iFi. 


Several conclusions can be drawn immediately, 
figure is a minimum when 

Fi==0, 


First, the noise 


that is, when the total admittance presented to the input terminals of the 
tube is purely conductive.^ Thus, quite apart from bandpass require¬ 
ments, it is desirable to have the input circuit resonant at band center. 

Second, the noise figure is increased by increasing Gi, not only because 
of the increase of the term oGi/G, but also because Y, is increased and 
hence Jf2«a|Fa + GrjVG*. Thus, the noise figure is always increased by 
increasing the loss in the input circuit, even if this loss conductance is 
effectively at zero temperature (a — 0). 

18*6. The Optimum Source Admittance. —The primary purpose of the 
input network is to present that admittance to the input terminals of the 
first tube which makes the noise figure a minimum. When the over-all 

^ This conclusion will have to be modified when the corrdation between shot and 
induced grid noise is taken into account (Sec. 13*13). 
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noise figure is determined by the first stage alone, this value of is the 
one which makes Fi a minimum. If the second-stage noise contribution 
is small, the correct value of G, differs from this only slightly. 

From Eq. (53) this value of is given by setting 


Hence 


dFi _ oGi + fiGr + RJiiG, + GrY + Ff] 
dG. ~ G\ 

“b "b ^«a[(Gi + Gt)'^ + Kf] 

^«,opt ~ 7? ~ 


(54) 

(55) 


To express this result in a more condensed form, the distinction 
between induced grid noise and thermal noise will now be dropped and 
two new quantities Gbi and pi will be introduced: 


Gbi = Gi 4" Gr, 
PiGbI = oGl + /3Gr. 


(56) 


The total damping across the input circuit is Gbu and piT is its effective 
temperature. The expression for G; now becomes 


Gl 


I opt 


= + Y\) 


(57) 


In most practical cases, at least as far as the input circuit is concerned, 

Pi ^ R^xiGsif 

and in this special case the optimum source conductance at midband 
(YI — 0) assumes the value 

G.,.p. = (58) 

The corresponding value for the optimum attainable midband noise 

figure Fi.«pt is _ 

F i.opt ~ 1 + 2 y/ pObiR^h^ (59) 

Equations (58) and (59) are of fundamental importance. 

From Eq. (58) it is seen that at midband G,,opt is inversely proportional 
to so that the optimum conductance presented to the pentode is, 

other things being equal, always less than the optimum conductance 
presented to the same tube connected as a triode. Thus, even apart 
from its better noise figure, the triode is more suitable than the pentode 
tube t 3 q)e in applications requiring a large bandwidth, because the greater 
G«,*^, the greater is the bandwidth of the optimum input circuit. 

At frequencies different from midband, where Fi is no longer aero, 
Eq. (57) shows that G«,opt should be increased over its midband value 
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if optimum noise figure is to be obtained over the band. In the majority 
of practical cases in which the input circuit is wide compared with the 
receiver pass band, the importance of this effect is negligible, especially 
since the variation of noise figure with G, is small when G, is in the 
neighborhood of its optimum value. 

As the noise contribution of the second stage becomes more appre¬ 
ciable, G,.opt tends asymptotically toward the value that enables the 
greatest amount of power to be delivered to the input admittance of the 
tube. This value is Gbi in the case of the grounded plate and grounded 

cathode and -h Gi in the case of the grounded grid. This 

I h I 1 / r jp 

shift is small when the noise figure of the amplifier is good. 

The above results will now be illustrated by a numerical example. 
With the type 6AK5, 

(triode) = 385 ohms, 

R^ (pentode) = 1880 ohms, 

gm (iriode) = 6670 /imhos, 

Qfn (pentode) = 5000 /xmhos. 

If the frequency is taken to bo 60 Mc/sec typical values for Gr and Gi 
are 

Gr = 48 Mnihos, 

Gi = 20 Mmhos. 


Taking /S = 5, a = 1 one gets for the type 6AK5, triode-connected, at 
midband, 

G„opt = 730 Aimhos, 

Fw = 2.14 db, 


while for the type 6AK5, pentode-connected, at midband 

G„opt = 330 Mmhos, 

Fi,<,pt = 3.8 db. 

The relative magnitude of the contribution of induced grid noise 
in the grounded-plate and grounded-cathode tubes can now be discussed. 
For the type 6AK5 triode of 60 Mc/sec considered above, 

G.,opt = 730 fimhos 

so that the theoretical noise figure for the grounded-plate tube is 1.92 db, 
an improvement over the grounded-cathode tube of 0.2 db. This 
improvement is much less appreciable at lower frequencies and under 
most conditions is not significant. 

1S*7. Variation of Noise Figure with Source Conductance and with 
Frequency. —If the amplifier is driven from a crystal source, the source 
conductance may vary from crystal to crystal by a factor of'2 or 3 to 1 or 
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even more. Accordingly, the variation of noise figure and bandwidth 
with source conductance is important in the design of an input stage. 
Now the expression for first-stage midband noise figure given in Eq. (52) 
may be put in the form 

F..l+|!|„ + B„G,.[l+(0]j. (60) 

This is plotted as a function of G,/Gb\ for various values of R^Gbi and for 
p equal to unity, in Fig. 13*7. If the input network is chosen so that the 



0,01 0.1 1.0 10 100 


Fio, 13»7.—Variation of noise figure with source conductance various values of R^iObi 

Optimum source conductance is presented to the tube when the crystal 
conductance assumes its geometric mean, the variation of noise figure 
with conductance is minimized. Thus, a four-to-one variation of source 
conductance produces a change in noise figure of 

0.2 db when Rt^Gsi *= 0.01, 

0.4 db when R^Gbi ~ 0.1, 

0.6 db when RJBbi — 1.0, 

when the mean conductance is assumed to be optimum. 

It will be noticc^l that the variation of noise figure becomes more 
pronounced as R^Gbi increases, so that, in this feature as well, the triode 
is superior to the pentode. 

In some cases, however, the source conductance may be very far from 
optimum^ Under these circumstances a change of four to one in source 
conductance produces a change of nearly 6 db in noise figure. 
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When G, <5C G,.opt the midband noise figure is given approximately by 


^ 1 + if RJiai « 1; 


(61) 


when Ox y> G,.opt the midband noise figure is given by 

F^l + RJ},. (62) 

Equation (61) holds when the amplifier is driven from a pentode or 
grounded-grid stage and Eq. (62) holds when the amplifier is driven 
directly from the antenna or a grounded-plate stage. 
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Fio. 13*8.—Single-frequency noise figure as a function of the ratios of input susoeptanoe to 
input conductance. JSoq Obi =*= 1.0 in {a), 0.1 in (6), 0.01 in (c). 

Jn amplifiers in which the bandwidth of the input circuit is not large 
compared with the effective receiver bandwidth, the variation of noise 
figure with frequency is of interest. In Fig. 13*8 the noise figure is 
plotted as a function Ff/(G, + GbxY ior various values of R^Gbi when 
Gt is chosen to give optimum midband noise figure, with p equal to unity. 

If the input circuit is a grounded-cathode or grounded-plate tube, 
Yi/(G» + GbiY rarely exceeds 1.25 over the effective amplifier bandwidth; 
but if the input circuit is a grounded-grid tube, so that the pass band 
of the input circuit is wide, then Ff/CG. + G^i)* might conceivably be 
large at the extremities of the effective receiver band and the variation 
of noise figure over the band might be appreciable. 

18*8« Comparison of Alternative Tube Configurations. —It has been 
riiown above tiiat the noise figure of an isolated triode is appreciably 
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better than that of an isolated pentode. Nevertheless, because of its 
very low grid-plate capacity a pentode can be used in conventional 
grounded-cathode circuits with large stage gain and high stability. The 
simplicity of this design, which permits the employment of identical 
tubes and interstage couplings throughout the amplifier and does not 
require any special care in construction, justifies its use in cases in which 
optimum noise figure is not of paramount importance. A brief discussion 
of the over-all noise figure of a cascade of grounded-cathode pentodes is 

given in this section. For simplic- 



Fig. 13*9.- 


-Grounded-cathodc-pentode in¬ 
put circuit. 


ity, it is assumed that the inter¬ 
stage couplings have two terminals 
(Fig. 13*9). The more general case 
is a simple extension of this. 

Grounded-cathode Pentode Input 
Circuit ,—^liCt Gb 2 be the total loss 
conductance of the second stage, in¬ 
cluding the transit time loading, P 2 T 
the effective noise temperature of 
GB 2 f and JBeq* equivalent noise resistor of the second tube. Now 
the output admittance, l/r;„ of the first pentode may be assumed to 
be high in comparison with G 52 , so that the midband noise figure F 2 of 
the second stage is of the approximate form of Eq. (59). It is given by 

F 2 — I TpGb2{P2 + IifMpB2)- 

From Table 13*2, the available power gain of the^ grounded-cathode 
pentode is 

^ (G. + (?«)* 

where Gbi is given by Eq. (56). 

Hence F, the noise figure at midband of the first two stages, is given 


F 


•w 


G, 


G, 


Gs2(P2 + R,a,Gs2)(GBl + G.r 

9 mG, 


The first-stage voltage gain 9i so that F may be written 

F^i + e^ + (R^ + j, (63) 

where Ajs« 1/6at. It is thus possible to neglect second-stage noise if 

gVil* - Si» (64) 

When the inequality (64) is not satisfied, the effect of second-stage noise 
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can be taken iiito account by a suitable increase in so that for 
optimum over-all noise figure, G, must be decreased toward an asymp¬ 
totic value of Gfii as second-stage noise becomes more important. 

For stage voltage gains greater than 5, second-stage noise is virtually 
negligible, even if p is equal to unity, that is, if all the loading in the 
plate of the first stage is produced by a physical resistance. Under these 
circumstances, the noise figure of the amplifier is approximately equal to 
Fi, the noise figure of the first stage. Any appreciable improvement 
must, therefore, come by a reduction of Fi. 

Table 13-4.— Noise Figubes of Amplipieks 


Circuit 


Pentode circuit: 
Grounded-cathode 
pentode grounded- 
cathode pentode 
Triode circuit: 

Grounded-cathode 
triode grounded-grid 
triode t 

Groimded-plate triode 
grounded-grid triode 
Grounded-cathode 
triode grounded- 
cathode pentode 
Grounded-grid triode 
grounded-grid triode 



6AC7 6AC7 
6AK5 6AK5 
6AK5 6AK5 


6AK5 6J4 
6AK5 6J4 
6J4 6J4 

6J4 6J4 

6AK5 6AK5 
6AC7 6AC7 

6J4 6J4 


*'Minimum and maximum noioe figures are given in case of amplifiers of which at least 50 were 
measured. Maximum figure neglects worst 5 per cent. 

t The optimum source resistance for the grounded cathode 6AK5 triode grounded-grid triode circuit 
was experimentally determined to be about 


15,000 ohms at 6 Mc/sec, 

2,500 ohms at 80 Mo/seo, 
400 ohms at 180 Mc/sec. 


The amplifiers in the 6- and 30> Mc/sec grounded-cathode grounded-grid oases above were built by J.L. 
lawson and R. R. Nelson with every precaution to ensure optimum noise figure. The coil Q*b in the 
input and neutralising circuits were greater than 200, and the 6AK5 bias was selected for best average 
noise figure (70 ohm cathode bias resistor at 105 plate volts). The variability in noise figure in the 
6-Mo/seo case was very small. 

In Sec. 12*7 it was pointed out that it is theoretically possible to make 
the partition noise in the screen circuit nullify that in the plate by the 
proper use of feedback produced by a series reactance in the soreen-jprid 
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circuit. In individual experimental amplifiers at 30 Mc/sec it has been 
possible to improve the noise figure by about 1 db by selecting the proper 
value of screen bypass condenser or by connecting a small inductance 
between the screen-grid socket terminal and the bypass condenser. 
Such effects are very hard to control, and it has not been possible to 
manufacture amplifiers in quantity in which the noise figure was con¬ 
sistently improved by this kind of feedback. Accordingly, if better noise 
figures are to be obtained, a triode input circuit must be used. 

In Table 13*4, the noise figures of typical pentode and triode amplifiers 
are given (also see Sec. 13*10). It should be emphasized that the first- 
stage noise figures of experimental pentode amplifiers increase more 
rapidly with frequency than the theory given in Sec. 14*3 would suggest. 
The reasons for this are not fully known; it is possible, however, that the 
larger number of uncontrolled feedback paths in the pentode tube may be 
responsible. This last fact makes the employment of a triode input 
circuit at high frequencies especially desirable when optimum noise 
figure is to be obtained. 

Triode Input Circuits, —In Sec. 13*5, it was shown that under certain 
simplifying conditions, the noise figures of the three triode input circuits 
were the same. In this section, the analysis is developed further, and 
other relevant properties of the circuits are considered. 

The most important of these properties are displayed in Table 13*5. 
They are discussed and compared in succession. 

Instability and Input Capacity Due to Feedback, —The chief objection 
to the use of triodes in conventional high-frequency amplifiers is the 
presence of feedback capacity which tends to produce instability. In 
Row 1 of Table 13*5 the input conductance produced by feedback is 
given, where Gl == 1/Rl is the load conductance, JSl, and Bgp are the load 
and feedback susceptances respectively, and the load reactance is assumed 
to have the value most conducive to oscillation.^ In Row 2 the input 
capacity due to feedback is given for a case in which the load susceptance 
is zero. 

Grounded Cathode, —The effects of feedback capacitance for a grounded- 
cathode triode are particularly undesirable. Not only is the effective 
input capacity materially increased and the bandwidth of the input 
circuit thereby decreased, but the negative input conductance may cause 
instability. Even if the source conductance is large enough to prevent 
oscillation, the rapid change of input conductance with frequency* 

^ For a derivation and discussion of those results see K. R. Sturley, Radio Receiver 
Design, Part I, Wiley, New York, 1943, pp. 87-56. 

* Sturley, loc, cit,, shows that this input conductance is approximately equal to 
Bl), where Bj, is the load susceptance and Bgp the feedbaek 

susceptance. 
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produces asymmetry in the transfer characteristics of the input coupling 
network, especially if it is a double-tuned circuit. Ideally at least, these 
effects can be overcome either by neutralizing the feedback susceptance 
over the whole band^ or, more simply, by resonating it out at midband 
frequency with an inductance. In the latter case, which is the only form 
of neutralization discussed in this chapter, the input conductance is small 
and positive and varies symmetrically about the midband frequency. 
As far as the bandwidth of the input circuit is concerned, however, the 
effective input capacity is still Cgp{l + This form of neutraliza¬ 

tion becomes too critical for large values of gmRh and is practical only in 
low-gain circuits. 

Grounded Plate .—The effects of feedback capacitance are more com¬ 
plicated for the grounded-plate triode. Sturley^ shows that the input 
conductance Gg due to feedback susceptance Bkg is given by 


Gg 


BkgjGhBkg gmBi) _ 

{Gl + gmY + {Bkg + BiY 


(65) 


If GlBho is small compared with Gg is negative when Bkg and Bl 
have the same sign. Hence tuning out the feedback capacity does not 
remove the danger of instability. It merely ensures that Gg is zero at 
midband and increases in magnitude symmetrically around midband 
to the maximum negative value given in Table 13*5. Although this 
maximum is much less than the corresponding quantity in the unneutral¬ 
ized grounded-cathode case, instability may still result. 

In many practical cases, ^ however, GhBig is of the same order as 
g^Bh, although in general it is smaller in magnitude, if Bgk is resonated 
out at midband. Under these circumstances it may be better not to 
tune out Bkg because if Bkg is a pure capacitance Gg does not become 
negative until frequencies appreciably higher than midband are reached, 
and the magnitude of Gg will be always less than when the capacity is 
tuned out. Another point to bear in mind is that it is very difficult to 
tune out the grid cathode capacitance at a given frequency owing to the 
variation of this capacitance with grid bias. In order, however, to 
provide an equal basis for comparison of the merits of the three alter¬ 
native triode input circuits, it is assumed throughout this section that the 
feedback capacitance is resonated out at midband frequency. 

Grounded Grid .—In conventional tube construction the grid wires lie 
between the plate and the cathode. By suitable arrangement of the 
electrode leads, therefore, it is possible to make the cathode-plate capacity 

' See F. E. Terman, Radio Engineer's Handbook, let ed* McGraw-Hill, New York, 
1943, pp. 467-474, for a discussion of possible neutralizing circuits. 

* See K. R. Sturley, loe. dt. 

* See the grounded-plate grounded-grid circuit discussed in Sec. 1310 below. 
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much lower than either of the other two interelectrode capacities. From 
Row 1 in Table 13-5 it may be seen that the grounded-grid Configuration 
is less subject to oscillation than the other two configurations and would 
be so even if the feedback capacity were the same in all three cases. Since 
the feedback capacity is in general smaller, the grounded grid is unques¬ 
tionably the most stable arrangement. If the feedback capacity is large, 
as is the case with the triode-connected 6AK5, neutralization may be 
desirable but will certainly not be critical. As may be seen from Table 
13*5, the input capacity due to feedback is negative in the grounded-grid 
circuit so that the presence of this capacity actually increases the band¬ 
width of the input circuit. This effect is small, however, because Cph is 
small and any possible advantage is outweighed by the fact that the input 
capacity of the grounded grid must include the cathode-heater capacity 

First-stage Noise Figures When Losses in Neutralizing and Output Coils 
Are Considered, —When the noise figures of the various triode input 
circuits were compared (in Sec. 13*5), it was assumed that the coil loss in 
the input circuit was the same in all three cases. Because'input capacity 
varies with tube configuration, however, this assumption is clearly an 
oversimplification. A fairer comparison would allow for this difference 
and would also include the losses in the neutralizing and output coils, 
since the capacities with which those coils are resonant are, essentially, 
part of the first stage. This comparison is made here on the following 
assumptions: 

1. All coils have the same magnification Q and are all midband 
resonant. 

2. The output capacity of the input network, apart from inter¬ 
electrode capacities, is Ci and independent of the tube configuration. 

3. The output capacity of the first stage, apart from interlectrode 
capacities, is C 2 and independent of the tube configuration. 

4. The feedback capacity in the grounded-plate and grounded- 
cathode cases is resonated out at midband. 

6. The plate-cathode capacity Cpk is negligible. 

6. All the losses are assumed to be at temperature T. 

1. The Input Circuit Coil Loss, —The effects of the loss <?i in the input 
coil have already been discussed in Sec. 13‘5. It contributes a‘ term 
Gi/G^ to the noise figure. 

2. The Neutralizing Circuit Coil Loss, —It can be shown that the 

thermal-noise constant-current generator associated with the loss con¬ 
ductance O 12 in the neutralizing coil produces the same effect on the noise 
figure as if it were connected across the input terminals; that is, it con¬ 
tributes a term to the noise figure. This result is proved for the 
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grounded-cathode triode in the discussion of the effect of feedback 
resistance on noise figure given in Sec. 13-12. For the grounded-plate 
triode the noise generator is in parallel with the induced grid noise 
equivalent generator. It was shown in Sec. 13*6 that it was permissible 
to assume that this generator is connected across the input terminals. 

The Output-circuit Coil Loss .—The effects of the loss in the output 
coil Gd on the noise figure depend upon the configuration. Let Fi, Gp, and 
W be the noise figure, output conductance, and available power gain of 
the first circuit when the output coil loss is zero. Let FJ, and •W' be 
the corresponding quantities when this loss is Gd- Then 


r. - F. + 

^ .- 

^ Gp + Gn 

Gp = Gp -f" Gd- 


( 66 ) 


The values for GJ,, “W', and F[ calculated from the expressions for 
•W, Gp, etc., given in Table 13*3 are given in Rows 3, 4, and 5, respec¬ 
tively, of Table 13-5 on the assumption that G, <K Qm and 


(m + l)rp::$> 


Gd 


Unless Gd is very large, it is clear that the output coil loss has no 
appreciable effect on the noise figure of the grounded-cathode or grounded- 
plate tubes. In the grounded-grid case, however, the noise figure is 
approximately the same as if the thermal-noise constant-current gener¬ 
ator associated with the output coil loss were connected across the input 
terminals. 

The values of Gi, G 12 , Gd in terms of Q, the midband angular frequency 
Wo, and the corresponding capacities are given in Rows 6, 7, and 8, respec¬ 
tively, of Table 13-5. The results of the comparison are summarized in 
Row 9 of the table, where the value of Gi,«, is given. This last term is 
the equivalent conductance that, when placed across the input terminals, 
produces a thermal-noise power at the output of the amplifier equal to the 
sum of the noise produced by the losses in the input, neutralizing, and 
output coils. Its magnitude is given by the equation 

Gi,«, = Gi + Gi2 + (67) 

This equivalent loss conductance is the same for the grounded-cathode 
and groimded-plate circuits but larger in the grounded-grid circuit, owing 
^to the effects of plate-to-ground stray capacitance and cathode*heater 
capacitance. 
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Available Power Gains .—The most striking and important difference 
between the three alternative triode configurations lies in the available 
power gain, which is much greater for the grounded cathode than for the 
other two. If output coil losses are not taken into account, the grounded 
grid would have a greater available power gain than the grounded plate, 
since, in general, ^ + 1 > QmlG,, Because of its very low output con¬ 
ductance, however, it is very difficult to take full advantage of the 
available power gain of the grounded-grid triode. As shown above, out¬ 
put coil losses will change the available power gain from /x -h 1 to G^/Gd 
at the same time as output conductance is increased from l/(/x 4* l)rp to 
Gd. If bandwidth considerations were unimportant, it would be possible 
to transform the output conductance of the first stage to present the con¬ 
ductance to the second stage which minimizes the second-stage noise 
figure. Under these conditions, the contributions of the second-stage 
noise at midband to the noise figure of the amplifier would be in direct 
ratio to the available power gain. Even when output-coil loss effects are 
allowed for, however, the comparison is still f altering to the grounded 
grid. Because the output coil loss conductance is much larger than the 
optimum source conductance of the second stage, it must be stepped up 
by a ratio^ GJGd, and the output susceptance of the first stage will be 
stepped up in the same ratio. The interstage bandwidth is thereby 
narrowed, and the off-resonance second-stage noise figure is increased. 

With the grounded-plate tube, the reverse holds good. The output 
conductance is very large, » 1/^m. This has to be stepped down, if the 
optimum source conductance is to be presented to the second tube, by a 
ratio equal to GJgmj and the output susceptance of the first tube will be 
stepped down in the same ratio and hence will play a very small part in 
determining the noise figure and bandwidth of the second stage. 

In the grounded-cathode case, the output conductance l/rj, of the 
first tube is usually less than Ga,opti, but of the same order of magnitude. 
The large available power gain ensures that the second-stage contribution 
is much less in this case than in either of the two alternatives, even if 
1 /r' is not transformed to be equal to <j.,opt 2 . 

The main results of this comparison are summarized in Table 13-6. 

13*9. Noise Figures of Single-triode Input Circuits. —In this section, 
a discussion of the noise figure of a number of alternative input arrange¬ 
ments using a single triode to drive a pentode chain is given. This 
discussion is intended to form an introduction to Sec. 13* 10, in which 
two-triode input stages—which represent the best that can be done in the 
present state of the art—are analyzed. 

Historically, the first bandpass amplifiers with triode input stages 

^ This ratio is derived on the assumption that the optimum source conductance to 
drive the second stage is the same as that which drives the first stage. 
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used a grounded-grid tube because it was known that considerable voltage 
gains could thus be obtained without instability. The large input con¬ 
ductance of the grounded-grid circuit due to cathode feedback, which 


Table 13*6.— Comparison of Various Single-triode Input Circuits 


Input tube 

Advantages 

Disadvantages 

Grounded cathode 

1. Highest available power 
gain, hence maximum possi¬ 
ble reduction of second-stage 
noise 

2. Output conductance l/r^ of 
same order of magnitude as 
optimum source conductance 
of second stage 

3. Equivalent Ic ss conductance 
equal to that of grounded 
plate 

4. Highest voltage gain 

1. Tendency to instability with 
large voltage gain, but easier 
to neutralize anymore stable 
with small voltage gain than 
grounded plate 

Grounded plate 

1. High output conductance, 
hence easy to get widc-band 
interstage coupling 

2. Induced grid noise contribu¬ 
tion slightly less than in al¬ 
ternative configurations 

3. Bandwidth of input circuit 
greater than in grounded- 
cathode case because of 
lower input capacity 

1. Variation of grid-cathode 
capacity with grid bias makes 
neutralization difficult 

2. Tendency to instability, par¬ 
ticularly with small Gl, even 
if grid-cathode capacity is 
resonated out 

3. Available power gain much 
lower than in grounded- 
cathode case 

Grounded grid 

1. High stability due to cathode 
feedback and low plate- 
cathode capacity 

2. Large input conductance 
giving wide transfer band¬ 
pass characteristics for input 
network 

1. Low available power gain 

2. Critical dependence of first- 
stage noise figure on output 
circuit loss 

3. Greatest equivalent loss con¬ 
ductance 

4. Low output conductance, 
which combined with point 1 
means second-stage noise 
contribution important 

5. Dependence of input and 
output admittance on load 
and source admittance re¬ 
spectively 


made the input network very wide and largely independent of variation 
in source admittance, also worked in its favor. Despite its low pow^ 
gain, which often leads to rather poor over-all noise figures, these advan¬ 
tages are still important enough to warrant the use of such a triode as the 
first stage in special cases* 
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Grounded-grid Triode Input Circuit —The interstage coupling may be 
either a single-tuned or a double-tuned circuit. The latter has been used 
in production amplifiers, all the additional damping being placed in the 
secondary. The effects on the noise figure of the loss in the output coil 
are far too serious to permit the use of additional primary damping. 
Although the power gain of the grounded-grid amplifier is so low as to 
cause an appreciable second-stage noise contribution to the noise figure, 
such amplifiers have been built with better noise figure than straight 
pentode amplifiers.^ Unfortunately, double-kined circuits with all the 
damping on one side are critical and liable to asymmetry. Despite the 
larger gain-bandwidth product of the unequal-Q coupled circuit, there¬ 
fore, it may be better to use a single-tuned circuit as shown in Fig. 13-10. 



Fio. 13*10.—Grounded-grid tnode driving a pentode with a single-tuned circuit interstage 

coupling. 


To achieve the recjuired interstage bandwidth, the input conductance 
of the pentode may be reduced, either by adding cathode lead inductance 
or by the use of resistive feedback between plate and grid, as discussed in 
Chap. 6. Although the second method is usually preferred for practical 
reasons, either of the two provides an input conductance that is at a 
very low effective noise temperature. The second stage in Fig. 13-10 is 
tapped down on the interstage coupling coil so that the coil losses are 
reduced.^ For any given bandwidth there will be an optimum point at 
which'to tap for minimum over-all noise figure. If the grounded grid is 
preceded by a grounded-cathode tube, as in the optimum circuit discussed 
in Sec. 13*10, this refinement is unnecessary. 

Let (?i) be the interstage coupling loss and uHxd the conductance 
presented to the input terminals of the second tube. The midband noise 
figure® F% of the second stage is given by 

• To find the noise figure of such a combination the method detailed in Sec. 13*14 
may be used, with suitable modifications. Because the analysis is quite lengthy, it 
will not be given here; the reader may refer to E. W. Herold, “An Analysis of the 
Signal to Noise Ratio of UHF Receivers," RCA January 1942. 

• The capacitance with which the coil is to resonate is thus reduced. 

• The expression for the noise figure of the first two stages at frequencies other than 
midband is oomplieated and is not given here. 
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F, 


H I PjGiI2 I 

nHiD n2(?i>2 


when the output coil loss is regarded as part of the first stage. 

From Table 13*6, the noise figure and available power gain of the 
first stage are given by 


Fi = 1 + 


p\Gb\ 4 “ Gp 

Ga 




. R^^G. + GbiY 

+-a- 

G» 

Gn 


SO that the over-all noise figure at midband is 

+ ( 68 ) 

The form of Eq. (68) shows that when the first tube is a grounded grid, it 

is possible to take account of the noise contributions of the remainder 
of the amplifier by modifying pi to p, where 

PGbi == piGbi + (?i) + (nHiDz + (69) 

/I Th 

and the over-all noise figure becomes 

P _ 1 1 1 FtaiiG, -f GbiY ,nn\ 

f _ 1 + _ -I---- (70) 

Thus, as second-stage noise becomes appreciable, G, has to be increased 
for optimum over-all noise figure. The asymptotic value toward which 
C,.opt tends cannot be derived from Eq. (68) owing to the approximations 
made in deriving the power gain of the grounded-grid amplifier. It is 
possible to show, however, that this value is the one that enables the 
source to deliver the maximum power to the grounded-grid amplifier. 

An alternative method of increasing bandwidth in the interstage 
coupling without adding physical resistance is to use a second grounded- 
grid stage to follow the first. 

The interstage coupling network is of the same form as in Fig. 13-10, 
the tap position being determined as before by bandwidth and noise- 
figure requirements. A detailed discussion of this circuit is not given 
here, but it can be shown that the noise contribution of the second 
grounded-grid stage becomes appreciable at the edges of the pass band 
because of the large susceptance presented to its input terminals. Third- 
stage noise is also appreciable with this circuit except for very narrow 
bandwidths. The main use of such an input confii^ation is at fre- 
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quencies around 200 Mc/sec. The noise figure of a practical amplifier 
using this arrangement is given in Table 13-4. 

Grounded-plate Triode Input ,—If stability considerations are neg¬ 
lected, the grounded-plate triode input can give performance superior to 
those of the grounded-grid circuit as regards both bandwidth and noise 
figure. In the only application of this configuration yet used, a grounded- 
grid triode followed the input 
grounded-plate stage. Discus- 
sion of this case is therefore more 
appropriate in Sec. 13*10 and is 
given there. 

Grounded-cathode Triode Input, 

Because of its high available-pow¬ 
er gain, the groimded-cathode tri¬ 
ode is the ideal choice for an input 
Stage, provided it can be kept 
stable. In the analysis of the stability of this configuration given in Sec. 
13*8, it was pointed out that the negative input conductance was inversely 
proportional to the load conductance Gl presented to the output termi¬ 
nals of the tube. Accordingly, if neutralization is to be noncritical, Gl 
must be large. 

If the over-all amplifier bandwidth is very large, the stage gain and 
hence \/Gl are necessarily small. Under these circumstances, a straight¬ 
forward coupling between the grounded-cathode input stage and the 
second stage might be practical, because second-stage noise will be no 
more important in this case than if a pentode input stage were used. 
The chief disadvantage would lie in the large capacitance across the input 
coupling network due to the Miller effect. At narrower bandwidths, 
however, the use of a wide-band, heavily damped interstage coupling 
network throws away much of the advantage inherent in the large 
available power gain of the first tube. 

A possible compromise is effected by the circuit shown in Fig. 13*11. 
The plate of the grounded-cathode input tube is tapped down on the 
interstage coupling coil so that a large conductance^ is presented to the 
plate of the triode. 

If Gbi is the loading across the grid of the second stage with effective 
temperature ptT and if is the impedance step-up ratio of the auto¬ 
transformer, then Fj, the midband noise figure of the second stage, is 
given by 

F 2 « 1 + nhpGsiipt 4* ReaiGBs) 

^Thifl conductance should lie between pmly/Z and flfm/4, the minimum value 
depending upon the size of the grid-plate capacity of the grounded cathode, the ease 
with which the neutralization can be effected, and the midband frequency. 
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if nVp 2> Oat and the over-all noise figure at midband is 

V 1 I PiGbx , {Gbi + GiY f , {p^Rb^ + /?««) 

^ 1 + _ + - 

where g = Qnil'P^B^ is the voltage gain to the plate of the first tube and 
(?B 2 = 1//2b 2. The quantity g is fixed by stability considerations and 
Gb 2 by bandwidth requirements. With narrow bandwidths, where 
g*n* is large, the noise figure of the circuit is effectively that of the first 
stage. Because the plate-output susceptance of the grounded-cathode 
triode is stepped down by the coil, it has only a small effect on the band¬ 
width of the interstage coupling. Hence, if pi is appreciably less than 
unity, ^ good noist figures can be obtained even for quite appreciable 
bandwidths. This circuit therefore is preferable to the grounded-grid 
circuit. It is not the best that can be done, however, because the second- 
stage noise contribution is greater than if a pentode first stage had been 
used. The correct answer to the problem is to use a grounded-grid tube 
to follow the grounded-cathode input stage; this provides a large con¬ 
ductance across the output terminals of the first tube and yet gives a 
noise figure very close to the theoretical optimum. This configuration 
will receive detailed analysis in the next section. 

It will be noticed from Eq. (71) that the second-stage noise contribu¬ 
tion can be taken fully into account by suitable modification of the 
equivalent noise resistance of the first tube. Accordingly, as second- 
stage noise becomes predominant, the optimum source conductance tends 
asymptotically toward the value Gn\ which causes the maximum power 
to be delivered to the first tube. This result also holds for the grounded- 
plate case and is in direct contrast with the grounded-grid case where 
second-stage noise is taken into account by suitable modification of pi. 

1340. Double-triode Input Circuits.—The ideal triode input circuit 
should have the following features: 

1. All the improvement in input stage noise figure over the pentode 
that is theoretically possible. 

2. The contribution of second and later stages to the noise figure no 
greater than with pentode input stages of the same bandwidth. 

8. A circuit that is stable and no more critical in adjustment than 
with pentode stages of the same bandwidth. 

There are nine combinations possible with two triode input tubes because 
a choice between the grounded-cathode, grounded-grid, and grounded- 
plate connection may be made for each of the first and second stages. 
There is, however, only one circuit that meets all the above requirements. 

^ This is'the case if the loading across the tuned circuit is provided largely by elec¬ 
tronic means, as discussed above for the. grounded-grid triode interstage coupling. 
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That is the combination of a grounded cathode followed by a grounded 
grid.^ This circuit is considered below in detail, and a discussion of 
practical amplifiers using this input arrangement is given. A short 
discussion of alternative input circuits using a grounded-plate and a 
grounded-grid first stage illustrates the superiority of the grounded- 
cathode triode first stage. 

Groundedr-cathod(>’triode-Grounded'‘grid’’trtade Input Configuration ,— 
The circuit described here has permitted noise figures as low as 0.25 db at 
6 Mc/sec, 1.35 db at 30 Mc/sec, and 5.5 db at 180 Mc/sec, without 
critical adjustment of any sort (see Table 13*4). 

When a grounded-grid stage succeeds the grounded cathode, as shown 
in schematic form in Fig. 13*12, a very large conductance « is 
presented to the plate of the first tri- 
ode so that it is quite stable. ^ The 
bandwidth of the interstage coupling 
will be very large so that there is no 
need to add additional damping even 
in the most extreme cases. Finally it 
may be observed that the output 
conductance of the first tube is of the 
same order oi magnitude as the 
optimum source conductance for the 
second tube, so that the full available 
power gain of the grounded-cathode 
triode is utilized. Neglecting output coil loss, the output admittance 
of the grounded grid is low, because the admittance presented to its input 
is small compared with If coil loss is taken into account, the output 
admittance is equal to the conductance Go of the coil loss, and the con¬ 
tribution of third-stage noise can be estimated as in Sec. 13*9. 

The neutralizing circuit of Fig. 13*12 modifies both the output 
admittance and the available power gain of the first stage. For the 
present this effect is neglected, and it is assumed that the output con¬ 
ductance of the grounded-cathode tube is I ftp. The noise figure of the 
second stage then, is given by 

^ 2 = 1 + P2Gb2Tp + VpR^i + ^2 j* 

^ See Henry Wallman, A. B. Macnee, and C. P. Gadsden, “Low-Noise Amplifier," 
Prac, LR,E. 86 (1948), 700-708. 

* In Fig. 13*12 a neutralizing coil is provided to resonate out the grid-plate capacity, 
but this is included in order to improve the noise figure rather than for reasons of 
stability. Even at frequencies as high as 180 Mc/sec it is possible to omit the neutral¬ 
izing coil and still maintain stability; the noise figure in that case is degraded, however, 
from 6.6 db with neutralizing coil to 8.0 db without. 



Fig. 13 1 2 . —Grounded-cathode-tri- 
ode-grounded-grid-triode input con¬ 
figuration. 
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From Table 13’2 the available power gain of the first stage is 

(G. + Gb.Y + YV 

and since the noise figure of the first stage is 

.. , . PiGsi . + Gbi^ + Ff] 

F. = 1 + -^ +- G. - 

the exact expression for the noise figure of the first two stages combined is 

f = 1 + ^ + (g. + Gbi)^ + Y\ 

+ fe[(«-+Fj+ >'*])• 

In general, l/rp»(?jsi so that, at midband, the shot noise of the 
second tube makes a contribution only 1 /mi that of the shot noise of the 
first tube. It is not until the frequency is so different from midband that 
yi/Qmi is comparable with unity that the second-tube shot noise becomes 
important. The contribution of the second-stage thermal noise and 
induced grid noise \\dll also be negligible in comparison with that of the 
first tube if {GJgmY 1. 

Thus, although it is necessary to make a careful choice of the first tube 
and its dperating conditions, the choice of the second tube depends very 
little on its equivalent noise resistance. It is usually made solely by the 
criterion of low cathode-plate capacity because if this capacity is large, 
neutralization of the second tube may be necessary, although in such 
cases it is usually quite uncritical. The operating conditions of the 
second tube are also unimportant; if it is considered desirable to econo¬ 
mize in power consumption, the tube can be run with high grid bias and 
low plate voltage. 

The second stage should have a fairly high transconductance, how¬ 
ever, because, as already noted, the stability of the first stage results from 
the heavy loading applied to the plate of the first stage by the input con¬ 
ductance (« of the second stage. 

If the grounded-grid stage is followed by a stage the midband noise 
figure of which is Fs » 1 + (m + l)rp(7j»8(p8 + when fed from 

a high output admittance,^ 

1 _ 1 
0 * + 

then the over-ail noise figure of the combination, at midband, 

1 In deriving this expression it has been assumed that the dynamic resiatanoe tp 
of the first and the second tubes is the same. 
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F « 1 + |Fe*,j + ^ [p2CrB2 + Gbz{pz + /2wiGi*8)]|^ 

where the contribution of second-stage shot noise has been neglected. 
In general can also be neglected. In this case if 


the expression for noise figure assumes the form 

F « 1 + ^ (psFbs + F«ii) j* (73) 

But this is of exactly the same form as Eq. (63), which gives the noise 
figure of a pentode followed by a second stage. The differences are that 
gmi is greater for a pentode connected as a triode than for a pentode, so 
that g is larger for the triode connection, whereas is now the equiva¬ 
lent noise resistance for a triode instead of that for a pentode. This 
double-triode circuit thus achieves the ideal standard laid down at the 
beginning of this section. 

To conclude the theoretical discussion of the grounded-cathode 
grounded-grid circuit, the effects of the neutralizing circuit are analyzed 
below. It is assumed for simplicity that the input coupling network is a 
single-tuned circuit whose magnification Qi is given by 




(OoC« 

Gt + Gi 


where C, is the input stray capacity (excluding Miller capacity) and Gbi 
is the input damping (excluding the neutralization coil loss). 

If Gn is the conductance of the neutralization coil loss with magnifica¬ 
tion 0, then 

n __ 


and the output admittance F 22 of the first tube is given approximately by 


K 22 


1 I + QiQoi^) , . n _ g* _ 

rp ^ ((?. + Gm)( 1 + Qfa*) ^ (G. + G«)(l + <?!«*) 


(74) 


where a — (w/wo) — (wo/w)- This means that the midband output 
conductance is reduced to 1/rJ,, where 


1 _ , gmGit 

Tp (G, + Gbi)’ 

while it can be' shown that the available midband power gain is 


( 76 ) 
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The effect on the contribution of the third stage is negligible, as can 
be seen from Eq. (73) in which l/vp does not appear explicitly. It is true 
that the noise contributions of the second-stage shot noise will be increased 
as l/Vp is increased, as may be seen from Eq. (72), but this contribution 
is so small in any case that the over-all effect is insignificant. 

Another, and more serious, effect of the grid-plate circuit of the first 
tube is that the output susceptance is increased by a factor gml{G» + (?bi). 
This narrows the bandwidth of the interstage coupling and causes the 
shot noise of the second tube to contribute appreciably at frequencies far 
from the midband unless Cgp is small.^ 

The 3-db bandmdth of the single-tuned input circuit is equal to 

_ Ga _ 

2v{Ci + 2Cgp + Cko) 

where Ci is the input capacity apart from that of the tube. It must be 
remembered, however, that as shown in Sec. 13*0, the equivalent thermal- 
noise constant-current generator, which gives a noise power equal to that 
produced by the losses in the neutralizing and input circuits, has a mean 
square value equal to 

Cl + Cgp + Ckg 

Q 

and not to 

C1 + 2C„p Ca„ 

Q 

Nothing has been said in this discussion about the effects of cathode- 
lead inductance. This might be expected to have an important effect 
on the performance of the grounded-cathode tube, because it is well 
known that feedback due to this inductance is responsible for the greater 
part of the input conductance of the tube. In Sec. 13-12, however, it is 
j^own that this inductance has no effect upon the noise figure and only a 
small effect on the available power gain of the first triode. Its effect 
cm the over-all noise figure is thus very small. 

In Table 13-4, the noise figures of a number of practical amplifiers 
using this circuit are given. It can be seen that they represent a con¬ 
siderable improvement over any cf the other arrangements listed. 

A Practical Grourided-cathode-trioder^rourided-grid-triode Amplifier .— 
The circuit diagram is given in Fig. 13-13; photographs of the unit are 
shown in Figs. 13-14 to 13-16. This unit was designed to replace the first 
three i-f stages of a radar receiver that employed a type 6AC7 grounded- 
cathode pentode input stage. The output and power connections there¬ 
fore are made through a built-in plug which plugs into the socket of the 

1 Hiis > why it is necessary to tune out the grid-plate capacity of the first tube 
to get opdmum noise figure (see footnote 2 on p. 657), 
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third tube of the original receiver. The input cable, which is attached to 
the unit, goes to a crystal mixer with an output resistance of 300 ohms. 
The capacity of the mixer plus that of the cable is about 30 n/ii. Only 
minor alterations in the original receiver were necessary to accommodate 
this unit. Because of space limitations the input circuit coils had Q*8 of 
only about 120. The average noise figure in production was about 
1.6 db. The input network is a degenerate or “inverted L'' net¬ 
work, as shown in Fig. 13-13. It is designed to operate into an input 


High 



Fig. 13*13. Circuit diagram of practical grounded-cathode-triode^grounded-grid-triode 

input amplifier. 


capacity of 7 uptf plus 2.4 / 4 /xf due to Miller effect, and it is transitionally 
coupled at a crystal resistance of 500 ohms. As a result, with the average 
crystal resistance of 300 ohms, it is somewhat less than transitionally 
coupled. The first tube is neutralized by Lj, which resonates the 1 . 2 -/i/xf 
grid-plate capacity. Neutralization of the first stage causes an 0.25-db 
improvement in noise figure. The cathode-plate capacity of the grounded- 
grid 6 AK 6 tube, F 2 , is 3.1 M^f, which is very high. It was found desirable 
to neutralize^ the cathode-plate capacity by L 9 . 

The direct current flowing between the cathode of F* and ground 
follows a devious route: through i2$, which supplies grid bias, and then 
through L 7 , 1 / 6 , and La to ground. 

^ Fee of a type 6J4 or 6J6 triode for the grouiided*grid stage would be much better. 
The type 6J6 tube is best employed with duly one of its triode sections functioning, pins 
1, 8, 4, 5 being connected star-fashion to the tube socket center pin and grounded. 
Because of the large cathode-plate capacitance of a triode-connected grounded-grid 
6AK5 (resulting from the internal connection of suppressor and cathode) the type 
6AK5 makes a very inconvenient groimded-grid stage. 
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Fio. 13*14.—Exploded view of Fi^. 13*13. 
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The type 6AK5 was selected as first tube because of its excellent 
noise figure. Its use as the second tube, in the grounded-grid stage, was 
purely a matter of convenience. 

The neutralizing coils L^ and L% were adjusted by connecting a signal 


generator to the input terminals, 
broken off in sockets Vi and V 2 
in turn and so adjusting Lj and 
L 9 that no output was obtained 
at the center frequency. 

This amplifier was produced 
in considerable quantity. When 
the correct values of the neutral¬ 
izing inductances were found for 
the prototype, the coils for other 
amplifiers were made by repro¬ 
ducing these inductai\ces with a 
5 per cent accuracy. These 
coils were then soldered into the 
amplifiers without further ad¬ 
justment. The interstage cir- 



Fig 13 15 —Side view of Fig. 
13 13. 


placing a tube with one heater pin 



Fig. 13 16 —Bottom view of Fig. 13 13. 


cuit between Fi and F* is very broad, and therefore 5 per cent accuracy 
suffices for Li also. All the other coils are reproduced with an accuracy 
of 2 per cent. • 

Separate d-c returns are provided for the crystal mixer and the grid 
of Vi by the use of a blocking condenser Ci. The choke coil Li, in 
parallel with Li, forms one of the members of the degenerate x^network. 
A deeaupling filter, conedsting cd 0%, Ct, Ci, Li, and Lt, is connected 
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between the end of Li and the telephone jack which is used for connecting 
in a meter for measuring crystal current. 

Grounded-plate-'triode-Grounded-grid-triode Input Configuration .— 
Because this amplifier configuration has been investigated at a number of 

laboratories, a short discussion^ 
will be given here. 

The basic circuit^ is shown* in 
Fig. 13*17. The cathode of the 
first tube is tapped down on the 
interstage coupling coil so as to 
present the optimum admittance 
to the grounded-grid tube for 
minimizing the second-stage noise 
figure. Since the input conduct¬ 
ance of the grounded-grid stage is 
large, the bandwidth of this circuit is very large. 

The available power gain of the first stage is gmi/Gai. If (?,2 is the 
optimum conductance to present to the second stage, then the over-all 
noise figure of the first tw^o stages, ("assuming that the cathode-grid 
capacity is tuned out) is given by 

, r, { Gb^ + Ga^^ + Y\ 
gmi L Gti 

This expression is very similar* to that for the noise figure of the 
grounded-cathode-triode-grounded-grid-triode circuit, except that sec¬ 
ond-stage noise is reduced in the ratio Gnijgmx instead of 

To the first order, « G ,2 and ¥x « F 2 , where ¥\ and ¥^ are the 
noise figures of the first and second stages respectively. Hence 

F » 1 4- (Fi — 1) ^1 -h 1 + 2 y/GuiR^ ^1 + 

= 1 + 2 (77) 

ym 

so that the noise figure of the combination does not •differ appreciably 
from that of the first stage above. 

For a more detailed analysis, see G. C. Sziklai a^d A. C. Schroeder, Proc. IM.E.y 
8a» 707-711, October 1945. 

^This optimum adjustment of the grounded-plate-grounded-grid combination 
requires either two separate triodes or a dual triode with separate cathodes, as does 
the grounded-cathode-grounded-grid combination. 

* The dight reduction in induced grid noise, which is a feature of the grounded- 
plate triode, has been neglected in deriving this expression. 





Fig. 13*17.—Grounded-plate-triode- 
grounded-grid-triode input configuration. 
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The output admittance of the combination is that of the single 
grounded«grid stage, so that the presence of third-stage noise can be 
allowed for by suitable increase in G 52 , as for the grounded-cathode triode 
grounded-grid triode. The lower available power gain of the grounded- 
plate triode means that the contribution of third-stage noise is corre¬ 
spondingly greater. 

A more powerful objection to the use of this circuit is its tendency to 
instability. This point has already been made in the general discussion 
of the grounded-plate circuit given in Sec. 13*8, and only a short analysis 
will be given here. With the circuit of Fig. 13-17 the load conductance 
Gl presented to the output terminals of the grounded-plate tube is large 
compared with In fact 


where (7,2 is the conductance presented to the cathode of the grounded- 
grid triode.^ 

It was stated in Sec. 13-8 that the input conductance of the grounded- 
plate tube is given by 

n — BkoiGiBko — g m Si) 

" “ {Gl + gn.y + {B,;+ BlY 

where Bkg and Bl are the grid-cathode and load susceptances respectively. 

If the grid-cathode and load capacitances are tuned out, Gg is sym¬ 
metrical about midband frequency but is negative unless Bkg is increased 
by the addition of extra capacitance, since gmBt is greater than GhBkg- 
To prove this it may be observed that the total cathode-ground capaci¬ 
tance load in the grounded-plate tube is 

(7l = Ckh + (^2 + (Ckh + (72 + Ckg)f (80) 

tr«2 

when Ckhy Ckg are the cathode-heater and cathode-grid capacitances and 
C'% is the wiring and tube socket stray capacitance.^ If Co is the self¬ 
capacity of the neutralizing coil, the total grid-cathode capacitance of 
the grounded-plate circuit is 

Ckg + Co 

and 

Oi.{Ck, + Co) - qJJl = ^ (C, + Cw - Co) - g„{Cu, + Co), (81) 


^ In deriving the expression it has been assumed that the transconductances of the 
two triodes are the same and that l/r^i » (?l 2 , the load conductance presented to the 
plate of the grounded-grid tube. 

* It has been assumed that Ckh, Ckg, and C% are the same for both triode tubes. 
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which is negative unless 

Co > (C* + Ci») + l)- 

If the grid-cathode capacity is not tuned out, the input conductance 
of the tube is asymmetrical about midband and becomes negative at high 
frequencies when Co is sufficiently large. 

In either case the danger of instability at high frequencies is apparent. 
It may prove necessary, therefore, to introduce additional resistive loss 
in the input circuit^ or to increase the grid-cathode capacitance to prevent 
oscillation. Either course of action increases the noise figure, and the 
second lowers the bandwidth of the input circuit. 

To sum up, it may be said that this circuit is inferior to the grounded- 
cathode-grounded-grid circuit in noise figure and stability. It has a 
slight advantage in input capacity; and at frequencies so high that fiGr is 
comparable with (?,,opt, the lower induced grid noise contribution could 
possibly swing the scales in favor of the grounded-plate grounded-grid 
circuit. Usually, however, the grounded-cathode grounded-grid circuit 
is to be preferred. 

In one particular simplification of the grounded-plate triode grounded- 
grid triode circuit, called the ^‘cathode-coupled circuit,the cathode 
of the first triode is directly connected to that of the second, thus permit¬ 
ting the,use of a double triode such as the type 6J6, having only one 
cathode. The noise figure of this simple combination is poorer than that 
of the grounded-plate grounded-grid circuit in which impedance stepup is 
employed between the first and second cathodes. The cathode-coupled 
combination is equivalent in noise figure to a single grounded-cathode 
triode with twice the value of and is equivalent in gain to a single 
grounded-cathode triode with half the transconductance. Somewhat 
better noise figures can be obtained, however, with the cathode-coupled 
circuit than with grounded-cathode pentode amplifiers. 

General Considerations of the Effect of Feedback on Noise 
Figure. —In this section, it is shown that within certain limitations, the 
introduction of feedback does not influence the noise figure^ but does 
affect the bandwidth of the input circuit by changing the input admit¬ 
tance of the first tube. Consider first the effect on noise figure. In Fig. 
13*18 is shown a signal source A and amplifiers B and F. Feedback can 
be introduced by closing the switch S so that some of the output voltage 
of the amplifier B is transmitted through the network E back to the input 

^ This was, in fact, the means employed to obtain stability in a grounded-plate- 
grounded-grid amplifier built at another laboratory. 

‘This subject has been treated previously by W. A. Harris, Fluctuations in 
Vacuum-tube Amplifiers and Input Systems,” RCA Rev., 5, 505-524, April 1041; 6, 
115-124, July 1041. 
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terminals. Examples are feedback due to an impedance in series with 
the cathode of a tube (a class that includes the cathode follower) and 
feedback due to a capacitance or resistance connected between grid and 
plate of a single grounded-cathode stage. On the other hand, the 
grounded-grid amplifier, which is also a feedback amplifier, because its 
output current flows through its input circuit, utilizes feedback of another 



Flo. 13*18.—Block diagram of amplifier with feedback. 

type. The point I denotes an independent source of noise within the 
amplifier JB, and 9c and 9/) denote the voltage gains between the input of 
B and I and between I and the output of B, respectively; is the voltage 
gain of the network E and is assumed to be less than unity. In the 
argument that follows it is assumed that 

1 . The network E and the amplifier B transmit signals only in the 
directions denoted by the arrows. 

2. The amplifier B has suflSicient gain to make sources of noise within 
amplifier F negligible. 

3. The network E contains no sources of noise. 

The noise figure will be computed with no feedback (S open). The 
noise source I is replaced by a voltage Ej located in the signal source such 
that Ej gives the same voltage at the output of the amplifier B as the 
actual source of noise. This causes the available noise power of the 
signal source to increase by 

•W; = (82) 

According to the definition of noise figure given in Sec. 13-2 

F-l.'l 

3 

where the summation is taken over all sources of noise including the 
thermal noise of the signal sources, whose voltage is E,. 

The voltage at I is Ej. When feedback is introduced by closing S, the 
voltage at I becomes where 

JBJ “ + OtfiEj, 


G.\Ei\^ 

gW’ 



MINIMAL NOISE CIRCUITS 


668 


[Sec. 1311 


and where a = 9z)9c the voltage gain without feedback, 
may be solved for Ej to give 


e; 


Ej 

i - a$ 


This equation 


(84) 


It should be emphasized that 0,0, the total gain of the networks around 
the loopf is independent of the location of the point /. Therefore all 
independent noise voltages within the loop, including those at the input 
(such as the signal source) and at the output, are modified by the same 
factor^ 1/(1 — 00) so that the noise figure is independent of O0. 

In many wide-band amplifiers, however, the above assumptions (and 
therefore the previous argument) are not strictly valid. In the first 
place, the feedback network E usually consists of passive elements only, 
and signals can be transmitted through it to the output of the amplifier B. 
If the amplifier B consists of a single wide-band stage with its inevitable 
low gain, the signal fed through E is not negligible and causes the equiva¬ 
lent voltage pertaining to the signal source to be modified by a different 
factor from that which modifies other sources located within the amplifier 
B. In such cases second-stage (amplifier F) noise must be considered 
also and becomes more important as the gain of amplifier B is reduced by 
introducing feedback. In some cases, also, the feedback network con¬ 
tains resistors or may itself be a resistor from grid to plate of the amplifier 
tube. Such resistors, of course, are sources of thermal noise. 

When these conditions prevail, the general argument given previously 
is not completely valid, and the noise figure changes with introduction of 
feedback, although the change is usually small. 

Another situation that is not covered by this argument is that in 
which a source of noise within the second amplifier F is coherent with a 
source within the first amplifier. By proper choice of the value of 9, 
these sources can be made to nullify each other, and an improvement of 
noise results. Sources of noise of this type are those due to partition 
of the electron stream between the screen grid and plate in a multigrid 
tube so that at one instant a fluctuation in the screen-grid current is 
accompanied by a fluctuation in the plate current of equal magnitude but 
opposite sign. By introducing feedback between the screen grid and the 
input terminal of the tube, the fluctuation in the screen current can be 
made to cancel the effect of the fluctuation in the plate current. This 
matter is discussed in Chap. 12 and briefly in Sec. 13*13. 

Change of Input and Output Admittance Due to Feedback and Change 
in Available Power Gain Due to Feedback and Presence of Load. —^Here the 
change of input admittance is calculated for a common situation shown 

i See H. W. Bode Network Analysis and Feedback Amplifier Designj Van Nostrand, 
1946, particularly pp. 33-34. 
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in Fig. 13'19. One input and one output terminal of the amplifier are 
grounded. Feedback is produced by an admittance Fia connected 
between the ungrounded terminals. When Y 12 is zero, Yn and F 22 are 
the total input and output admittances, including the source and load 
admittances. 



Fiq. 13’19.—Amplifier with admittance connected between input and output terminals. 

Take Yn ^ Ga + Gi + jY^ + Fio, where O* is the transformed source 
conductance, Yi is the susceptance associated with the input circuit, Gi 
is the input circuit loss, Fio is the input admittance due* to sources of 
feedback other than Y 12 and includes the transit-time damping, unless, as 
in a grounded-plate circuit, this is part of Y 12 . 

It is assumed that Fn is independent of F 22 (an assumption that is 
not valid if the amplifier consists of a grounded-grid amplifier whose load 
admittance Fl is small compared with its dynamic plate conductance 
The amplifier may contain any number of stages. It is assumed 
here that at the center of the pass band, the phase angle between the 
input and output voltages is either zero, as in the case of a single-grounded 
grid or cathode-follower stage, or 180® as in the case of a single-grounded 
cathode amplifier. The total voltage across F 12 is then equal to £^i(l ± g) 
where the upper sign pertains to a phase angle of 180® and the lower sign 
to a phase angle of zero. The current In flowing through F 12 , is then 

/i2= -YnEiil ± 9). (85) 

The voltage gain of the amplifier from input to output is g. 

The input voltage Ei is the same as though an admittance Fir were 
connected in parallel with the input and the feedback through F 12 
were disconnected, where 

Yr= = F«(l ± 9)- (86) 

Let 9 voltage gain with the admittance Y n present and Ct be 

the voltage gain with Fis equal to zero. The connection between these 
two gains can be found by writing down the condition that the current 
It flowing out of the amplifier should equal the current flowing in the load 
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plus the current flowing in the feedback network in both cases. One gets 
h = ±^229^1 - £iFi2(1 ± 8) (87) 

and 

/2 = (88) 
Equating these expressions, one gets 


9 = 


I 22 


1 + 


_J2 

r 

22 


(89) 


The first term in the numerator is due to signal coming through the 
tube, and the second term is due to signal transmitted from input to 
output terminals through Y 12 . Substituting the value of 8 into Eq. (86) 
3 rields 


Yf = 


Fi2(1 
1 + 


± a) 
F 12 ■ 
F 22 


(90) 


If Fi 2 is small compared with F 22 , the voltage gain is not altered by 
connecting the feedback admittance, which means 8 is very nearly equal 
to Ct. 

It can be therefore concluded that the output voltage is modified in 
two way^; by the use of this type of feedback. First, the loading on the 
signal source is changed; this changes the input voltage considerably and 
constitutes a relatively large effect. The second effect—the change in 
voltage gain—^is usually relatively small. The change of loading changes 
the pass band of the input circuit. If Ff, averaged over the pass band, 
contains a positive conductance or a negative capacity, the bandwidth can 
be made to increase; but if it contains negative conductance or a positive 
capacitance, the bandwidth decreases. If Yr= -Y^^, the amplifier 
will oscillate. The total input admittance Y[i in the presence of feedback 
is given by 


Y^^ = Fn + Ff = Fu + 


Fi 2(1 dt ft) 
i + Li ■ 


(91) 


Output Admittance .—^To find the output admittance, it is necessary 
to find the output voltage Et when a current source J is' applied across the 
output terminals. Let E\ be the voltage across the input terminals of the 
amplifier and let It, the current flowing out of the amplifier, be related 
to the input and output voltages Ei and Et by the linear equation 

~~It *= i.OmEi + gtEi, 

where (?«is the generalised transconductance of the amplifier and is the 
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generalized dynamic conductance of the amplifier. It may be noted that 

+ Fl = F22, 

where Yl is the load admittance. If Kirchhoff's second law is applied 
to the independent node pairs formed by the input and output terminals 
respectively, one gets 

J = Yr2{E, ^ E,) + iYL + gp)E2 ± Wi, 

0 = YuE, + YUEi - E 2 ), 

and solving for E 2 gives 

so that the total output admittance F 22 is given by 

y/ _ y 1 Fi2(Fii + Gm) /no\ 

F22~ 1.2+ (92) 

Available Power Gain .—To find the available power gain when the 
load Fl is considered part of the feedback amplifier it is first necessary 
to find the output voltage E^ when a current /« flows into the input 
terminals of the amplifier and when an additional load Fi, is connected. 
If E\ is the voltage across the input terminals, then application of Kirch- 
hoff’s second law to the two independent node pairs formed by the input 
and output terminals gives 

/. = i^iFn + (£1 - E2)Y2, 

0 = iiGfnEx + g>pE% + (Fl + Yl)E2 + {E^ — J?i)Fi2, 

so that 

, -Yx,{±G^ - F 12 ) ~ (Fii + Fi2)(^p + Fl + Fl + F12) ^ 

/.-- ±g-::y-. - 

Y»(ru ± G„) + (Y,2 + n)(Fu + F«) ^ 

“-—G„±Tir 

The power delivered to the load Ti is 

^ + Fi*)|*/* 

“ |ru(Fn ± G«) + (Yu + Fi)(Fu + Y»)\i 

If all the admittances in the circuit are conductances, this power is a 
maximum when 

n - O'. - a„ + 

Because the available ipput power to the amplifier is II/4G,, the 
available power gain is given by 
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VP = 


_ G.(Gm T GnY _ 

{Gii + (?12)lCra2(Cril + (?12) + Gnifill ± (?m)] 


(93) 


where 622 , <?i 2 , are the conductive components of F 22 , Fn, F 12 , F* 

respectively. 

If there is no feedback of this type present, G 12 is equal to zero and 
Expression (93) becomes 


VP = 


G.GI 

G,2(Gs + G^ 


(93a) 


Equations (34a) and (34c), which give the available power gains of single- 
stage grounded-cathode and grounded-plate amplifiers with no load 
resistors connected, are special cases of Eq. (93a). In such cases, G 22 
consists of the output admittance of the tube. 

Equations (92a), (93), and (93a) do not apply accurately to a grounded- 
grid amplifier, because the input admittance of a grounded-grid amplifier, 
given by Eq. ( 22 ), depends upon the value of the load. At one extreme, 
when the dynamic plate conductance l/vp is large compared with the 
load admittance, the input admittance is approximately equal to g^nVpYh 
or (m + 1 )Fl. At the other extreme (a situation that is frequently 
encountered in practice) l/r^ is small compared with the load admittance 
Fl, and the electronic component of the input admittance becomes 
constant and equal to gri,. In this latter case the results of previous 
discussions can be made to apply. The output admittance is equal to the 
output admittance of the tube plus the admittance of the load; and 
because the available power of a constant-current generator is inversely 
proportional to its internal conductance, the available power gain VP 
with the load is equal to the available power gain without the load multi¬ 
plied by the ratio of the tube's output conductance to the sum of the 
output conductance and the conductance of the load. The calculation 
of the output admittance and available power gain when the input 
admittance is not constant will not be given here but can be effected by 
evaluating the power output in terms of the input admittance and finding 
the value of auxiliary load that receives the maximum power. 

13*12. Miscellaneous Types of Feedback and Their Effect on Noise 
Figure.—In this section two important cases of feedback are considered: 
( 1 ) the grounded-cathode tube with resistance feedback from plate to 
grid and ( 2 ) the grounded-cathode tube with feedback provided by 
inductance in the cathode lead. 

Feedback Produced by a Resistor between Input and Output —^A resistor 
between the grid and the plate of a grounded-cathode amplifier has been 
widely used as a means of increasing the over-all gain-bandwidth product. 
This subject was discussed at length in Chap. 6 . It can be seen from 
Eq. ( 88 ) that if F 12 is a pure conductance (?ia, the input admittance Yf 
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due to feedback, consists of a conductance at the center frequency of the 
output circuit while at other frequencies it contains positive and negative 
susceptances when the load also contains positive and negative susceptive 
components. This conductive component causes the bandwidth of the 
input circuit to increase and the voltage output of the amplifier to decrease 
because of the greater loading on the signal source. 

Two possible applications of this feedback system are of interest. It 
is possible to use resistor feedback to widen the pass band of the input 
network if the bandwidth of the latter is too narrow to give the required 
over-all amplifier bandwidth when 
the source conductance is chosen 
to give optimum over-all noise 
figure. This possibility is dis¬ 
cussed in greater detail in Sec. 

13*14. It is also possible to use 
resistor feedback in the first tube 
of the main amplifier chain so that 
the load into which the single- or 
double-triode input circuit works 
IS at a very low effective tempera- ance feedback, 

ture. The distinction made 

above between these two applications is not a fundamental one. The 
theoretical results derived for one case apply also to the other. 

The basic circuit with resistance feedback is given in Fig. 13*20. It is 
assumed that a pentode stage is used so that grid-plate capacity feedback 
can be neglected. If the circuit is driven from a source and if the 
effects of cathode-load inductance and finite transit angle are neglected, 
it has been shown^ that the midband noise figure of the stage is given by 




where 6bi is the sum of the input circuit loss and the transit time con¬ 
ductance and (tl is the load conductance. 

It can be seen from Eq. (94) that for values of Gn small compared 
with gmf the noise figure at midband is the same as if Cri 2 were connected 
across the input terminals. When Gu approaches the noise figure 
approaches infinity, but by reference to Eq. (87) it may be seen that this 

A. B. Macnee, RL Internal Report 61-10/1/46. 
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corresponds to a value of 0i% which gives zero gain, a situation of no 
practical interest. 

All the formulas derived earlier in Sec. 13*11 can be applied to the 
amplifier of Fig. 13*20. From Eq. (90), Gf^ the total input admittance 
at midband due to feedback, is given by 


Gf 


Gx^igm + G*j) 

+ f?12 


(95) 


where = <jl + (l/r^). Because the tube is a pentode, l/Vp can be 
neglected in comparison with Gl so that 


n ^ G^i2(g^w + Gi) ^ Gi^gm 
^ Gl + G\% Gl 


(95a) 


The output admittance GJ? and available power gain W, respectively, 
at midband are given, from Eqs. (92) and (93), by 


nt — ^ \ n I ^ 12 (G. + GbX + Qm) _ p , {Qm + G,)Gi 2 

®’* - + ft+<?;.+G,r ' +a+o.,+c.,' 


•W = 


G.{g„ - <?,*)* 


(G, + Gbi + Gis) (G. + Gbi + Gis) + Gi»(G, + Gb\ + fl'm) 

(97) 




(G. + G,x + Gx,)[Gl(G. + G»i + Gx*) + G,*(g„ + G.)] 

G^l 


(G, + Gbi + Gx2)*Gjj 


7 - (97a) 


The condition for transitional coupling is 


2 CxCj[^mGx» + GxxG 22 + Gvt{Gn + G22)] = [GX1C2 + GnCi 

+ Gx2(Gx + G,)]*, (98) 

while the 3-db bandwidth <S> of the negative feedback pair is given by 


^ [9mGx2 + GixG2j + Gx2(Gxx + G22)]i 


(99) 


where Gi and C 2 are the total capacities to ground across the input and the 
output circuit respectively. In the important case when Gx » G 2 and 
X/Tpf Qit, then the condition for transitional coupling becomes 

2gmGit w G|, 

a - 5^ (M.) 

This last equation implies that the over-all 3-db bandwidtii of the stage, 
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when negative feedback is applied, is the same as if there were no negative 
feedback but a conductance Gl connected across each tuned circuit. In 
this latter case the noise figure would have been 

F = l + + ^ + — - (G. + + Gi)*-, 

and because Gl = \/ 2 gr^(?i 2 ^ Gia, the noise figure for the same 3-db 
bandwidth is considerably improved by the use of resistance feedback. 

It can be shown that the noise figure of the stage, with resistance 
feedback, at frequencies other than midband is 

R + — 

F ^1+ [((?. + Gbi)> + «?(??«*], (94o) 

where a = (<d/wo) — (coo/w). 

It may be seen from Eq. (94a) that although the pass band of the 
input circuit has been appreciably increased by feedback,’ the variation 
of noise figure with frequency is virtually unaltered by feedback. This 
result is in full agreement with the general arguments given in the center 
part of this section. 

Feedback by Cathode-lead Inductance, —It has been shown that feedback 
due to cathode-lead inductance produces an input admittance, between 
grid and cathode terminals, that contains a conductive component.^ If 
Lk is the cathode-lead inductance and if the reactance of this inductance 
is small compared with the other impedances in the circuit, particularly 
the grid-cathode reactance then this conductance Ge is given 

approximately by 

Gc ~ ^^LkCigQmf 

where co is the angular frequency. If grid-plate feedback is also present, 
it has been shown by Sturley^ that the total input admittance due to the 
two effects is their sum. 

This input conductance lowers the available power gain of the tube 
and hence increases the contribution of the second-stage noise to the 
noise figure in the same way as would a conductance Ge connected across 
the input terminals of the tube at effective noise temperature zero. 

If the first tube is a triode, however, the cathode-lead inductance has 
no effect on the first-stage noise figure, although this is not true for a 
pentode. The equivalent noise representation for the triode case is 
shown in Fig. 13*21 where the equivalent shot-noise generator lies 

* M. J. O. Strutt and A. van der Ziel, Proc, I,U,E,^ 86, 1011-1032 (1936). 

* K. R. Sturley, Radio Receiver Design, Part I, Wiley, New York, 1943, pp. 50-53. 
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between plate and cathode. The cathode-lead inductance feeds back 
part of the shot-noise current in antiphase to the grid. It can be shown 

that the mean square current 
flowing from the shot-noise gen¬ 
erator in the output lead that 
grounds the plate is reduced in 
the same ratio as the available 
power gain. The noise figure of 
the first stage is thus left un¬ 
changed. In the pentode case, 
however, the partition noise cur¬ 
rent that flows betw^een screen 
and plate is unaffected by the 
presence of grid-cathode induct¬ 
ance; therefore, in a pentode, the noise figure is made worse by this 
feedback. 

The mean square noise current flowing in an output short circuit, 
produced by the thermal-noise and induced-grid-noise generators in the 
input circuit is 



Fig. 13*21.—Equivalent noise representation 
of a triode with cathode-lead inductance. 


+ PlC?Bl) 

(G, -|- Gb\ + Gc)^ + Y\ 


4kTB, 


where G^i includes the transit-time loading but not Gc. In deriving this 
expression, it has been assumed that the grid-plate susceptance is zero. 

It can be shown that the shot-noise constant-current generator 
produces a mean square output short-circuit current approximately 
equal to 


gil{G. + GsiY + Y^] 
(G, -|- Gbi + Gc)^ + Ff 


4kE^TB. 


Hence, the noise figure of the first stage above is 


p ^ 1 . PiGbi , [(G. -h G^i)^ + Yl]R^ 

' G. G. ' 

which is independent of Gc. 

The available power gain is now 


_ gjrpG, _^ 

(G, H- Gbi 4* Gc)^ + Ki' 


( 100 ) 


( 101 ) 


and since the output admittance is unchanged at l/vp, the contribution 
of fsecond-stage noise has been increased by the ratio 


(G. -b Gbi + Gey + Yl 
(Gc + GbiY + Y\ 


( 102 ) 


For some purposes it is convenient to regard Gc as part of Gj»i, the 
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noise temperature of Ge being taken as zero. The formulas for the over¬ 
all noise figure of an amplifier, derived earlier in this chapter, can then be 
used unchanged, provided that the equivalent shot-noise resistance of the 
triode is assumed to be 


P (G. 4- Gb, - GrY + Y\ 
~ {G. -b GbxY + Yl ’ 


(103) 


* 

where Gbi is now assumed to contain Gc. The available power gain is 


glrpG, 

(G. + GbxY + Y\ 


(104) 


When the first tube is a pentode, the rigorous analysis is more com¬ 
plicated because the nresence of cathode-lead inductance causes some of 



Fiq. 13 22.—Equivalent noise representations of pentode with cathode-lead inductance 


the screen shot-noise current to flow in the anode circuit. If this effect 
is neglected, however, as is justifiable for small values of cathode-lead 
inductance, the noise figure of the first stage assumes the form 


p , , pGbx . (G. + GbxY + Yl 
- 1 -h + G. 

I Rat “t" 


R4iG. + Gbx - (?.)* -I- Yl] 
(G. + GbxY + Ff 


!• 


(105) 


where Rm, Rm are the equivalent shot- and partition-noise generators 
of iiie first tube. Their magnitudes are given by Eq. (17). 

The effects of cathode lead inductance are most easily represented 
by the equivalent circuit of Fig. 13-22. The voltage generators e?., ^ 
are given by 

^ = AkRaaT, 

^ = AkRatT. (106) 


If second-stage noise is important, its contribution can be allowed for by 
suitable increase of Rm. 

13>13. The Correlatioii between the Induced Grid-noise and the 
Shot-noise Currents. —Until now the correlation between induced grid- 
nmse current and shot-nmse current has been neglected, and it has been 
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assumed that these currents could be treated as if they were statistically 
independent. In this section the correlation is taken into account, and 
the possibility is considered of using the correlation to obtain improved 
noise figures at high frequencies, where induced grid noise is very 
important. 

The discussion is based on the grounded-cathode triode circuit of Fig. 
13*23. The analysis holds equally fbr the grounded-grid case as far as 



Flo. 13*23.—Equivalent noise representation for grounded-cathode triode with correlation 
between induced grid noise and shot noise. 

first-stage noise figure is concerned, but not as regards available power 
gain. 

In order to simplify the analysis it is assumed that the feedback 
susceptance between input and output terminals is neutralized over the 
effective amplifier pass band and that the input circuit is a single-tuned 
circuit. The effects of transit time on the magnitude of the equivalent 
shot-noise resistance are ignored as are the effects of cathode-lead induct¬ 
ance on the first-stage noise figure. The last assumption is justified 
by the discussion on this subject in Sec. 13*12. 

Because of the approximate nature of the treatment and the still 
tentative theory on which it is based, it must be emphasized that this 
discussion can only be regarded as qualitative. The numerical results 
given are provided for illustration and have not been checked experi¬ 
mentally. Almost certainly they are too optimistic as to what can be 
done to cancel out induced grid noise at high frequencies. 

The following S 3 anbols will be employed: 

C$ »= the total input capacity. 

Gr — the transit-time damping conductance* 

Gi « the input coil losses. 

O 9 the source conductance. 

if « the input coil inductance. 

Yi » the total input susceptance. 

F« » the total input admittance equal to (7i + 0# + + jYt- 
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For convenience Gr is regarded as noiseless, ihe induced grid current 
being associated directly with the shot current. 

As stated in Sec. 13*3, the induced grid-noise current ig is related to 
the cathode shot-noise current ik by the equation 



where w is the angular frequency and r the cathode-grid transit time. It 
has been assumed in deriving this formula that ig and i^k flow from the 
cathode to the grid or plate respectively. But the steady direct current 
in a tube flows from plate to cathode. Accordingly, if the grid-cathode 
voltage produced by ig is ig/Y^y then this voltage produces a current 
gmig/Yt from plate to cathode or a current —QmUlY^ from cathode to 
plate. 

Hence, the noise sources in the first stage produce a total noise current 
in the short-circuited output lead equal to 


+ i\ — ioi 
Yn 



+ ik^ 


The mean-square value of this current is 


{Y.Y “ 


ik 

\Y.\^ 



and the noise figure Fi of the first stage can be written 




Y. 


gmj<^ gl 


= 1 + I((?. ++ <?,)*! +(fi- 



(107) 


from Eqs. (10), (15), (16), and (17). When Fi = 0, Fi reduces to the 
familiar expression for the midband noise figure of the first stage: 


B, _ 1 1 1 1 


+ ^ (<7. + + <?.)*; 


(108) 


when Fi =« however, F i is given by 

- 1+ ^ (G. + (?i + Or)K (109) 

Therefore, by proper choice of the susceptance of the input network it is 
apparently possible to eliminate the induced grid-noise contribution, at 
least at a BingU frequency, and to obtain a noise figure determined by coil 
looses and shot nmse alone. 
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This optimum value of Fi is directly proportional to the angular 
frequency w since (?r/w^ is independent of frequency. Hence Yi should 
be the susceptance of a pure capacity Ct\ that is, the input circuit should 
be capacitive at the midband frequency of the over-all amplifier. In the 
case of the type 6AK5, connected as a triode, where 

= 385 ohms, 

Gr == 12 /iohms at 30 Mc/sec, 

5, 


this capacity comes out to be approximately 2.0 iiiiL 

In any practical case the input capacity C. will be appreciably larger 
than 2.0 and the input circuit must then consist of a coil that res onates at 
midband frequency with C, — Cr. I^t FJ = Fi — \/pGr/R^; then Fi 
can be written 


Fi = 1 + ^ + ^ (G, + Gi + Gr)^(l + v^) 

where * 

Gfi + + Gt \C*)o w/ 


( 110 ) 

( 111 ) 


If Gi + Gtf the optimum source conductance when v == 0 is 

given approximately by 

Gt^t 

and 

Fl « 1 -|- 2 \^G\R^y 



whereas in the case Fi = 0, the conventional midband case, 



Fi « 1 + 2 \/(Gi + fiGt)R^, 

Thus in cases where fiGr is of the same order as or larger than Gi an 
appreciable improvement in noise figure can, at least ideally, be obtained. 
To achieve this improvement a certain price has to be paid. The transfer 
characteristics of the input circuit are now asymmetrical; and if the 
amplifier is fed from a source such as a crystal, whose conductance can 
vary within appreciable limits, it is difficult to correct for this asymmetry 
later in the amplifier. It might be suspected that the mistuning would 
produce a loss in the available power gain of the stage. This is not the 
case^ however, at least for the grounded cathode, as the decrease in 
due to the improved noise figure more than compensates for the 
effect of mistuning, the ratio of the available power gains in the resonant 
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and mistuned cases respectively being 



which is less than 1, where (?*. is the input conductance due to cathode-lead 
inductance. The difference in the available power gains, however, is not 
large. 

The mistuning discussed above is likely to be really worth while only 
at high frequencies where the induced grid noise is important and the 
asymmetry produced by mistuning relatively small. To illustrate the 
magnitude of the improvement obtained by mistuning consider the case 
of the type 6AK5 triode-connected, when the midband frequency is 
180 Mc/sec. 

If the input coil magnification is 150 and the total input capacity 
14 fifjitf then 

Gi = 90 /xmhos when the circuit is mistuned, 

= 100 jj^mhos when the circuit is midband resonant, 

and 

Gt = 400 jumhos. 

When the circuit is midband resonant, the optimum source conductance is 
G,,opt = 2,340 A^mhos 
and the theoretical noise figure is 

Fi = 3.2 = 5.0 db. 

When the circuit is mistuned, the optimum source conductance is 

Gg,opi ~ 690 /imhos 
and the theoretical noise figure is 

Ft = 1.9 = 2.76 db. 

Thus it is apparently possible to improve the single-frequency noise 
figure of the first stage by 2.25 db by mistuning the input circuit 15 
Mc/sec lower than band center. As stated already in this section this 
result is probably too optimistic, but an appreciable improvement in noise 
figure should be obtainable, and rough experimental evidence exists of this 
trend. 

The variation of noise figure with frequency may be obtained from 
Eq. (110). In the present case the noise figure for the mistuned amplifier 
has deteriorated 0.5 db at frequencies ±4 Mc/sec from riie midband. 
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Throughout this chapter, it has been assumed that induced grid-noise 
and shot-noise currents can be regarded as statistically independent if the 
input circuit is midband resonant and the pass band of the amplifier 
geometrically symmetrical about midband frequency. The validity of 
this assumption will now be established. 

Equation (107) can be written in the form 

= 1 + + ^ [(G. + G-i + GrY + rf - (112) 

If Fi is antisymmetrical about midband frequency, the average noise 
figure at frequencies geometrically disposed about the midband is equal to 

1 + g l + . ggr + ^ [(g, + GrY + Ff] 

if the variation of Gr over the frequency band is neglected. But this is 
just the result that would have been obtained if the correlation between 
the two noise currents had been ignored. 

13 - 14 . Input Coupling Networks.—The purpose of the input coupling 
network is to transform the conductance of the signal source to a value 
that gives the optimum noise figure consistent with the bandpass and 
pulse-response characteristics required of the amplifier. 

The input networks discussed in this section are of two general types: 
(1) the single-tuned circuit, usually realized as autotransformers, shown 
in Fig. 13’24a, 6; (2) the double-tuned inductively coupled circuit, which 
may be realized in any one of the equivalent forms of Fig. 13*25a, 6, c. 

In general the single-tuned circuit is used whenever it permits the 
bandwidth requirements to be met with the source impedance trans¬ 
formed to give optimum noise figure. This circuit employs the fewest 
number of parts, occupies the least space, and is easy to align. Changes 
of source conductance produce bandwidth changes no more serious than 
those produced in any alternative input network, and the effect on pulse 
response of errors in tuning is very small. 

If the input network bandwidth is too narrow when the source con¬ 
ductance is transformed for optimum noise figure, two courses of action 
are open to the designer. Either he can retain the single-tuned circuit 
and increase its bandwidth by lowering the source conductance or adding 
damping by one of the methods discussed in Sec. 13*12, or he can employ 
a double-tuned input circuit. Such a circuit has approximately double 
the bandwidth for the same transformed source conductance as the 
single-tuned circuit,^ and it has increased selectivity, which may prove 
valuable when image rejection is important. The dtmble-tuned circuit 

^ WheU the double-tuned circuit is transitionally coupled. If the circuit is under- 
coupled, this inipibvement decreases rapidly. 
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has the disadvantages of increased si 2 se and complexity and greater 
dependence on circuit constants and tuning errors, particularly the 
latter. 

The choice of input network to meet the design requirements of any 
particular wide-band amplifier thus necessarily involves some com¬ 
promise and is based on a knowledge of the bandpass, output admittance, 
tuning, and distortion characteristics of the alternative networks. It is 
the purpose of this section to provide this information in a suitable form. 
Extensive use is made of the results of Chaps. 4 and 5, where the theory of 
single- and double-tuned circuits is discussed. 

Before the properties of the networks of Fig. 13*24 and 13*25 are 
considered in detail, the statement made in Sec. 13*3 will be justified. 
There it was indicated that the circuit of Fig. 13*2 provides an equivalent 
network for the transfer and output driving-point admittances of any 
type of input coupling. 

By Th6venin’s theorem any two-terminal network containing both 
active and passive elements can be represented as a single-current 
generator J and an admittance F« in parallel with it, where F* is com¬ 
posed of a conductance G and a susceptance Fi. In the particular case 
discussed in this chapter J equals the sum of the signal current /« and the 
thermal-noise current whose mean square fluctuation is 

= AkTiGB, 


where Ti is the effective noise temperature of (?. 

If the network has an available power gain •W, which will be unity 
when the network is dissipationless, then it is possible to split G into two 
parts, Gm and Gi, where G, represents the transformed source conductance 
and Gx the network losses, such that 


^ G.+ Oi 

G = G, + Gi. 


The noise current i can be regarded as composed of two statistically 
independent noise currents i, and ii whose mean square values are given 
by 

(/. + hY == 4/rrxGS, 

P = 4frrG.B, 


I\ = ikaTGiB, 


connected across the input terminals of the tube, where aT is the noise 
temperature of Gi, which is the network of Fig. 13*2, as required. 

One important point must be made here if confusion is to be avoided. 
In discussing the noise figure of the first stage, reference to Eq. (53) shows 
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that it is necessary to know the admittance presented to the terminals 
of the first tube by the external circuit. The input tube conductance due 
to feedback (whether produced by cathode-lead inductance or grid-plate 
re^tance as in the grounded-cathode tube or by direct cathode feedback 
as in the grounded-grid tube) does not appear in the expression for first- 
stage noise figure, although this conductance affects the available power 
gain ancbhence the second-stage noise figure. In calculating the transfer 
admittance or pulse response of the input network, however, this con¬ 
ductance must be included. If the input tube is a grounded-grid triode. 



la) 





Fig. 13*24.—Single-tuned input network; (a) simple form, (6) autotransformer. 

this conductance is so large that the bandwidth of the input network is 
wide enough for all practical amplifiers. Hence when the various means 
for increasing the pass band of the input circuit are discussed, attention is 
confined to the grounded-cathode case. 

The two specific input networks with which this section is concerned 
will now be considered, the simpler case of the single-tuned circuit being 
dealt with first. In both cases it is assumed that the source admittance 
consists of a conductance Ga in parallel with a capacity Ca and that the 
input capacity of the tube, together with stray wiring* and tube socket 
capacities, is Cb. Unless otherwise stated it is assumed that the input 
conductance of the tube due to feedback is negligible in comparison'with 
tiiie* output conductance of the input network. 

TAe Single-tuned Circuit .—The simplest network of this type is 
shown in Fig. 13*24a. Here C. is equal to Ca + Cb, and this capacitance 
is resonate by L, at midband. 

It is only by rare cdncidence that Oa is equal to the v^ue of source 
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conductance that gives an optimum noise figure. If the source is an 
antenna or a crystal, the most important case, Ga is generally very much 
smaller than this value ^ so that some means of transforming Ga must be 
employed. The most commonly used method for achieving this is 
illustrated in Fig. 13-246, where the source is tapped down the input coil 
so that L, becomes an autotransformer. The conductance Gb is the sum 
of coil loss and transit-time damping, and La is the part of L, between the 
tap and ground. 

The only case that is considered is the one where the susceptance of 
La is much greater than the source admittance. Under these circum¬ 
stances the equivalent circuit can be put in the form of Fig. 13‘24a, where 
Lt resonates with C, at the midband frequency and 


G. = ^Gs, 

C. = C, + ^ = (73 + (113) 

From Eq. (63) the single-frequency noise figure of the first* stage is 

‘ +1 +1 [(®' + °->’ + (s - 

where G» is independent of frequency. 

In the discussion of optimum source conductance given in Sec. 13-5 
attention was directed primarily to the midband noise figure. At 
frequencies other than midband it may be seen from Eq. (55) that the 
optimum single-frequency source conductance is greater than the mid¬ 
band value, so that the source conductance that gives the optimum noise 
figure over the entire pass band is greater than the conductance that gives 
optimum midband noise figure. 

It has been pointed out in Sec. 13-5 that in many practical cases the 
source conductance Ga varies between wide limits—^between mOA and 
Ga/tti —^from amplifier to amplifier. If bandwidth considerations permit, 
it is desirable to choose the position of the tap on the input circuit so that 
the optimum source conductance <?a,opt ih presented to the input terminals 
when the source conductance assumes its mean value Gaj because by these 
means the variation of noise figure with source conductance is held to a 
minimum. The bandwidth of the input circuit varies directly with the 
source conductance, and its minimum value is 


6&min 


Gt,opt/fn + Gb Of 
2rC. ' 


(116) 


^ Occasions can arise when Oa is very much larger than the optimum value, for 
example, when the stage whose noise figure is to be minimised is driven from a pentode 
or grounded-grid stage. This case has already been considered in Sec. 13-6 and is not 
dealt with further here. 
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where (B is the 3-db bandwidth, and Gf is the input conductance of the 
tube due to cathode-lead inductance in the grounded-cathode case or to 
direct cathode feedback in the grounded-grid case. 

If (Bmin is such that the over-all amplifier bandwidth is adequate, the 
design of the input circuit is complete. If, however, the bandwidth is too 
narrow, a number of alternative procedures can be adopted, as follows. 




Fig 13*26 —Double-tuned inductively coupled input network, (a) mutual-inductance- 
coupled circuit, (6) self-inductance-coupled T-circuit, (c) self-induotance-coupled ir circuit 

Double-tuned-circuit Input Network.—The method most widely 
employed in the MIT Radiation Laboratory to obtain increased band- 
widths in the input circuit was the use of a double-tuned inductance- 
coupled input network, which may be realized in any one of the equivalent 
forms of Rg. 13-25a, b, c. This network has a gain-bandwidth factor 
roughly double that of the single-tuned circuit. The capacity-coupled 
network is not used as a wide-band input network because it is as com¬ 
plicated as the inductance-couptled case while its gain-bandwidth factor is 
appreciably lower.* 

Despite the fact that, in general, the primary Q is of ^e order of 
unity, the analyas given here will be based upon “high-Q" theory of 

* See See. 6-2 for a dieoueeioa of this point. 
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Sec. 5 2. The results are accordingly only approximate, but the generd 
conclusions can be accepted as valid for all practical cases. This con¬ 
clusion is justified by the fact that the high-Q theory gives correct values 
for gain-bandwidth facts and midband transfer impedance even when the 
fractional bandwidth is as high as 1.5, as is shown in Sec. 5*5. 

It is convenient to assume that the primary conductance, is equal 
to the sum of the loss conductance of the primary coil La. and the source 
conductance G\. In general the primary coil loss is negligible in com¬ 
parison with (?^. When this is not so, it can be allowed for by taking the 
over-all noise figure of the amplifier to be 

(116) 

when F is the noise figure of the amplifier driven by a source conductance 

Bandwidth and Transformed Source Conductance .—If (?, is the trans¬ 
formed source conductance, then from Eq. (5*42) 

"" (1 + QW) 

where 

« = M _ («« 

\a)o/ \« 

^ 27r/o(7ii 

0. = -^. 


Gji 


) 


(117) 


(118) 


If Qb = ^tfoCa/GB <5^ Qa, the transfer impedance of the network 
assumes the form of Eq. (5-36), the so-called one-side-loaded case, 


\Zit\ — 


h 

2ir/o VC^B (k* + Q^2k 


(119) 


where k = M/'s/LaLm. 

If the input network is transitionally coupled 

k*Ql = i, 

and so <B, the bandwidth between half-power points, is 

« = *•/» = 

ZkCa V2 

But tile transformed midband source conductance is 


0 ., 


-VT 


2Ca 


( 120 ) 

( 121 ) 

( 122 ) 
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« = ( 123 ) 

Referring back to Eq. (115) one sees that when Of + Ob <^0,o {a 
situation that has been assumed in deriving Eq. (120)] the 3-db band¬ 
width for the single-tuned circuit is 


(B = 


_ 

2tCb + 


O.Ca 

Oa 


when m = 1. 

Even if OJCa/Oa Cb the double-tuned circuit has a 3-db bandwidth 
V2 times that of the single-tuned circuit. In general, however, it is not 
wise to let the input circuit bandwidth, at 1 db down, be narrower than 
the over-all bandwidth. If the bandwidths at 1 db down are compared, 
the transitionally coupled double-tuned circuit is twice as good as th^ 
single-tuned circuit, since the 1-db bandwidth of the double-tuned cirbuit 
is 


C?#o 

%rCB 


and the 1-db bandwidth of the single-tuned circuit is 


O, 


#0 


27r2 




) 


This advtuitage becomes more pronounced as the ratio of input 
circuit bandwidth to over-all bandwidth increases. 

In making this comparison it has been assumed that when the circuit 
is transitionally coupled, the transformed source conductance is optimum. 
It may be seen from Eq. (122) that this, is true only if the ratio of second¬ 
ary to primary capacity is correct. In general this is not the case, and it 
is necessary to increase either Cb or Ca and choose k so that the coupling 
rsHtains tranational. The* mwe important case, which will be cmr- 
sidsred here, is whed Ca has to be increased. This procedure'lias two 
obvious disadvantages. An extra component has to be added, and the 
primary cdl loss conductance is** increased, thus increasing the nAbe 
Sgaee of the first Sthge. * 

Ad id^mative method for decreasing the transformed sobrw cdh- 
ductance to its optimum value is to decrease k below trmudtional and 
leave the capacities unchanged. For fixed Ga and 'Ca, this optimum value 
UkiB given by 


k' 


'Ci0,o 


(mi 
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The chief drawback to this method is that for given the l>aadwidtl» is 
appreciably less than when Ca is increased and the coupUng kept transi¬ 
tional. In the limiting case, when the coupling is well below transitional, 
the shape of the response curve of the input circuit is approximately 
that of a single-tuned circuit with 3-db bandwidth 

(B = /oA-^Oa. (126) 

From Eq. (124), (B can be written 

^ _ foGaoCA _ 

^ C^aQa ““ 2irfoC/ 

which is approximately equal to the 3-db bandwidth of the single-tuned 
circuit input when 

^ ^^GaoCA 

SO that most of the advantages of the double-tuned circuit is lost when 
coupling is below transitional. 

Effects of Variation of Circuit Parameters ,—The effect of variations in 
the coupling coefficient on the magnitude of the transformed source con¬ 
ductance can be deduced from Eq. (117); the conductance (?«varies as the 
square of the coefficient of coupling. The variation in the shape and 
bandwidth of the amplitude charactenstic is given in Fig. 6-4, where the 
absolute value of the transfer impedance is plotted as a function of fr. 

The coupling coefficient can be held to a 10 per cent tolerance fairly 
easily, but variations in source conductance Ga may be much greater, as 
much as 3 or 4 to 1, as pointed out in Sec. 13*5; hence the variation in 
source conductance is usually much more important than the variation, in 
coupling coefficient. 

. The midband transformed source conductance can be written aa«' 

^ ^kWo)^CACB 
Gao - 

fr^m Eq. (117). In contrast to the single-tuned circuit ►case, Gao varies 
inversely with Ga* The variation,^ however, is still linear, so that a 
4 to 1 change in Ga produces a 4 to I change in Gao* The variation in the 
shape and bandwidth of the amplitude characteristic of input net¬ 
work with change of Q is given in Fig. 5-6. It will be noticed that as Qa 
is increased^ the bandwidth decreases^ the shape, of the response tending 
to that of a single-tuned circuit. 

, The variation in l^dwidth is not linear, however, as was-the case ia 
the rin^e-tuned circuit. It now varies more raindly than lyi^A* ^In 
fact as Oa is increased, the bandiridth tends, in the limit, to the band¬ 
width of a single-tuned circuit inptit with the same value of transformed 
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source conductance. This result means that the advantage, in band¬ 
width, of the double-tuned circuit vanishes when the variation in source 
conductance gets very large. • 

Transient-response considerations normally impose a limit on the 
maximum height of the peaks of the amplitude characteristic of the input 
network; In (me typical design the height of the peaks were limited to 
1 db above response at midband; in another design it was required that 
the input network have 0 db peaks, that is, be transitionally coupled, 
when Ga assumed its minimum value. 

It may thus be seen that there are three requirements on the input 
network for optimum performance: 

1. When Ga assumes its minimum value, the ratio of peak to midband 
response must not exceed some arbitrary level, for example, 1 db. 

2. When Ga assumes its maximum value, the bandwidth at some 
given level, say 1 db, must be greater than a certain amount. 

3. When Ga assumes its geometric mean value, the optimum source 
conductance should be presented to the input terminals of the tube. 


An example of the design of an input network on this basis is given 
in Sec. 1315. 

Noise Figure of First Stage with Double-tuned Input Circuit ,—The 
noise figure of the first stage when a coupled-circuit input network is used 
is given by 


Fi 


1 + 


pGsiiX + Qia^) 


a 


«o 


. 1 
\Zl2\^ 


(126) 


where Zn is the transfer impedance of the input network. This result 
follows from Eq. (117), which gives the transformer source conductance, 
and from Eq. (5-30), which relates the driving-point admittance Yn of 
the network to the transfer impedance. 

It may be seen from Eq. (126) that thermal noise associated with the 
secondary coil loss and the induced grid noise make contributions to the 
single-frequency noise figure that increase toward the edge of the pass 
band. If the edges of the pass band correspond to the 1-db points of the 
amplitude response of the input network, however, this effect is small. 

Alternative Methods of Increasing the Bandwidth of the Input Circuit .— 
To get still wider bandwidths one of a number of methods can be used, 
and these will be considered very briefly. 


1. Increase in 0,. One widely used method is to increase Gt, the 
transfcHined source conductance. In the single-tuned-circuit Case 
this is done by moving the tap nearer to the top of the ceil. The 
advantage of this method is that the curve of noise figure against 
transformed source conductance is very flat in the neighborhood 
of (^timum source conductance and an increase of 2 to 1 above 
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optimum in G, changes the noise figure only slightly, as may be seen 
from Fig. 13*7. 

If Ga varies between wide limits, however, the noise figure when Ga is a 
maximum will now be appreciably worse than when Ga is a mini¬ 
mum. This wide variation of noise figure between one amplifier 
and another may prove undesirable. Another point is that the 
effects of source capacitance become more pronounced as the tap 
is moved further up the coil. From Eq. (115) it may be seen that 
the maximum bandwidth attainable by changing this tap position 
is given by 


and this sets a definite limit to what can be done by this procedure. 

The bandwidth of the double-tuned circuit may also be increased by 
increasing (?„ either by increasing the coeflScient of coupling or by 
decreasing Ca, if possible. 

2. Incredse in the Secondary Loading by Adding Physical Resistance .— 
This procedure should be followed only as an absolutely last resort, 
because the increase in noise figure is very large if a considerable 
increase in the bandwidth is to be obtained. 

3. Increase in the Cathodedead Inductance of the First Tube .—As 
pointed out in Sec. 13*12 the only effect of cathode-lead inductance 
is to reduce the available power gain of the first stage. The noise 
figure, if the tube is a triode, is unchanged. In Sec. 13*10 it was 
shown that the available power gain of the grounded-cathode- 
triode-grounded-grid-triode combination is so high that third-stage 
noise contribution is, in general, small. Accordingly this method 
of increasing bandwidth is probably the one that affects the noise 
figure least. The disadvantages are that the variation of input 
conductance, and hence of bandwidth, from tube to tube is likely 
to be large and that an extra and not easily controlled component 
has been added. 

This method of increasing the bandwidth is also* practicable when 
the input circuit is double-tuned, but it is not nearly so effective. 
As the secondary loading is increased, the Q’s of primary and 
secondary tend to equality. T^e gain-bandwidth factor of an 
equal-Q coupled circuit is l/y/2 that of an unequal-Q coupling 
when the coeflSicient of coupling is chosen to be transitional in 
each case, so that the proportional increase in bandwidth is less 
than in t^ single-tuned-circuit case. 

4. Increase in Loading of Input Circuit by Resistance Feedback .—In 
Sec. 13*12 it was pdnted out that resistance feedback could be 



692 


MINIMAL NOISE CIRCUITS 


[SBC. 13-15 


used to provide loading at a low effective noise temperature. 
In the discussion there given, the resistor was placed between 
grid and plate of a pentode tube. If the input configuration 
consists of a grounded-cathode triode followed by a grounded-grid 
triode the resistance feedback will be from the plate of the grounded- 
grid tube to the grid of the grounded-cathode tube, as shown in 
Fig. 13*26. The expressions for input conductance, bandwidth, 
etc., are the same as those given in Sec. 13*12 if gm, is taken to be 
the transconductance of the first tube. 

The noise figure of the first stage is approximately that which would 
result if the feedback resistor were connected across the input 
terminals. 



Fig. 13*26.—Feedback circuit for increasing bandwidth of input circuit with negligible 

deterioration of noise figure. 

13*16. Example of Alternative Designs of Input Coupling Network.— 

problem considered in this section is to design an input network to 
a 30 Mc/sec amplifier with a grounded-cathode triode (type 6AK6) as 
the first tube, when the source is a crystal the conductance of which varies 
between 5000 and 1330 jumhos. It will be assumed that the minimum 
stray capacity of the source is 5 iiid, that the total tube input capacity 
is 10 utii, including Miller effect capacity resulting from the fact that 
C,, = 1.2 Hiii, and that all the coils have Q’s of 150. The designer is at 
liberty to choose any input network that he pleases subject to the require¬ 
ment that the amplitude response of the network have no peaks and that 
the bandwidth at 1 db be at least 5 Mc/sec. 

For the triode-connected 6AK5 at 30 Mc/sec, 

— 385 ohms, 

Gr = 12 4mhos, 

as ss 12 Minhos. 

Under these circumstances the optimum transfmmed source con¬ 
ductance at midband is 
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ry ^ P^r + G\ 

^«,Opt TJ 

XV,a 

— 430 nmhos 

and the optimum value of the midband noise figure is 

= 1 + 2 VipGr + GOR^ = 1.33 (1.3 db). 

It will be noticed that in this case, the induced grid-noise contribu¬ 
tion is of far greater importance than the thermal noise of the coil loss. 
The effect of the source stray capacity on the noise figure is negligible. 
A number of alternative designs will now be given based on the discus¬ 
sion of Sec. 13*14. 

Single-tuned Input Circuit —^As stated in Sec. 13*14 it is desirable 
that the optimum transformed conductance be presented to the tube 
when the source inductance assumes its mean value. But the optimum 
transformed conductance is 430 /xmhos, and the mean value of the source 
conductance is 2540 /xmhos. Hence the admittance stepdown of the 
input circuit must be 

430 ^ 1 

2540 5.3' 

Accordingly the 1-db bandwidth of the input circuit will vary from 1.8 to 
5,4 Mc/sec, while the noise figure at midband will have a maximum 
value of 1.4 db, an increase of 0.1 db over the optimum. 

Before discussing the various alternative methods for increasing the 
bandwidth by electronic loading, the design of a double-tuned input 
circuit will be considered. 

DoubU-tuned Input Circuit —In this case the optimum transformed 
source conductance can be achieved either by increasing Ca or by decreas¬ 
ing A*. These two alternatives will be considered in order. 

If the input circuit is to be transitionally coupled when the source 
conductance assumes its minimum value and if the transformed source 
conductance is to be an optimum when the source conductance assumes 
its mean value, then the following two equations must be satisfied: 



If these equations are solved for Ca and k, the result is 

Ca^ 9 Mpf, ' 
k « 0.31. 
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1.92 to 10.8 Mc/sec, 


a variation of 4 \/2 to 1 as opposed to 3 to 1 in the single-tuned case. 
Because of the large variation in source conductance the advantage of 
this circuit over the single-tuned circuit is very small. 

If no capacity is added to the primary, then the value of k that gives 
optimum transformed source conductance when Ga assumes its mean 
value is 


hence 


_ Gt,optCA 1 

■“ QI' 

k = 0.416. 


In this case the bandwidth varies between 
1.9 and 5.0 Mc/sec, 

so that the minimum bandwidth is the same as when Ca was increased; 
the bandwidth variation has, however, been cut in half. 

Neither of these circuits provides adequate bandwidth, so that one 
of the other methods of Sec. 13*14 must be employed. 

Increasing the Transformed Source Conductance. —If the tap position 
is so chbsen that the bandwidth at 1 db is 5 Mc/sec when the source 
conductance assumes its minimum value of 1330 Atmhos, then the admit¬ 
tance stepdown ratio is 1.59/1 and the transformed source conductance 
will vary from 3140 to 1040 /^mhos. 

The corresponding noise figure will vary from 3.46 to 1.65 db, and 
the bandwidth from 15 to 5 Mc/sec at 1 db. 

Adding Cathode-lead Inductance, —If cathode-lead inductance is 
added to bring the minimum bandwidth up to 5 Mc/sec at 1 db, the 
noise figure of the first stage alone will be unchanged, while the band¬ 
width will vary from 

8.6 to 5 Mc/sec at 1 db. 

This greatly reduced variation is often of considerable advantage in 
designing wide-band amplifiers, as it enables compensating circuits to 
be used later in the amplifier. 

Loading with Resistive Negative Feedback, —If it is assumed that the 
interstage capacity is the same as the input capacity, then the conductance 
of the feedback resistor turns out to be approximately equal to 100 /imhos. 
The optimum source conductance is now 620 /imhos, and the optimum 
nmse figure is 1.8 db. The noise figure at the extremities of the band 
is 2.0 db. The variation of bandwidth is about the same as in the case 
where loading was provided by the cathode-lead inductance. 



CHAPTER 14 

MEASUREMENT OF NOISE FIGURE 


By Yardley Beers 

14«1. Introduction.—The measurement of noise figure affords an 
effective method of checking the ability of an amplifier to detect weak 
signals. The method of making such measurements is very simple and 
can be carried out quickly and precisely if the proper apparatus is avail¬ 
able; such apparatus is described later in this chapter. 

The measurement of noise figure is based upon one of its subsidiary 
definitions given in Chap. 12. In this definition it is assumed that all 
of the actual noise sources within the amplifier are replaced by a single 
source of noise connected to the input terminals and having an internal 
impedance equal to that of the signal source. The available power (a 
quantity that will be discussed in Sec. 14*2) of this fictitious noise source 
Wn is by definition such that this hypothetical amplifier has the same 
noise output power as the actual amplifier. If such an experiment were 
performed with an ideal amplifier, the only source of noise would be the 
thermal-agitation noise of the signal source, whose available power is 
kTBj where k is Boltzmann’s constant, 1.38 X 10^^® joule/degree C, T 
is the temperature in degrees Kelvin, and B is the noise bandwidth 
defined below. Then the noise figure F is defined as 


= 

kTB’ 


( 1 ) 


Numerically kTB = 4.00 X 10"®^ watt for T = 290®K and B = 1 cps. 

The definition of noise bandwidth B was given in Chap. 12 and is 
repeated here: 



Gj^dF 
Gpo ' 


where is the actual power gain, defined as the power delivered to the 
indicating device (such as a meter, cathode-ray tube, or loud-speaker) 
divided by the available power of the signal source, and Gpo is the maxi¬ 
mum value of Gp, This definition is tantamount to replacing the actual 
power-frequency curve of the amplifier by a rectangular curve having the 
same area and a height equal to The width of this fictitious rec¬ 
tangle is equal to S. In almost all practical situations B is very nearly 
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equal to the bandwidth between half-power points. ^ A notable exception 
occurs when the pass band is that of a single single-tuned circuit, in 
which case B is v/2, or 1.57, times the half-power bandwidth. 

Noise figure is measured by the use of a signal generator that gen¬ 
erates either noise or an unmodulated c-w signal. If the amplifier is to 
be used with signals that consist of pulses or some other special form of 
modulation, it is valuable to supplement noise-figure measurements by 
determinations of minimum detectable signal making use of signals of 
the type for which the amplifier is intended. Such measurements involve 
subjective factors that prevent them from being made as easily or with as 
high precision as measurements of noise figure. However, they do give 
a valid check upon the amplifier, especially in regard to its pulse response. 

In the following sections, it will be assumed that the signal-source 
impedance can be represented by a single resistance in parallel or in 
series with a single reactance. In cases where this assumption does not 
hold, that is, where the signal-source impedance is a complicated function 
of the frequency, it is necessary to place in the amplifier a variable- 
frequency bandpass filter so narrow that this assumption is valid and then 
to measure what E. J. Schrempp calls the ‘^single-frequency noise figure'' 
as a function of frequency, and finally to average these values, weighted 
with respect to the gain, to give the complete noise figure. 

The "general procedure for measuring noise figure is (1) to measure 
Wn [see Eq. (1)] and (2) to determine the bandwidth B. To measure 
Wn a signal generator of the same internal impedance as that of the 
amplifier source is connected to the input terminals of the amplifier. 
With the generator turned off the available noise-power output of the 
amplifier is observed, and then the generator is turned on and adjusted 
to double the output power. Since the output power has been doubled, 
the available power that has been added must be equal to that previously 
present, that is, to Wn- (It is assumed here that the amplifier is capable 
of handling this doubled power without overload. Such an assumption 
is not always fulfilled, especially as noise peaks several times rms may 
be encountered.) 

The signal generator may be of either the c-w or noise variety. With 
noise generator the procedure, although fundamentally the same, is 
simplified by the fact (to be shown in Sec. 14*6) that the available power 
of a noise generator is proportional to bandwidth. Therefore when the 
expression for available power Wn is substituted into Eq. (1), the band¬ 
width cancels out, and the noise figure is obtained directly without the 
necessity of determining bandwidth. 

> See footnote 1 on p. 159. 

* E, J. Sohremp, RL Internal Group Report 61-6/18/48. See also S, Roberts, 
^*Some Ooniideratione Governing Measurements on Crystal Mixers,’’ Proe. 

IJR.S., 8i, 267-266 (1947). 
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14-2* Discussion of Available Power. —Since the definition of noise 
figure employs the concept of available power of generators, it is worth 
while to discuss this term and to prove some very elementary theorems 
that will be needed later in this chapter. 

The most usual representation of an arbitrary electrical generator 
consists of a constant voltage in series with a constant internal impedance 
Za. Therefore, if these quantities and one of the following four quantities 
concerning the load are known, the other three can be calculated: the 
impedance of the load, the voltage across it, the current through it, or 



Fig. Throe representations of a generator. 


the power dissipated in it. Th^venin’s theorem states that it is possible 
to represent in this way any network, containing generators and linear 
impedances, having two terminals to connect it to the outside world. 
According to this representation the electromotive force J?, the internal 
impedance Zay and the external load Z are to be connected in series, as 
in Fig. 14* la. Norton^s theorem states that as far as the outside world 
is concerned, it is also possible to consider the same generator as a con¬ 
stant-current source generator in parallel with the internal admittance 
of the generator, Ya = 1/Zay and with the load connected as indicated 
in Fig. 14*16. It is possible to transform from one to the other of these 
representations by the relation 

£? = JZ. = jr- (2) 


Finally, it is possible to consider the generator as a source of power 
and to describe it quantitatively in terms of available power ’’ W, defined 
as the maximum power that the generator can cause to be dissipated in 
an external load. This maximum power occurs when the external load 
impedance is the complex conjugate of Za and, therefore, when the voltage 
across the resistive component of the load is E/2 or the current through 
it is 7/2. The relations by which one converts from the constant-voltage 
or constant-current representations are obvious: 


W 


422.' 


I* 


w: 


w 


( 8 ) 

(4) 
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where Ba is the resistive component of Z® and is the conductive com¬ 
ponent of Ffl. 

Corresponding to each of these three representations is an experi¬ 
mental method for evaluating the generator. A voltmeter or potenti¬ 
ometer connected across the generator terminal measures E, The 
current, strength I can be found by short-circuiting the terminals and 
measuring the current. The available power can be measured by means 
of a variable-impedance power-measuring device whose impedance can 
be adjusted to give maximum reading. 

It is to be emphasized that these three representations are equivalent, 
and any of them can be used for any generator, only as far as the external 



Fig. 14*2.—Generator with conductance in parallel with its terminals. 

circuit is concerned; for calculating the power dissipated within the 
generator itself, detailed knowledge of the generator must be available. 

Next consider what happens when various combinations of passive 
elements are connected to a generator. The combination can be con¬ 
sidered as a new generator of different available power and internal 
impedance. 

Theorem 1.—Connecting a network that consists of reactive elements 
changes only the internal impedance and not the available power. 

Corollary ,—Connecting a lossless transmission line whose character¬ 
istic impedance is JKo or a four-terminal network containing only reactive 
elements and having both its iterative impedances equal to Bo to a 
generator whose internal impedance is Bo changes neither the internal 
impedance nor the available power of the generator. 

The justification for these statements is self-evident and needs no 
further proof. 

Theorem 2.—Connecting a conductance in parallel with a generator 
whose internal admittance has the conductive component Go changes the 
internal conductance to Go + G% and reduces the available power to 
Gti/{Oo + Gj) times the available power of the original generator. 

This situation is represented by Kg. 14*2. The inner box contains 
the original generator, which is conveniently regarded as a current source 
/ in parallel with an internal admittance Go» The available power of 
the original generator is, from Eq. (4), 




Sec. 14-31 MEASUREMENT OF NOISE-FIOURE BY C-WGENERATORS 699 



It is clear that the internal conductance of the generator in the large 
box is (jo + (j 2 . The available power of the generator in the large box is 

W2 = 

4 ((jo + (?2) 

Solving for 1^2 in terms oi Wo yields 


W2 


^ W^o 
Go + G2 


(5) 


which proves the theorem. 

Theorem 3.—Connecting a resistance Ri in series with a generator 
whose internal impedance has the resistance component Ro changes the 



Fig. 14-3.— Generator with resistance in series with its terminals. 


internal resistance to JSo + -Ri and reduces the available power to 
Rq/(Ro + Ri) times the available power of the original generator. 

The proof of this theorem is similar to that of Theorem 2, except that 
it is convenient to consider the original generator as an emf E in series 
with an internal impedance, as indicated in Fig. 14-3. 

14«3. Measurement of Noise Figure with Unmodulated Signal 
Generators. The Relation of Noise Figure to Other Quantities That 
Express the “Noisiness” of an Amplifier.—The procedure for measuring 
the noise figure of any amplifier with an unmodulated c-w signal generator 
is similar to the one that has been used for many years for checking 
radio receivers. This method employs a signal generator containing 
a voltmeter, a calibrated attenuator, and a dummy antenna whose 
impedance is that of the actual antenna. The signal generator voltage 
is adjusted to cause the output power of the receiver to be twice that 
due to noise alone. When a standard dummy antenna is employed, this 
voltage itself is often used to describe the “noisiness” of the receiver. 
The quantity Wn can be calculated by substituting this value of the 
voltage and resistance of the dummy antenna into Eq. (3). The quantity 
Wn also is sometimes used to describe the “noisiness” of the receiver. 
Finally, the noise figure can be calculated by substituting Wn into Eq. (1). 
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The bandwidth B can be calculated by performing the integration indi¬ 
cated in Sec. 14-1 either numerically or analytically, or it may be approxi¬ 
mated by the use of the half-power bandwidth as also noted in Sec. 14*1. 
In that section the fact was demonstrated that these three methods 
of describing the noisiness of a receiver are equivalent if it is assumed 
that the bandwidth and antenna impedance are specified. It is to be 
noted again that the voltage at the actual input terminals of the receiver 
is not known—only the voltage at the input of the dummy antenna is 
known. 

There are certain difficulties connected with the use of c-w signal 
generators. The smallest powder that can be directly measured with 
good laboratory apparatus to an accuracy of a few tenths of a decibel 
is about 10“® watt. On the other hand, the noise figures of amplifiers of 
bandwidths of a few megacycles per second usually run from near one 
to about one hundred times (0 to 20 db), corresponding to equivalent 
noise powers of 10”^^ to 10“^^ watt. Hence, a signal generator must be 
equipped with a calibrated 80- or 60-db attenuator, which must be accu¬ 
rate to a few tenths of 1 db if the noise figure is to be kno^vn with similar 
accuracy. Such apparatus can be built but is difficult to maintain and 
is not practical for general use. Second, as has been pointed out earlier, 
the exact determination of bandwidth is a nuisance. Third, some devices 
that might be used to indicate receiver output power do not respond to 
noise and c-w signals in the same way. These difficulties can be avoided 
by the use of a noise generator. 

NOISE GENERATORS 

14*4. General Discussion*—^There are a number of devices that have 
been used as noise generators for amplifier measurements. The out¬ 
standing feature of all of them is that their available power is proportional 
to an easily measured direct current. In the case of the temperature- 
limited diode, the constant of proportionality between the available power 
and the current is easily calculated, and it can be used as an absolute 
instrument up to about 300 Mc/sec. Above this frequency the measure¬ 
ment of impedance (which is required for determining the proportionality 
constant) becomes difficult, transit-time effects change the noise output, 
and the diode-noise generator can no longer be used as an absolute 
instrument, although it is still useful for relative measurements. Instru¬ 
ments of this type will be described in Secs. 14*5 and 14-6. For use at 
frequencies above about 1000 Mc/sec, a noise source has been developed^ 
that utilises a reflex velocity-modulated local-oscillator tube with its reflec¬ 
tor voltage adjusted to prevent oscillation. This source is useful because 
large available powers are obtainable with it. At frequencies somewhat 

^ M. C. Walts and J. B. H. Kuper, BL Report No. 443, Sept. 17, 1043. 
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above 3000 Mc/sec, transit-time effects in available tubes make the 
calibration vary rapidly with frequency, and this device is not satis¬ 
factory even for relative measurements. Third, silicon crystals (of the 
type used for rectifiers and mixers) generate considerable noise when 
direct currents are passed through them in the reverse direction. A 
practical crystal noise generator will be described in Sec, 14-7. Such a 
device is very compact and convenient for field measurements, but it 
must be calibrated in terms of signal generators of other types. 

14*6. Theory of Noise Generators Using Temperature-limited 
Diodes. High-impedance Noise Generators .—A temperature-limited diode 
(that is, one whose plate voltage is high enough to saturate the plate 
current) acts like a generator of noise current having a certain rms value 
In, because of the ‘‘shot” effect—^the fluctuations in the number of 
electrons emitted by the cathode. The mean squared current is 
given by 

2eIB, (6) 

where e « charge of the electron = 1.60 X coulomb> 

I = direct current through the diode (in amperes), 

B = bandwidth of the device being used to observe the noise. 
Formula (6) does not apply rigorously to coated cathodes, which have 
another cause of noise (flicker effect), due to shifting of the active spots 
on the cathode. 

A simple noise generator^ consists of such a diode connected in parallel 
with a resistance Ra equal to the 
resistive component of the signal- 
source impedance and a reactance 
simulating the parallel reactance 
of the signal source. This com¬ 
bination is connected to the input Fig. 14*4. — High-imi>edaDce diode noise 
of the amplifier and the value of / generator, 

adjusted by varying the diode filament current to double the noise output 
of the amplifier (see Fig, 14-4). The available power of the generator TF« 
can be calculated by substituting Eq. (6) into Eq. (4), giving 

Wn = ielRaB. (7) 

If this is substituted into Eq. (1), the noise figure F is 




( 8 ) 

(8a) 


* The use of temperature-limited diodes as signal generators for comparative 
measurements was reported by S. Ballantine, Physics j 4, 294‘-306 (1933); and by D. O. 
North, RCA Res., 4, 441-472, April 1940; and 6, 106-124, July 1940. The high imped¬ 
ance diode noise source was developed at the Radiation Laboratory as a practical 
device for the measurement of noise figures by E. J. Schremp and C. P. Gadsden. 
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Equation (8) is a most important formula, for it gives the noise figure in 
terms of two easily measurable quantities, I and Ra. 

This noise generator is very useful provided that (1) the noise gener¬ 
ator can be connected in place of the signal source with very short leads 
and (2) the parallel reactance of the noise generator can be made entirely 
equivalent to that of the signal source over the entire range of frequencies 
of interest. There is always some capacity across the noise diode. In 
the cases where the desired shunt reactance corresponds to a capacity 
greater than the diode capacity, the desired capacity can be attained by 
adding a padding condenser. In other cases, which occur fairly often in 



practice, the desired reactance is that of a capacity smaller than the dis¬ 
tributed -diode capacity. These cases are somewhat embarrassing, 
because there is no completely satisfactory way of producing the desired 
reactance. The best that it is possible to do is to resonate out the unde¬ 
sired capacity by an inductance; this procedure is exact at only one 
frequency. 

These difiSculties can be largely avoided by the use of a ‘‘low-imped¬ 
ance^' or “matched-line'^ noise generator. 

The Matched-line Diode Noise Generator ,^—This apparatus (see Fig. 
14‘6) consists of a noise diode feeding a lossless line of characteristic 
impedance iJo with a termination at the generator end and a matching 
network consisting of Ri and R^ and X selected so that the internal 
impedance of the entire device equals that of the signal source. 

The capacity C is the distributed capacity of the diode, and L resonates 
with C at the band center of the amplifier to be tested. More exactly, 
L and Eo are selected so that the same impedance is measured within 
1 per cent at AA^ as at BB' (the other components to the right being 
disconnected in both cases). Since Eo is a resistor of relatively low 
value, the bandwidth of the circuit C, L, Ro is large compared with the 
tisual amplifier bandwidths; therefore the diode capacity has much 
smaller effect than in the high-impedance noise generator. (In a typical 

^ This device was developed at the Radiation Laboratory by C. F. Qadsden and 
6. A* Wingate at the suggestion of S. N. VanVoorhis. 
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case, in which C is 10 niil and Ko is 75 ohms, the bandwidth is about 
200 Mc/sec.) 

There is no fundamental reason why the line should be terminated in 
its characteristic impedance. Whatever the conditions of termination 
may be, it is possible by application of Th6venin^s theorem to select 
matching networks giving the proper internal impedance and then to 
calculate the available noise power in terms of the direct current through 
the diode. However, for reasons that will become evident, the calcula¬ 
tions are greatly simplified if the line is terminated in its characteristic 
impedance at the generator end (contrary perhaps to what one might 
first expect), the calibration then being independent of the length.^ 

The analysis of this generator is carried out in the following steps. 
First, the components to the left of terminals AA^ form a simple noise 
generator whose available power is found by replacing by in Eq. 
(7). According to Theorem 1 in Sec. 14-2, the addition of a lossless line 
of characteristic impedance Rq means that the generator, viewed at the 
terminals BJ5', has internal impedance Rq and the same available power 
as at AA'. The effects of Rt and Rx upon the internal impedance and 
available power can be found by applying Theorems 2 and 3 respectively. 
The reactance X is adjusted to make the parallel reactance of the gener¬ 
ator equal to that of the actual signal source and does not change the 
available power. 

If the available power of the generator is calculated in this fashion 
and the result substituted into Eq. (1), the noise figure is given by 



where JBa, the parallel output resistance of the generator, is made equal 
to the parallel output resistance of the actual signal source and Eo, Ei, 
and E 2 are chosen to give the desired value of Ra by the use of the follow¬ 
ing relation: 

22. = i?! + —(10) 

1+1 

Two specicd values of 22* are of interest. If 22* = «, 

* Termination of the amplifier end of the line in its characteristic impedance does 
not yield any advantage. If both ends of the line are terminated, four times as much 
dkmt currmit is needed, and this sometimes exceeds Uie safe operating conditions of 
the tube. 
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e Rll 

2kT Ra ’ 

Ra 


for T = 290“K. 


( 11 ) 

( 12 ) 


By comparison with Eq. (8), it can be seen that for a given noise figure 
the ratio of the direct current required with the matched-line noise 
generator to tliat required with the high-impedance noise generator is 
(Ra/Ro)^. To cite a typical example, if Ra is 300 ohms and Ro is 75 ohms, 
sixteen times as much current is retjuired with the matched-line noise 
generator as with the high-impedance noise generator. 

If R2 is made equal to Ro, 


F = — ^0^ 

2kT 4Ra 

= bRli- for T = 290°K. 
■tCa 

Ra — Rl -f" ^Ro- 


(13) 

(13o) 

(14) 


It can be seen by comparing Eq. (11) with Eq. (13) that four times 
as much diode direct current is required to measure a given noise figure 
if both ends of the line are terminated in the characteristic impedance 
of the line than if only the generator end is terminated. 

14*6. Construction of Diode Noise Generators.—Diodes used as noise 
generators should have the following characteristics: pure tungsten or 
thoriated-timgsten filament, good saturation (the reciprocal of the slope 
of the plate-current vs. plate-voltage curve should be at least fifty times 
the desired generator resistance), short leads, and low capacity. Also, 
for matched-line use diode noise generators should have a moderately 
large emission and plate dissipation. Of all the tube types tested in the 
Radiation Laboratory the British type CV172 is the most satisfactory. 
The Western Electric type 708-A, the Eimac type 15E (the type 16R does 
not saturate very well), and the type 801A seem to be more or less satis¬ 
factory for matched-line generators. The type OlA and the Sylvania 
type X-6030 are satisfactory for high-impedance generators (except that 
the type X-6030 is not very rugged mechanically). At 30 Mc/sec com¬ 
parisons among many of these types have yielded agreements within 
0.05 db. 

Oxide-coated filamentary tubes have proved unsatisfactory where 
highest accuracy is desired, and indirectly heated oxide-coated cathode- 
type tubes are doubly undesirable because of the difficulty and sluggish¬ 
ness with which they are controlled. 

In Figs. 14'6 and 14’7 are shown an experimental noise diode under 
development at the time of writing.* The tube, designated ^ type 
i Harwiok Johnson, RCA Renew, 8 (1947), 109-185. 
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R6212, is constructed in the form of a small section of coaxial line of 
50-ohm characteristic impedance, and the filament is in the form of a loop 
of wire around the inner conductor. A section of high-loss 60-ohm cable, 
terminated at its far end by a 50-ohm resistor, is connected to one end of 
the tube and serves as the resistor Rq in the circuit shown in Fig. 14-5. 
Another section of cable connected to the other end of the tube is used to 



Fig. 14 6.—U6212 noise diode unassembled {Courtesy of RCA Laboraiories ) 


connect the tube to the input of the amplifier. Because of its unusual 
construction, this tube is capable of giving quantitative results at higher 
frequencies than conventional tubes. 

The construction of noise generators is not diflScult. The generator 
should be completely shielded. Its power leads should be filt^ed to 
prevent pickup of extraneous agnals, particularly pickup from the output 
stages of the amplifier, since this pickup naight cause regeneration. 
Because the diodes are operated under temperature-limited conditions, 
the plate-supply voltage need not have particularly good regulation or 
filtering. 

Under temperature-limited conditions, the plate current varies very 
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rapidly with filament voltage. Therefore, if the filament is to be operated 
from the a-c mains, it will be necessary to provide a constant-vdltage 
regulator in the a-c line. Alternatively the filament can be operated 
from storage batteries. Because of the rapid variation of emission with 
filament voltage, two rheostats for the control of filament voltage should 



Fio. 14 7.—R6212 noise diode assembled (Courtati of RCA Laboratoriet.) 

be included in the apparatus: one for rough control and the other for fine 
control. It is important to have firm electrical confiections in the fiilament 
circuit. Because of the large filament current the number of connectors 
and tc^gle switches should be kept to a minimum; and if alternating 
current is employed for the filaments, these connectors and to^e switches 
and the control rheostats should be placed in the primary of the trans¬ 
former, where slight changes of resistance will have very small effect. 
Sometimes it is necessary to clean the filament pins of the tube and tube 
socket. 

A noise generator employing a type CV172 tube is depicted in Fig. 
14-8, and tiie complete circuit dii^pum is shown in Fig. 14-9. It was 
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Fig 14 8 —Interior view of CV172 noise source. 


250 
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designed primarily for use as a matched-line generator employing a section 
of 75-ohm cable (not shown in the diagram), and, therefore, a 75-ohm 
resistor is shown in parallel with the output terminal. However, this 
same design could be used as a simple high-impedance generator by 
raising the value of this resistor and adjusting the reactance in parallel 
to a suitable value. 

In the light of the previous paragraph, the inclusion of the large 
amount of filtering and the VR-105 regulator tube in the power supply is, 
perhaps, not entirely necessary. 

14*7. Crystal Noise Generators.—Silicon crystals produce consider¬ 
able noise when a direct current is passed through them in the direction 
of lower conductivity.^ Practical noise generators of this type, which 

can be used at frequencies up to 
at least 3000 Mc/sec, have been 
developed at the Radiation 
Laboratory. The circuit dia¬ 
gram of a crystal noise generator 
dcvsigned for use at 30 Mc/sec 
is shown in Fig. 14*10. Because 
it was desired to use a meter with 
a sensitivity of 1 ma full scale, 
it was necessary to provide a 7r-attenuator consisting of iJa, and 
to reduce the output power to a convenient value. The values were 
selected so that the parallel resistance at the output terminals was 
approximately 300 ohms, equal to that of the actual signal source used 
with the amplifier. The value of Ca is adjusted to equal the capacity 
of the signal source. The crystal current is adjusted by variation of Ri 
until the amplifier noise output pow^er is doubled, and the noise figure is 
determined from this value of the crystal current and the calibration 
of the instrument, which must be made experimentally by comparison 
with a signal generator of another type. Such instruments are very 
compact and simple in construction but must be calibrated frequently 
if high accuracy is desired. 

MEASUREMENT OF AMPLIFIER OUTPUT POWER 

Experience at the Radiation Laboratory has indicated that most 
difficulties encountered in noise-figure measurements are due to factors 
external to the noise generator and are caused by improper methods of 
measuring relative power output of the amplifier. 

The choice of an output-power measuring device depends upon 

* J. E. Houldin, ^*The Crystal Capsule as a Generator of Noise,'' E^rt of the 
General Electric Company (Great Britain), July 9, 1943. 
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whether or not an unmodulated c-w generator is to be used and whether 
accuracy can be sacrificed for simplicity. 

14*8. Attenuator and Postaipplifier. —This combination represents 
the most accurate and generally satisfactory means of comparing amplifier 
output powers. Although it is more complex than the other schemes 
described here, it is very rugged and can be operated successfully by 
relatively untrained personnel. It is therefore ideally suited for use on 
production lines as well as in research laboratories. 



Fig. —Attenuator and postamplifier method of measuring noise. 


Method ,—The method is illustrated by a block diagram in Fig. 14-11. 
The procedure is first to observe the reading of the output meter with 
the attenuator switched out and the noise generator turned off. Then the 
attenuator is switched in, and the noise generator adjusted to make the 
output meter have the same deflection as before. If the attenuator has 
a power ratio a equal to 2, the available power of the noise generator 
must have been that required to double the amplifier output power. 
In the event a is not exactly 2, a very simple correction can be made, as 
will be shown later. Because the postamplifier is operated at constant- 
signal level, no harm is caused by overloads within it, and this unit can 
be connected to the amplifier under test at a stage where the signal 
level is low enough to avoid overload difficulties. This connection can 
be made by means of an adapter that plugs in place of one of the tubes 
in the amplifier. 

Consiruciion ,—^The postamplifier should have the same center fre¬ 
quency as the amplifier under test and a bandwidth somewhat greater. 
Great care should be exercised in shielding the postamplifier, and it 
should be operated from its own power supply to avoid any chance of 
feedback to the amplifier. It is convenient to gang with the attenuator 
a switch connected to the noise generator plate supply, so that it can 
be turned on and the attenuator switched in by a single knob. How‘ever, 
this switch should be isolated from the attenuator to prevent signals 
from leaking out. The detector uses any of the common diode receiv¬ 
ing tubes. A meter indicating 1 ma full scale in series with the diode¬ 
load resistor is adequate for many measurements, but the over-all 
sensitivity can be increased by using a meter of 30 or 100 scale, 

with a dry cell and a variable resistance in series with it connected across 
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the meter to buck-out the ‘‘darkcurrent of the diode. It is also useful 
to have a jack connected to the high-voltage end of the load resistor 
through a decoupling filter so that the apparatus may be connected to an 
oscilloscope in order to observe the pass band of either the postamplifier 
or the combination of the amplifier and postamplifier when a swept- 
frequency signal generator is connected to their respective input terminals. 

The attenuator and its immediate circuit are designed with these 
objectives: (1) to make the calibration independent of the condition of 
impedance mismatch at the output of the amplifier and (2) to have a 
value of a as near to 2 as possible. The diagram of the attenuator and 



its immediate circuit is shown in Fig. 14*12. If the characteristic imped¬ 
ance of the cable is other than 75 ohms, the values of the resistors are 
to be multiplied by the ratio of the characteristic impedance to 75 ohms. 
The resistors are ^watt carbon resistors, and those in the attenuator are 
selected by a Wheatstone bridge to be within 2 per cent of the indicated 
values. If none are available within this tolerance, they can be produced 
by filing away a portion of a resistor of lower value and covering the 
filed place with a coat of lacquer. 

The terminating resistor R and the inductance L (which resonates 
the input capacity of the tube) are selected so that the same impedance 
(at the center frequency of the amplifier) is measured across the pins of 
Pt at both positions of the attenuator switch. If this condition is met, 
the calibration of the attenuator is independent of the impedance pre¬ 
sented by the cable. As a precaution against slight errors in the values 
of L and R, the cable should present an impedance that approximately 
matches the iterative impedance of the attenuator in order to absorb 
any waves that might be reflected back from R and L. 

In Fig. 14-12, the amplifier end of the cable is fitted with a plug Px 
that fits into a tube socket of the amplifier, here assumed to employ 
stiigle-^tuned circuits. This plug is designed to connect the cable in 
parallel with the load of the tube in front of that displaced by the {dug. 
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The plug contains a 75-ohm redstor terminating the cable in its charac¬ 
teristic impedance. The plug presents a net impedance of 37.5 nhTna 
(75 ohms in the plug in parallel with a 75-ohm terminated line); this 
heavy damping leads to a very large bandwidth. An alternative proce¬ 
dure is to omit the resistor in the plug Pi but to insert between P* and 
Pg a T- or T-attenuator pad having a 75-ohm iterative impedance 
and at least 10-db attenuation. In fact if amplifiers with different gains 
or the same amplifier with various settings of the gain control are to be 
measured, the postamplifier must have ..sufficient gain to operate with 



Fig 14 13.—Bottom view of postamphfier 


an amplifier of minimum gain, and it is desirable to employ, between 
P 2 and Ps, a variable step attenuator of the type described in Sec. 8*6 
to compensate for excess gain. 

The method of calibrating the attenuator is to apply a c-w signal of 
variable power to it. The relative power level of the signal must be 
known in terms of a bolometer, vacuum-tube voltmeter, or waveguide 
attenuator. The attenuation factor a of the attenuator is given by the 
ratio of the two signal-power levels that give the same deflection on the 
output meter with the attenuator out and in respectively. It is necessary 
to use signal levels that are high compared to noise, and the precaution 
mentioned above of pi^esenting to the attenuator an impedance equal to 
its iterative impedance should be observed. If the procedure previously 
outlined is followed, the attenuation will be within ±0.2 db of 3 db at 
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30 Mc/sec. Another method employing the calibration of a noise gen¬ 
erator will be described at the end of this section. This method usually 
can be used when the equipment mentioned above is not available. 

Photographs of a unit of the type described in this section are shown 
in Kgs. 14-13 and 14’14 The circuit diagram is shown in Fig. 14-16. 



Fig 14 14.—Top view of postamplifier. 

The amplifier is shielded from the power supply and from the section o 
the selector switch that controls the plate supply of the noise generator 
Tins unit has a bandwidth of 8 Mc/sec centered at 30 Mc/sec, and th( 
voltap gain between the grid of the first tube and the plate of the thirc 
tube is approximately 350. 

Correetion to Be Applied When a Is Not Equal to 2.—^The correctior 
to be applied when a is not equal to 2 is very simple. When a noim 
figure is measured, H is assumed that at the input terminal of the ampli¬ 
fier there is a single source of noise whose avmlable power is and whicli 
mmulates all the sources of noise within the amplifier (see Sec. 14'1). 
With the attenuator in, the noise source is turned on and adjusted to 
give an available power TFi such that the output power obtained is 
the same as that with the noise generator off and the attenuator out. 
Tfi^refoie 

Wn + Wi== aW„ (16) 
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The procedure is to (1) calculate the noise figure as though a were 
exactly 2 and (2) divide the result by a — 1 if the noise figure is expressed 
as a ratio or subtract 10 logio (a — 1) if it is expressed in decibels. 

Equation (16) shows the effect of an error in attenuator calibration 
on the accuracy of noise-figure determination. For example, if a is 
believed to be exactly 2 but is only approximately 2, then, because a — 1 
is approximately unity, half as large, the percentage error in noise figure 



is approximately twice as great as the percentage deviation between 
a and 2. 

Attenuator Calibration by Means of a Noise Generator ,—The following 
method permits calibrating an attenuator with extreme precision; the 
only requirement on the output power-measuring device is that it be 
able to indicate that power has not changed. 

First, a direct current h is passed through the noise generator so 
that the noise output power of the amplifier with the current Ii flowing 
and the attenuator in is the same as the noise output power with the 
attenuator out and the noise generator off. If TFi is the available noise- 
generator power corresponding to Ji, then 

Wn + Wl-- aWn. (18) 

Next the noise-generator current is adjusted to a value It such that with 
It flowing and the attenuator in, the noise output power of the amplifier 
is the same as with the attenuator out and the current h flowing. If 
Wt is the available noise^generator power corresponding to /«, then 

+ aiWn + Wi\ 


(17) 
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_W,-Wi 

a - 

If Wi asd VTs Are proportional to It and It, with the Bune prqpot^ 
tioaali^ edaetaat (as is true for a given tesoperstore-limited diode noise 
someo), 

««^^^7^ r’ “ 

It is l^us possible to determine « with aH tlm preeimon with wMdi 
tbe direct cunmits h and It can be measursid. Afthong^ Eqs. (16) aisil 
(17) are valid (udy if/the amplifier preceding the aHenuator is linew^ 
this finoarity is v«*y easy to ao)ueve amply by operating the part oS the 
amplifier preoed^ the att|g|b.ator pt Iqw 
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An unbalanced-bridge type of bolometer is sufficient for this purpose, 
^ce it is necessary to measure merely relative power and not absolute 
power in watts at the output terminals of the amplifier. Such a device 
is illustrated in Fig. 14'16, where Ri is a yJipamp Littelfuse or a Thermis¬ 
tor that (together with the decoupling resistors Rt and i?4) forms one 



arm of a Wheatstone bridge, the other arms being 22 Rt, and Ri. With 
the amplifier turned off, the bridge is balanced by the adjustment of 
R\. With the amplifier operating, its output power, consisting of noise 
or signal or a combination of both, is dissipated in Rt. This changes its 
redstance, upsetting the balance of the bridge and causing the meter to 
deflect. If the amplifier is linear, the deflection is proportional to the 
input power to the bridge. 

The value of Li is adjusted to resonate with C, the output capacity of 
the tube, at the center frequency of the amplifier. The bandwidth of 
this output circuit is 

« = 2^RtCil, ( 22 ) 

where /o is the center frequency. The ratio of the voltage across Rt and 
the voltage at the input of the tube, if the dynamic plate resistance is 
assumed to be very high, is 


Cwo Vi + ^ ' 

where wo ^ 2ir/o. In order to obtain a large bandwidth it may be neces¬ 
sary to increase C by connecting a condenser in parallel with the output 
of the tube. According to Eq. (23) this action causes a reduction in 
gain. If an even greater bandwidth is demred (at the further mcpense 
of gain). Lx may be made sero and Ls made to resonate C, living a paralld- 
tuued circuit loaded by Ea. , 

Tl^ere is considerable danger of burning out Rt ca the meter, and care 
must tii«!t^ore be taken in operating the appmtuB. Furtherinore, the 
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apparatus should be shut off while making connections or changes, 
because oscillation may result from improper connections. 

Generally it is not very convenient to connect such a device to an 
already constructed amplifier. Therefore it is desirable to mount such 
a device in an auxiliary postamplifierwhose input signal is obtained 
from a plug replacing one of the tubes of the amplifier under test. 

14* 12. Thermocouple Meters. —^Experience obtained at 30 Mc/sec has 
indicated that depending upon the particular thermocouple in use, the 
deflection of such meters does not always vary linearly with power nor 
do they accurately obey the same law as at direct current. Therefore 
if they are used, they should be calibrated in terms of other devices such 
as attenuators or bolometers at the frequency at which they are to be 
used, 

SPECIAL TOPICS 

14-13. Effect of the Gain Control. —Usually the only important sources 
of noise in an amplifier lie within the first few stages, because the ampli¬ 
fication of the first stages causes these noise sources to overshadow any 
noise in later stages. How’ever, if a gain control is placed in one or more 
of the early stages, noise in later stages may predominate at low settings 
of the gain control, especially since these later stages are usually not 
carefully designed in regard to their noise. Hence, the noise figure may 
deteriorate at low-gain settings.^ 

A spurious effect sometimes appears at high-gain settings, where the 
noise figure measured by the attenuator or bolometer methods may 
appear to be larger than at intermediate-gain settings. This effect is 
due to overload of the stage or stages preceding the power-measuring 
device and causes the measurements to be in error, but it does not indi¬ 
cate that the actual ability of the amplifier to detect weak signals has 
deteriorated. 

It is clear, therefore, that noise figure should be measured at several 
gain-control settings to be sure that no overload effects preceding the 
power-measuring device are taking place. Second, when it is desired to 
repeat the measurement of the noise figure of an amplifier with the highest 
possible precision, the gain-control setting must be reproduced, 

14«14. Correction for Temperature. —At a temperature of 290®K, the 
numerical values of the constants in the various expressions for noise 
figure, Eq. (1) and especially Eqs. (8a) and (13a), are of a convenient 
value for calculations.^ Because 290®K is near room temperature, it is 
usually accurate enough to use these simple values of the constants 
without making individual determinations of the temperature. Situa- 

^ This is not usually a serious matter in the practical use of amplifiers, because, in 
general, an amplifier needs to have the best possible noise figure only when it is being 
used to amplify very weak signals, that k, when its gain is hig^ 
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tions have jtriam» however, where the noise figure w^as so low (1.06 tmps 

0.25 db f<pr amplifiers at 6 M^/sec, 1.35 times 7 1.3 db for ampliWs 
atSOMc/seaf^paployingthegrounded-cathode-Tgrounded-grid-triodeinput 
iUiieuit in Sec. 13 10) and the precision of the measurement]} iP 

high tha% the e|bot of variations in temperature had tp be considered. 
Furlhermpre, because of heat produced within the apparatus it was 
neeessary a thermomeier on or near the resistor that simulated 

the resistance of the signal source. 

In this connection it is interesting to consider a '^radiometer'* noise- 
figure determination carried out by J. L J^awson* A brass cube abput 
li in. on a side was provided with a well for theoinsertion of a thermometer 

and a cylindrical hole for insertiwi 
of a i-watt carbon resistor. The 
resistor was connected to the in¬ 
put terminals of a 3(hMc/sec am¬ 
plifier so that the only source erf 
noise, apart from that in the am¬ 
plifier itself, was the thermal-agi¬ 
tation noise in the resistor. The 
amplifier noise output power was 
then recorded as a function of the 
temperature of the brass block 
over a range from 290® to about 
390®K. (The brass block was pre¬ 
sumably large enough to achieve a 
good approximation to tempera¬ 
ture equilibrium; the source of 
heat was a soldering iron. The behavior of the resistance as a function 
of temperature had previously been allowed for.) 

, The points lay remarkably accurately on a straight line, as indicated 
14 17. El^ending thijs line back to 0®K gave the noise originating 
in the amplifier alone (the excess noise of the amplifier); the noise figure 
at 200^ WHS in.fact ^ ,, 

p output ncrise power at 290®K 

^ output noise power at 290®it — output noise power at ^ 

^ I'ofr thenparticular amplifier under test, this value came out to be 1.50, 
the noise^pde determi^|{P& of noise figure had yidi^ed 1.52. 
, * 4^0 fl^pcess <rf these jaimjple procedures requires an ampli^er with 

gp^oieqlly good noise figure to show sigtuficant variation in total ontput 
^ change in s<mroe-resistiuiee teihperaturej 
attaining temperature eij^ibrium would arise at tmnperatnj^ 

,, , ef the ndse figure F at given temperature T can be oali^ 



Temperature of source*re$istance in 
Fio 14 17.—Radiometer determination of 
amplifier noise figure 
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teted by substituting the exact value of T into the V*d!^oCis fonnulas, 
Init for the comparison dl different measurement^ it Is ileoeaBsay to osi- 
culate Fo, the value of the noise figure fhat would havO hfecn obtaiMMf 
the temperature were some standard value Tt. Afxsordh^t todfhe'de&iii- 
tion of noise figure nioPtained in Sec. 14'1, it is posi^li^ tdiKi^aeeiiB«€ 
the sources of noise witUn the amplifier and engn^ seutce by a^gduajpator 
(rf available power Wn at the input of the amplifier. Frofii Eq. (1) 

Wn = FkTB. 

Piui; of this power, kTB, is due to the thermal-agitation ndse of the d^nal 
iOttrce, whereas the rest, (F l)kTB, is due to sources within the am|di- 
fiwr. If the mea49uremeiit had been performed at T'o, the first part would 
have had the value'JbrqB’ For the lack of information to the contrary, 
it is generally assumed that the second part would have been unchanged. 
Hierefore, total available power would have been 

TTn. « kToB + (F - l)A:rB, (24) 

ii|id the noise figure Fo would have been found by dividing TTn, by kToB: 



The last term on the right is the value of the noise figure that woiSd 
have been obtained if the temperature To, instead of the actual tempera^ 
bad been used in the formulas for noise figure [Eqs. (1), (8), and 

(13)]. 

Obviously the most ^ convenient value for To is 290®K, because 
0/{2kT) is then equal to 20. In this case 

where F' is the noise figure calculated by uang 290° for T in the ffimulaB 
for 'poise figure, or, in other words, thh value obtained using theigiflaple 
value of c/(2fc3r) — 20, as in Eqs. (8o) and (13o). • 

14«16. Noise Figure of wa Ampfifier with Push-pull Iiqpwt'tjpiuiec- 
Ikms. —^Although it is possible to construct signal generators with 
push-pull output connectkms, they are .not peoessaiQr for nmse-figtue 
measurements oi amplifiers with push-pt^ input connections. 

Ordinary generators can be used in the folloMos tuann^: Hie nmmlsl 
idgnal source has an impedance con^sting ci a resistance Si 
With a reactance X; therefore, the signal gena»tor is i^djuiAed to j^ve 
litt output impedance equhl to that ctf Rt t^d X in pasted atld''is cldlt* 
hooted across one input tcuminhl and ground.^ A duMsmy 
d^pud to that Of and X in pluraBel is oonnwted*b^wei^^e odblu 
ay**^^*^ and ground. Scone of the powet snp|iUed by Ihe fipa l 
it tnonmdtted through the input ciimiit and is d i sd p atiid Ijpl'we dfUbeay 
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impedance. This effect of the dummy impedance modifies the voltage 
across the terminals of the signal source in the same way as would a 
resistance and a reactance connected in parallel with its terminals. 
According to Theorem 2 in Sec. 14*2, the available power is effectively 
reduced by the factor RJ{Ra + iJi). Usually it can be assumed that 
the input circuit acts as transformer with a unity turns ratio, causing 

to be equal to Ra and the ratio to be equal to one-half. In other 
situations, R^ can be measured by an impedance-measuring device, and 
the ratio can be calculated. 

The procedure then is to perform the measurements and calculations 
as though the amplifier were single sided and the parallel resistance of 
the signal source were fZ®. Then the noise figure determined in this way 
is multiplied by the ratio RJ{Ra + iZi). In order to eliminate the effects 
of unbalance, the signal generator and dummy impedance should be 
interchanged, the measurements repeated, and the two results averaged. 

14*16. Measurement of Noise Figure of Superheterod 3 me Radio 
Receiver with Image Response.—In a superheterodyne radio receiver 
there is always some response at the image frequency. Consequently 
there is a contribution to the output noise power from noise sources at 
the image frequency; these include thermal-agitation noise, grid noise 
of the first tube, and possibly other effects. Hence an equivalent noise 
generator at the amplifier input terminals, at signal frequency, has to 
have larger power than if there were no image response. A perfect 
receiver has no image response, and the bandwidth B in Eq. (1) is evalu¬ 
ated for the signal band only. Therefore the noise figure of the receiver 
deteriorates because of the image response. If the gain were the same 
at the image frequency as at the signal frequency, and if the noise sources 
enumerated above were the only ones present, the noise figure would be 
increased by a factor of 2. Since the gain at image frequency is usually 
less than at signal frequency and since other sources of noise are present, 
such as plate noise, the factor by which noise figure is multiplied is 
usually considerably less than 2 but, of course, never so small as 1. 

When unmodulated c-w signal generators are employed to measure 
noise figure, no difficulty is encountered, since these generators do not 
produce a signal at the image frequency. However, noise generators 
produce noise at the image frequency as well as at the signal frequency. 

For calculating the noise figure, it is necessary to know the value of 
the d-c noise^enerator current needed to double the noise output power 
if there had been no image response. This value is equal to the observed 
current multiplied by the ratio {Oj, -f O^^/Op, where Gp and (?J, are the 
actual power gains at the signal and image frequencies te&pe^ 
tively. Consequently, n<^e figures calculated by substituting the actual 
observed cqrrent into Eq. (8) oi (13) should be corrected by multiplies^ 
tioa by thii factor. 
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By Henry Wallman 


Given a certain amplitude characteristic, the question arises as to 
(whether or not it can be realized by means of a physical filter. For 
example, is there any physical network whose absolute value is a gaus- 
sian-error curve? The only restriction on a ‘^physical network’’ is that 
it show no response to an applied signal until the input switch is closed; 
i.e., that the Fourier transform be zero for time ^ < 0. 

A complete and very simple answer to the question of .realizability 
is provided by a theorem of Paley and Wiener, drawn from the theory 
of Fourier transforms in the complex domain. 

The result for the gaussian-error curve is that it is not realizable. 


f(t) 



Fig. A-1.—Gaussian-error-curve filter, Fio. A*2.—Step-function response of Gaus- 
A(o)) « 6”"’. sian-error-curve filter. 

A*l. The Paley-Wiener Criterion.—If it were possible for a filter to 
have a gaussian-error curve A (a) = e~“' as amplitude characteristic 
(Fig. A'l), and zero phase lag, so that the complex system function is 
H(<») = e~"’, then the step-fimction response 


/(O 


= 1 f 

2ir y — eo — JC 


g(«) 

ju 


e^do) 


of such a filter is the error function (Pig. A-2) 

Now consider an idealized low-pass filter, having for amplitude char- 
aotexistic the function A(a)) 1 for -^1 < < 1 and A((a) «= 0 other- 
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wise (Fig. A-3), and zero phase lag, so that the complex system function 
is H{<a) = 1 for — 1 < « < 1, and H{u) = 0 otherwise. Then the step- 
function response is the sine-integral function (Fig. A4) 

There is something very disquieting in Figs. A*2 and A*4, in that they 
show response for time t < 0 although a physical system obviously 
cannot react to a step function before the step function has even been 
applied. 



Fig. A‘3.—Idealized low-pass filter A (w) * 1 Fig. A‘4.—Step-function response of ideal- 
for—!<«<!, *=0 otherwise. ized low-pass filter. 


The reason for this difficulty lies in the false assumption that it is 
possible for a filter to have a gaussian-error, or idealized low-pass ampli¬ 
tude characteristic, and zero phase lag. 

Moreover, the difficulty cannot be removed by associating a linear 
phase lag, no matter how great, with the gaussian-error or idealized low- 
pass amplitude characteristics. Although a linear phase lag has the 
effect of shifting the time origin in Figs. A-2 and A-4 to the left, no matter 
how great this shift to the left, it would still remain true that there would 
be some response even before the input switch were closed. 

As a practical matter, a response of, for example, one-hundred- 
millionth per cent for time < 0 can be neglected, in the sense that it 
has no experimental meaning; hence these filters are “practically^^ 
realizable, with large enough phase lags (see Sec. A-3 for a more precise 
discussion of this point). 

Nevertheless, it is of considerable mathematical interest to determine 
whether or not there is any phase function whatever, linear or otherwise, 
that can be associated with either the exact gaussian-error amplitude 
curve or the exact idealized low-pass amplitude curve so as to give 
strictly zero transient response for t <0. The answer is no, and this 
negative answer is a consequence of an extraordinarily elegant theorem 
of Paley and Wiener,^ which states, in the language of engineering: 

* R. E. A. C. Paley and Norbert Wiener, ''Fourier Transforms in the Cknnptea 
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If il(«) is an arbitrary amplitude characteristic, i.e. an even non¬ 
negative function of frequency, having a Fourier transform, A{ui) is 
said to be realizable” if it is possible to associate with the amplitude 
function A{(a) a phase-lag function (not necessarily linear) such that 
the combined frequency function yields zero transient response 

for t < 0. (This is clearly a very general and nonrestricted conception 
of realizability.) Then 

Theorem of Paley and Wiener. —necessary and sufficient condition 
for an amplitude function A(o)) to be realizable is that 

be finite.^ 

In words: A realizable amplitude characteristic cannot have too great 
a total attenuation. 

A realizable characteristic may have infinite rejection for a discrete 
set of frequencies, but it cannot have infinite rejection over a band of 
frequencies. 

The theorem of Paley and Wiener has the great merit that although 
it is of a complex-variable nature in content and proof. Criterion (1) 
itself is entirely expressed in the domain of real variables. 

Both the gaussian-error curve and the idealized bandpass character¬ 
istic attenuate too much to satisfy Criterion (1). Hence neither is 
exactly realizable. This is not just a practical difficulty but a theoretical 
impossibility. 

The mathematical meaning of this nonrealizability is as follows: For 
every sequence of filters whose amplitude curves approximate more and 
more closely to the gaussian-error curve or to the idealized low-pass 
' amplitude curve, it will be found that the successive phase characteristics 
diverge. 

A»2. Examples. Gaussianrerror Curve. —^To illustrate this divergence 
of phase characteristics one may examine a familiar method of approxi- 

Domain,'' Am. Math. Soc. Colloq. Pub., 19 (1934), Chap. I, "‘Quasi-analytic Func- 
tions,'' Theorem XII, pp. 16 and 17. 

The exact quotation is as follows; “Let ^(®) be a real nonnegative function not 
equivalent to zero, defined for - op <x < and of integrable square in this range. 
A necessary and sufficient condition that there should exist a real- or. complex-valued 
function Fix) defined in the same range, vanishing for x ^ Xo for some number Zo, and 
such that the Fourier transform Oix) of Fix) should satisfy lC?(z)l « ^(z) is that 

/■" 

J-m 1 + »* 

> Integral (1), if it racists, is in fact an evaluation for a q>eoial case of the racpres^n 
giving the logarithm of a complex impedance functicm in terms of the logarithm of its 
absolute value. 
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nrin.f.ing in amplitude to a gaussian-error curve to see how it leads to 
divergent phase functions. 



Fia. A*6.—Cascade of n identical iJC-coupled pulse-amplifier stages. 

Consider a cascade of n identical -RC-coupled pulse-amplifier stages 
(Fig. A-5). The amplifier has the complex selectivity function 

(l+jcRCy-, (2) 


whose absolute value is [1 -f- 2 . if the over-all 3-db bandwidth 

is held constant as n increases, e.g., if the 0.707 voltage point is maintained 



at w = 1, then RC = (2^/** — 1)^. 
From the Taylor^s series approxi¬ 
mation 2^/** — 1 » (In 2)/n, Expres¬ 
sion (2) becomes 


Fig. A*6.—Absolute value vs. frequency 
curves of (o) cascade of n identical RC- 
coupled stages, (6) gaussian-orror curve; 
both curves adjusted to have their 3-db 
points at (0 « 1. 


The absolute value of'Expression 
(3) is 


A„(co) 



In 2 V 5 


(4) 


and the phase lag of Expression (3) is 


<^n(<o) = n tan"*^ 


w \/ln 2 
y/n 


(5) 


Compare Expression (4) with a gaussian-error curve having « « 1 as 
its 0.707 point (Fig. A’6), the formula for which is 


e 



^.ln2 

It is plain from Expression (4) that An(«) converge;s to ^ , as 
follows from the definition of e as lim (1 + ) ; on the other hand 

n—♦ • \ 

^«(«) diverges, by becoming indefinitely large for all w. That is, the 
sequence of cascaded /2C-coupled stages tends to a gaussian-error curve in 
amplitude, hut (and this is the whole point of the example) the associ¬ 
ated phase functions (5) diverge. 
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Idealized Low-pass Filter. —similar state of affairs prevails for the 
idealized low-pass filter. This filter is not realizable (not because of 
the steepness with which the amplitude curve cuts off but rather because 
the amplitude curve cuts oflf to zero). The approximate low-pass filter 


AM 



1 





-^J 

^^ 


-1 0 +1 » 


Fiq. A*7.—^Approximate low-pass filter, 
A(«) ■* 1 for —1 < o) < 1, — c otherwise. 



Fig. A*8 —Phase vs. frequency curve 
^(w) * |ln c| • In I'-corresponding to 

11 ““ Ci>j 

absolute-value curve of Fig. A*7. 


of Fig. A*7, which cuts off to e, is realizable, however, no matter how small 
c may be. The corresponding phase-lag function is^ (Fig. A*8) propor¬ 
tional to 

= |ln «I In " [• 

11 — a)| 

Filters Having |sin a)/o)\ and sin^ as Absolute Values. —^These two 
amplitude characteristics (Fig. A*9) do satisfy the Paley-Wiener criterion 

1 



Fig. A-9.—Absolute value vs. frequency curve of (o) (sin (o/«), and (6) (sin* w/«*). 

(1) and, as it happens, are very simply realizable, with linear phase lags, 
in the forms (sin and (sin^ Routine integration 

shows the step-function responses to be as shown in Fig. A-10. (The 
step-fimction response of the (sin^ filter is made up of two 

parabolic arcs.) 

The fact that |sin «/«! and sin^ «/«* satisfy Criterion (1) does not 
mean that these two amplitude curves, with their infinity of arches, are 
exactly realizable by means of a finite number of resistances, inductances, 

* E. C. Titchmarsh, Introduction to the Theory of Fourier Integrals^ Oxford, New 
Yoric, 1937, p. 121. 
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and capacitances, but it does mean that it is possible to have a sequence 
of filters, each made up of a finite number of lumped circuit elements, 
that tend to |sin u/u\ or sin* w/«* in amplitude and whose phase functions 
converge (as a matter of fact, converge to linear phase lags of u and 2u 
radians respectively). 



Fig. a* 10.—Step-function response of (a) (sin co/cii)e filter, and (6) (sin* filter. 

Indeed, an example of such a sequence of finite filters has been sug¬ 
gested by E. A. Guillemin. In pulse-forming networks of the sort shown 
in Fig. A-11, as the number of elements increases, the current 1 2 tends 



Fig, A‘11. — Idealized pulse-forming network. The system function for E 2 /E 1 is 

(sin 


more and more to a square pulse, and hence the voltage to an inclined 
step. Therefore the ratio E 2 /E 1 (see Fig. A-10) tends to (sin ulw)erx‘. 

It is even possible that the complex functions (sin «/«)e~^" and 
(sin* «/«*)e~*'" can be exactly realized by a finite numb^ of lines with 
distributed constants. 

A*3. The Practical Meaning of the Paley-Wiener Criterion.—For 
sufficiently negative values of t, the Fourier transform of an arbitrary 
amplitude characteristic A(«) [subject only to the (physically inevitable) 
ccmdition of having a Fourier transform] is as small as is desired, 
whether or not the Paley-Wiener Criterion (1) is satisfied. Conjsequratly 
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it is possible to approximate to the given amplitude characteristic, as 
closely as desired over any finite frequency interval,^ by a real filter 
with large phase lag, i.e., large time delay. If it happens that Criterion 
(1) is satisfied, then the theorem of Paley and Wiener asserts that there 
is, in fact, a way of carrying out this approximation so that the phase 
functions converge to some finite <^( 0 )), thereby yielding a finite time 
delay. 

The practical significance of the Paley-Wiener criterion is then as 
follows: 

An amplitude characteristic having a Fourier transform can be 
approximated arbitrarily closely by finite filters whether it satisfies the 
Paley-Wiener criterion or not; but if it does satisfy the Paley-Wiener 
criterion, then the entire approximation process can be carried out within 
the bounds of a finite time delay, whereas if the Paley-Wiener criterion is 
not satisfied, the approximation process necessitates an infinite time 
delay. 

The following may be said in summary: Amplitude characteristics 
having a Fourier transform can be divided into three types: 

1. Those exactly rea lizable by a finite number of S, L, C elements, 
for example, IZ-v/l + Amplitude characteristics of this type 
satisfy the Paley-Wiener criterion, and in addition the correspond¬ 
ing complex frequency characteristic [1/(1 +iw) for the above 
example] is rational. 

2. Those exactly realizable by an infinite number of i?, L, C elements 
(or by a finite number of lines with distributed constants), e.g., 
I sin aj/co|. These are exactly realizable in the sense that as the 
approximation to the given amplitude characteristic becomes 
closer and closer, the associated phase functions converge also. 
Amplitude characteristics of this type satisfy the Paley-Wiener 
criterion. 

3. Those not exactly realizable at all but approximabh arbitrarily 

closely over any finite frequency interval, although only at the 
expense of increasingly large time delay, e.g., Amplitude 

characteristics of this type do not satisfy the Paley-Wiener 
criterion. 

^ But the approximating filter would then behave differently at co and would 
therefore have an entirely different abstract-mathematical character. 
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By Duncan Mac Rae, Jr. 

A more refined treatment of the method of selecting the tuning con¬ 
denser for the output stage of the two-stage amplifier (Sec. 9-6) can be 
considered if extremely small phase shift is desired. For a circuit with 
cathode- and plate-circuit impedances, the equivalent circuit can be 


+ 



Fio. B*l.—Equivalent circuit of amplifier with impedance in cathode circuit. 
(/U + l)/?.a:25k 



(a) (2^ 

Fia. B*2.—Equivalent circuits of output etage. R' - apparent resiatance of parallel- 
resonant drouit. Cl - excess of Ct over value required for resonant tuning, (o) Equiva¬ 
lent circuit of output stage; (&) simplified equivalent circuit if stator is tuned oapadtativdy. 

drawn as is shown in Fig. B'l. For the operating point chosen, the 
6C4 has It. « 16, r, » 10,000 ohms. 

Therefore with the constants of Fig. 9'15& in the output stage, the 
equivalent circuit is as shown in Fig. B-2. The stage can be adjusted to 
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zero phase shift if the load is tuned slightly capacitively. The magnitude 
of apparent capacitance can be determined as follows: The LBC-circuit 
may be considered as composed of a pure resistive tuned circuit (20A:) 
in parallel with an additional capacitor C*; if the cathode impedance is 
neglected (or if it is replaced by the corresponding series i2C-circuit), 
the equivalent circuit of Fig. B-1 becomes part of a Wien bridge, and 
the condition for zero phase shift (in the case Z* « 0) is uhpR^CiCt = 1; 
then, 

“ (2jr500)2 X 17,000 X 7500 X 10"^ "" ° 

This circuit requires an extremely accurate selection of condensers, 
which may be feasible for experimental equipment but is impractical 
when wide production tolerances and temperature coefficients are 
involved. 
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DRIFT OF VACmm-TUBE CHARACTERISTICS 
UNDER CONSTANT APPLIED POTENTIALS 

By John W. Gray 

The severest limitation is imposed upon direct-coupled amplifiers by 
the fact that the characteristics of any vacuum tube will gradually shift 
while the tube is in operation even though the conditions of operation 
are all held constant. For example, if the plate and grid voltages and 
filament or heater voltage are held constant, the plate current will drift 
slightly even after temperature equilibrium has been reached. This 
drift (except in the case of ‘^microphonics^’ or dimensional changes due 
to shock or vibration) is attributable to cathode change resulting in varia¬ 
tion of the average initial electron velocity of emission. This premise is 
substantiated by the nature of the shift of tube characteristics; it is found 
to be of the same type as that caused by variation of cathode temperature 
(see Fig. 11-7). Generally, as a tube ages, the drift is in the direction 
of decreasing emission; but short-time drifts are erratic as to sense and 
rapidity. 

As in the case of cathode temperature effect (Sec. ll'6)j the most 
convenient way to express the drift is in terms of the variation of control- 
grid bias that is required to hold the plate current constant with a given 
value of plate voltage (and screen-grid voltage). In addition to being 
more directly descriptive of the effect upon amplifiers, this quantity is 
more independent of plate current and voltage than is the drift of current 
with constant grid bias. 

The first stage of an amplifier is usually the only stage wherein the 
tube drift is of much importance, since the drift of the second stage is less 
effective by a factor equal to the voltage gain of the first, etc. (Excep¬ 
tions occur when the first stage is a cathode follower or an electrometer 
tube designed for low grid current but having very low gain.) This 
fact is fortunate, because the drift of a power stage is greater than that 
of a voltage amplifier operated at low power. Minimum drift in most 
ordinary receiving tubes occurs at plate currents of between 0.1 and 1 
ma (10 to 100 for the small, filament types) and at plate and screen 
voltages as low as permissible from the standpoint of control-grid current, 
although neither current nor voltage is at all critical. The drift takes 
place as a general shift of the characteristics, as for cathode temperature 
change. 
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Rate of drift is relatively great in new tubes. Most of the drift 
during the life of a tube usually occurs during the first hundred hours of 
cathode operation. It is therefore advisable to age a tube, with filament 
voltage applied, for several days before use where stability is essential. 

Figures C*1 and 0*2 show the long-term drift of a group of 6SL7 
double triodes. Readings of gnd bias required, for a certain plate current 
at a certain voltage, were made at the times indicated. Heater voltage 
was held constant only during readings; the rest of the time it varied with 
the a-c line and was turned off several times. Because of the much more 
rapid variation at first, a logarithmic time scale is used. 

Differential amplifiers are often used as input stages to help neutralize 
the effect of heater-voltage variation. The question arises as to whether 
any cancellation of drift is also accomplished. For short-time drift, 
where a zero adjustment can be made every day or so, the drift of each 
tube is erratic, and the use of two tubes instead of one in the first stage 
will multiply the probable drift by \/2* For intervals of weeks or months, 
however, Figs. C*1 and C*2 seem to indicate that there is some drift 
cancellation between double triodes. 

Figures C‘l and C*2 show that the amount of drift over periods of 
weeks is measured in tens of millivolts. (Some tubes are considerably 
worse than the group illustrated.) Thus, unless a zero adjustment can 
be made at frequent intervals, it is rather pointless to make an amplifier 
with a gain such that its output range is traversed as the input voltage 
changes by only 1 mv. If the zero set can be made just before the 
application, if a selected tube is used, and if heater voltage is constant, 
it is possible for input variations of a fraction of a millivolt to have 
significance. 



Grid bias in volts for i.s o.l ma at e.s 75y 
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Active-element representation, 6 
Admittances, 4, 5 
input driving-point, 214 
Aging, 390, 411 

Alignment oscillator, wideband fre¬ 
quency-modulated, 303 
Amplification lactor, 338 
Amplifier alignment, bandpass (see Band¬ 
pass amplifier alignment) 

Amplifier law, 332 
Amplifier output power, 708 
Amplifier sensitivity, 490-614 
Amplifier test connection, high-imped- 
ance vacuum-tube voltmeter, 320 
low-impedance vacuum-tube volt¬ 
meter, 320 
self-rectification, 321 
Amplifier test setup, with swept-fre- 
quency generator, block diagram of, 
302 

Amplifier typos, comparison of, gain- 
bandwidth product, 297-300 
gain control, 300 
gain stability, 300 
overshoot, 298 
selectivity, 298 
simplicity, 299 
tuning stability, 300 
Amplifiers, bandpass (see Bandpass am¬ 
plifiers) 

basic pentode, 72 
cascode, 440 
complete, 323 

differential (see Differential amplifiers) 

direct-coupled, 409 

double-tuned, 322 

feedback (see Feedback amplifiers) 

filter, 179 

folded, 194 

inverse-feedback, 323 


Amplifiers, lightweight selective, 403 
limiting, 98 

measurement of, 301-332 
multiple-overshoot, 142 
power, 430 

pulse (see Pulse amplifiers) 
pulse response of, 327 
push-pull, 104 
i2C-coupled, w-stage, 64 
single-overshoot, 140 
stagger-tuned, 322 
gain control of, 191 
negative input resistance at high 
frequencies, 197 
synchronous single-tuned, 322 
gain-bandwidth fa(‘tor for, 172 
under test, proper way of making con¬ 
nections to, 319 
testing of, 301-332 
triode (see Triode amplifiers) 
Amplitude characteristics, 394 
Amplitude response, 341 
Angle resolvers, 347 
Asymptotic characteristic, 340 
Attenuator calibration, by means of 
noise generator, 713 
Attenuators, 93, 314 

B 

Bandpass, maximally flat, 279 
Bandpass amplifier alignment, complete 
amplifier, 323 

double-tuned amplifiers, 322 
inverse-feedback amplifiers, 323 
stagger-tuned amplifiers, 322 
synchronous single-tuned amplifiers, 
322 

Bandpass amplifiers, alignment of, 31^ 
323 

measurement of, 318-323 
pulse response of, 274 
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Bandpass amplifiers, regeneration in, 323 
response of, to pulse of substantially 
detuned carrier frequency, 329 
undesired feedback effects in, 323-327 
Bandpass filter, electronic, 384 
Bandpass shape, 322 
Bandwidth, 169, 322 
of input circuits, methods of increasing, 
690 

maximum possible at given over-all 
gain, 173 
noise, 169 

over-aJl, obtainable with various cir¬ 
cuits, 289 

Bandwidth switching, with inverse-feed¬ 
back pairs, 258 
Bias, cathode, 353 
fixed, 358 
screen, 359 

Bias voltage, and transconductance, cor¬ 
relation between, 290 
Blackout effects, 329, 330 
Bolometers, 715-717 
Boltzmann’s constant, 503, 517, 620, 695 
Branch, 8 

Bridge network, 384 
Bridged-T networks, 384, 385 
Brownian movement, 497 

, C 

Calculus, operational, 1 
Capacitance, 4 
input, 339 

Capacitors, electrolytic, 348 
Capacity variability, 292-295 
Cascode amplifiers, 440 
Cascode low-noise circuit (see Grounded- 
cathode grounded-grld circuit) 
Cathode, grounded (see Grounded cath¬ 
ode) 

as input terminal, 441 
unipotential, 421 
Cathode bias, 353 
Cathode circuit, 87 
Cathode degeneration, 401 
Cathode feedback, 336, 351 
Cathode fiicker effect, 588 
Cathode follower, 107, 348 
d-c, 430 
differential, 454 


Cathode foUower, pentode, 436 
Cathode peaking, 90 
Cathode-ray tube, 410 
deflection-modulated, pulse amplifier 
for, 109 

intensity-modulated, pulse amplifier 
for. 111 

Cathode-ray tube spot, equivalent rise 
time of, 79 
Cathode resistor, 90 
Cathode temperature, 419-421 
Central limit theorem of probability, 77, 
80 

Choke-coupled circuit, 126 
Circuits, cascaded synchronous single- 
tuned, 172-174 

double-tuned (see Double-tuned cir¬ 
cuits) 

overstaggered, 284-287 
single-tuned, 168-171 
Cofactors, 385 
Coil loss, 649 
Coils, bifilar, 196 
pretuned, 295-297 
vs. tunable, 295 
tunable, 295 
unity-coupled, 196 
Component tolerances, 400 
Components, variability of, 390 
Condensers, bypass, 368 
Conductance, 4 

Constant-current device, 431, 432, 437 
Convolution theorem, 3, 39 
Coupling, coefficient of, 202 
conductive, 411 
critical, 204, 214 
transitional, 204, 213 
Coupling networks, 398 
Crystal, dummy, 317 
Crystal temperature, equivalent, 618 
Crystal-video receiver, 113 
Current generator, 4 
Cutoff, low-frequency, and step-function 
response, 86 

Cutoff characteristics, 349 
D 

5-function, 23 

D-c plate-load resistance, 354 
D-c restoration, 95-98 
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D-c restorer, heater-to-cathode hum in, 96 
Delay-line circuit, terminated in too 
high an impedance, 133 
terminated in too low an impedance. 
133 

Detector law, 332 
Differential amplifiers, 441-451 
pentode, 450 
Differential input, 443 
Differential output, 447 
Differentiation, 411 
Diode chppers, 129 
Dissipation factor, 168 
Double-tuned circuits, 201-231 
alternate primary and secondary load¬ 
ing of, 230 

capacity-coupled, 210 
equal-Q, critical coupling for, 279 
high-0, 202, 210 

low-Q, transitionally coupled, 216 
stagger-damped, 221-226 
transitionally coupled, exact, with one- 
side loading, 220 
exact equal-Q, 218 
Dummy mixers, 317 
double, 318 
Dynamic range, 113 
large, pulse amplifiers of, 113-165 

E 

Ease of adjustment, 391 
Elastance, 4 
Electrometer, 409 
Electronic computing devices, 333 
Ensemble average, 504, 519 
Entropy, 516 
Ergodic system, 519 
Excitation transform, 30 

F 

SF-transform, 59 
Faltung theorem, 39 

{See also Convolution theorem) 
Feedback, cathode, 336, 351 
by cathode-lead inductance, 675 
effect of, on noise figure, 666-672 
inverse (see Inverse feedback) 
negative, 428, 459 
T-network, 266 


Feedback, variable negative, 95 
voltage, 353 

Feedback-amplifier design, practical con¬ 
siderations in, 261-266 
Feedback amplifiers, flat quadruple, 270 
with four-terminal coupling networks, 
266 

high-frequency, 232-273 
Feedback chain, with four-terminal shunt 
impedances, 233 
gain-bandwidth product of, 238 
general, 235 
gain of, 236 

reduction of, to feedback pairs, 249 
synthesis of, 249-253 
uniform, 252, 266 

Feedback effects, undesired, in bandpass 
amplifiers, 323-327 
Feedback loop, 384, 392 
Feedback pairs, 234 
reduction of feedback ^hain to, 249 
resistor in, effect of capacity across, 265 
synthesis of, 244 

Feedback resistor, tapped on coil, 266 
Feedback stage, single, gain of, 235 
with transit angle, vector diagram for, 
264 

Feedback triples, 234 
synthesis of, 250 
Figure of merit, 73, 171 
Filter amphfiers, 179 
Filters, idealized low-pass, 722 
realizability of, 721-727 
realizable, 723 
tone, 407 

Flat-staggered pairs, 187-189 
exact, 188 

m-cascaded, shrinking of over-all band¬ 
width, 187 

Flat-staggered quintuples, 193 
Flat-staggered triples, 189-191 
exact, 190 

Flat-top compensation, 89 
Floating-grid potential, 420 
Fluctuations, 497 
Fourier integral, 2 
Fourier series, 2 
Fourier transform, 1, 69-63 
Frequency marker, active, 305 
blanking, 306 
passive, 305 
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G 

Gain, maximum, 418 
measurement of, 330 
overfall, 336, 361 
power {see Power gain) 
production-line test for, 331 
Gain-bandwidth factor, 172,205,287-290 
of feedback chain, 268 
for fiat-staggered n-uple, 176 
increase in, due to overstaggering, 287 
for synchronous single-tunod ampli¬ 
fiers, 172 

of transitionally coupled double-tuned 
circuit as function of Q-ratio, 206 
of various interstage coupling schemes, 
288 

Gain-bandwidth product, 171, 172, 297, 
298 

of feedback chain, 238 
maximum, 82 
Gain control, 93-96, 290 
effect of, on noise figure, 717 
of stagger-tuned amplifiers, 191 
Gain/rise time ratio, 73 
Gain variability, 291 
Gaussian-error curve, 80, 81, 721, 723 
Grid-bias spread, 412 
Grid circuit, 84 
delay-line, 131, 145 
Grid current, 349, 418-421 
negative, 418 
photoelectric, 419 
positive, 419 
Grid emission, 419 
Grid-leak resistor, 353 
Grid noise, induced, and shot noise, cor¬ 
relation between, 677-682 
Grounded cathode, 634, 652 
Grounded-cathode grounded-grid ampli¬ 
fier, 661 

Grounded-cathode grounded-grid circuit, 
616, 657, 660 

Grounded-cathode input circuit, 646 
Grounded-cathode pentode, 645 
Grounded-cathode pentode input circuit, 
644 

Gfounded-cathode triode, 645 
Grounded-cathode triode grounded-grid 
triode, 645, 657 


Grounded grid, 634, 652 
Grounded-grid input circuit, 648 
Grounded-grid triode, 645 
Grounded plate, 652 
Grounded-plate input circuit, 648 
Grounded-plate triode grounded-grid tri¬ 
ode, 645, 664 

H 

m 

Heater voltage, 422 
Heater-voltage variation, 353, 421-424 
Heaviside, Oliver, 1 

I 

Impedance, 4, 5 
input, 338, 339, 348, 363 
internal, 401 
load, 353 
output, 336, 439 
Impedance changer, 430 
Impedance source, low-, 366 
Inductance, 4 
mutual, 7 

in nodal analysis, 16 
Input circuit loss, 637 
Input circuits, bandwidth of, methods of 
increasing, 690 
double-triode, 656-666 
double-tuned, noise figure of first stage 
with, 690 
dummy, 316 
Input connections, 319 
Input coupling networks, 682-692 
Input network, double-tuned-circuit, 686 
Input signals, multiple, mixing of, 99- 
102 

Input voltage, 353, 366 
Integration, 411 

Integro-differential equations, 4, 10-21 
Inverse feedback, 90-93, 333, 384, 422 
Inverse-feedback chain, gain stability of, 
253 

Inverse-feedback pairs, 134, 241-249 
bandwidth switching with, 258 
direct-couified, 136 
gain stability of, 253 
overloading in, 255 
series-fed direct-coupled, 151 
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J 

Joint Army-Navy Specification (JAN), 
412 

K 

Kelvin line, 95 
Kirchhoff's laws, 1, 10 

L 

^-integral, 25 
JB-operator, 25 
JB-transform, 25 
Laguerre polynomials, 86 
Laplace transform, 1, 21-42 
inverse, 3, 31 
steady-state, 55 

Laplace transform pairs, list of, 70 
Linear-circuit analysis, 1- 70 
linear-differential equations, 1 
Linear-phase coupling network, 67 
Linear-phase network, 75 
Linearity, 426, 431 
Load, resistive, 354 
Load impedance, 353 
Ix)ad line, 426 
a-c, 356 
d-c, 356 

Loop gain, 336, 340, 352, 363 
Ix)wpass-bandpass analogy, 276 

M 

Manufacturing tolerances, 390 
Maxwell, Clerk, 1 
Mesh, 4, 9 
Mesh analysis, 11 

^and nodal analysis, comparison of, 19, 
20 

Mesh equations, for active network, 14 
for passive network, 13 
Microphonic rejection circuits, 145 
Microphonics, 144, 594 
Mistuning, effects of, 215 
Mixers, dummy, 317 
Mixing, nonadditive, 100 
resistive, 334, 336 
tube, 99 

Motorl^ating, 327 


N 

n-pole networks, maximally flat, 282-284 
step-function response of, 284 
n-uples, flat-staggered, 176 
approximate case, 180 
asymptotic case, 186 
exact, 180 
exact case, 185 

gain-bandwidth factor for, 176 
staggered, 176-180 
Negative-capacity circuit, 83 
Networks, bridge, 384 
bridged-T, 384, 385 
characteristic determinant of, 385 
coupling, 398 
four-terminal, 385 
four-terminal couphng, 75 
input coupling, 622 
linear, 3-10 
one-pole, 277 
parallel-T, 384 

three-pole {see Three-pole networks) 
three-terminal, 384 
transform, 3, 50-53 
twin-T, 384, 387 

two-pole {see Two-pole networks) 
Wien-bridge, 386 
Nodal analysis, 15, 385 
mutual inductance in, 16 
and mesh, comparison of, 19 
Node, 4, 8 
reference, 9 
Noise, 497 
atmospheric, 616 
electrical, 497 
induced grid, 625 
input-circuit, 695 
local oscillator, 618 

in networks not in thermal equilibrium, 
541 

partition, 679 
positive-ion, 689 
random, 497 
shot {see Shot noise) 
thermal {see Thermal noise) 

Noise bandwidth, 169 

Noise circuits, minimal, 615-694 

Noise correlation function, 500 

Noise currents, 497 

Noise figure, 698-604, 621-635, 645 
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740 

Noise figure, of amplifier with push-pull 
input, 719 

comparison of alternative tube con¬ 
figurations with, 643-661 
effect of feedback on, 666—672 
effect of gain control on, 717 
first stage, 632, 638 
with double-tuned input circuit, 690 
measurement of, 695-720 

with attenuator and postamplifier, 
709 

of superheterodyne radio receiver 
with image response, 720 
with unmodulated signal generators, 
699 

single-frequency, 696 
of single triode input circuits, 651-656 
variation of, with source conductance 
and frequency, 641-643 
Noise-figure considerations, 618-621 
Noise-figure correction for temperature, 
717 

Noise-figure method, using uncalibrated 
attenuator, 714 
Noise generators, 700 
attenuator calibration by means of, 713 
crystal, 708 
diode, 704-708 
matched-line, 702 
high-impedance, 701 
with temperature-limited diodes, 701— 
704 

Noise measurements, 600 
Noise power, available, 619 
Noise reduction, space-charge, 625 
Noise representation, 620 
equivalent, 623 
for pentode, 624 

Noise resistances, equivalent, 636 
Noise resistor, equivalent, 635 
Noise spectrum, 500 
Noise temperature, 596-604 
Nonlinear effects, 121 
Norton's theorem, 697 
Nyquist diagram, 397 

O 

Ohmmeters, 410 
Operating frequency, 352 
Operating-temperature range, 391 


Oscillation, parasitic, 383 
stability against, 363-366 
Oscillograph, mirror, 410 
Output circuits, 142 
multivibrator, 144 
Output impedance, 336, 439 
Output stages, 103, 352 
Output voltage, 431 
Overload, recovery from, 290 
Overload effects, 329, 330 
Overshoot, 71-84, 114-123 
cascaded, 118 
limiting of, 122 
of overstaggered pairs, 280 
secondary, 125 
of staggered pairs, 279 
Overshoot oscillation, 72 

P 

Pairs, cascaded, 187 
fiat-staggered (see Flat-staggered pairs) 
overstaggered, 284 
overshoot of, 280 
stagger-damped, 224, 230 
staggered, overshoot of, 279 
Paley-Wiener criterion, 721-723, 726, 727 
Parallel-T networks, 384 
Passive-element representation, 4 
Pentode, at moderately high frequencies, 
581, 583 

noise representation for, 624 
shot noise in, 575 
Pentode cathode follower, 436 
Pentode differential amplifiers, 450 
Phase-advance network, 343 
Phase characteristics, 394 
Phase inverters, 106 
Phase response, 341 
total, 343 
Phase shift, 353 

Phase-shift imx>edance, minimum, 178 
Phase-shift networks, minimum, 277, 301 
Physical realizability, 723 
Planck’s constant, 529 
Plate, grounded, 634 
Plate current, and transoonductance, 
correlation between, 290 
Plate-current spread, 412 
Plate-load line, 358 
Plate-load resistance, d-c, 354 
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Plate potential, minimum allowable, 420 
Plate-supply voltage, 426 
Positive-ion current, 418 
Potentiometer, partially compensated, 94 
Power, available, 621, 697-699 
Power amplifier, 430 
Power gain, 621-635 
available, 596-604, 651 
Pulse, flat top of, 84-90 
leading edge of, 72 
rectangular, 72 

Pulse-amplifier stage, basic, 72 
Pulse amplifiers, 71-112 
for deflection-modulated cathode-ray 
tube, 109 

electronic switching of, 102 
for intensity-modulated cathode-ray 
tube, 111 

of large dynamic lange, 113-165 
Pulse generators, 308 
carrier-frequency, 306-313 
direct, 306-313 

Pulse response, and absolute value curve 
alone, 277 
of amplifiers, 327 
of bandpass amplifiers, 274 
Pulse stretching, 146 

Q 

0-factor, 393 

R 

Radiometer noise-figure measurement, 
718 

RC-network, phase-retarded, 379 
Recovery-time constant, 118 
Rectifier, crystal, 715 
diode, 715 
Regeneration, 323 
in bandpass amplifiers, 323 
causes of, 324 

coupling between input and out¬ 
put leads, 324 
decoupling circuits, 326 
heater circuits, 325 
parasitics, 326 
waveguide feedback, 325 
indications of, 323 
Regulators, 410 


Rejection band, 390 
Rejection frequency, 386 
Resistance, 4 

Resonance curves, universal, 213 
Resonant frequency, 386, 394 
Response transform, 30 
Rise time, 71-84 
composition of, 77 

equivalent, of cathode-ray-tube spot, 
79 

in measuring apparatus, 79 
S 

S-transform, 55 
Saturation, magnetic, 350 
Screen bias, 359 
Screen-biasing circuit, 362 
Screen circuit, 88 

Screen resistor current stabilizing effect, 
92 

Selectivity curve, maximally flat, 176 
Series-fed circuit, 151 
Series-resonant bypass condensers, 273 
Servoamplificr, 410 
Shot noise, 544r-584 
in diodes, 546 

and induced grid noise, correlation be¬ 
tween, 677-682 
in negative-grid triodes, 560 
in parallel resonant circuit, 546 
in pentodes, 575 
space-charge reduction of, 556 
temperature-limited, 549 
and thermal noise, distinction between, 
584-587 

Shunt peaking, 73 
Signal, minimum detectable, 496 
weak, detectability of, 615 
Signal generators, swept-frequency, 301- 
306 

unmodulated, measurement of noise 
figure with, 699 
Signal power, available, 619 
Smearer circuit, 128 
Source admittance, optimum, 639-641 
Stability, 339-348, 411 
against oscillation, 363-366 
Stabilization factor, 358 
Stages, double-tuned, cascaded transi¬ 
tionally ooupled, 78 
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Stagger-tuned amplifier, negative input 
resistance at high frequencies, 197 
Stagger tuning, 166, 407 
Statistical equilibrium, 517 
Statistical fluctuations, 496 
Steady-state responses, and transient 
responses, relations between, 80 
Step attenuator, compensated, 94 
Step-function response, of cascade of n 
flat-staggered pairs, 280 
of cascade of n flat-staggered triples, 
281 

of cascaded maximally flat three-pole 
networks, 282 

of cascaded maximally flat two-pole 
networks, 281 

and low-frequency cutoff, 86 
of maximally flat ti-pole networks, 284 
Superposition, 20 
Symmetry, arithmetic, 169 
geometric, 168 
Synchroscopes, 314 
Synthesis, by factoring, 179 
System transform, 30 

T 

T'-network feedback, 266 
Temperature coefficients, 390 
Temperature effects, 390 
Temperature variation, 411 
Terminal, 8 
Thermal lag, 424 
Thermal noise, 497-544, 620 
electromagnetic energy of, 512 
harmonic analysis of, 507 
localization of, 505 
quantum statistics of, 525 
and shot noise, distinction between, 
584-587 

spectrum of, 519 
statistical mechanics of, 515 
Thermal-noise energy, seat of, 513 
sink of, 513 
source of, 514 
Thermal-noise formula, 505 
Theimal-noise theorem, 532 
generalization of, 534 
Thermal-noise voltage, 498 
Thermocouple meters, 717 
Thermodynamic equilibrium, 516 


Th5venin^s theorem, 378, 505, 697 
Three-j)ole networks, cascaded maxi¬ 
mally flat, step-function response of, 
282 

maximally flat, 282 
Time averages, 519 
Time constant, amplified, 411 
Time domain, 71 

Transconductance, and bias voltage, 
correlation between, 290 
and plate current, correlation between, 
290 

Transfer function, 385 
Transform network, 3, 50-53 
Transformer equivalent networks, 16 
Transient response, 1-70 
of overstaggered triples, 287 
and steady-state response, relation be¬ 
tween, 80 

Transit time damping, 638 
Transmission-line amplifiers, 83 
Triode, negative-grid, at moderately high 
frequencies, 571, 574 
Triode amplifier characteristic, 426 
Triode amplifiers, with cathode resistor, 
426 

single-ended, 424-432 
Triode input, grounded-cathode, 655 
grounded-plate, 655 
Triode input circuits, 646 
grounded-grid, 653 
single, noise figures of, 651-656 
various, comparison of, 652 
Triode input configurations, three, com¬ 
parison of, 647 
Triples, cascaded, 189 
feedback, 234 
flat-staggered, 189-191 
transient response of, 287 
stagger-damped, 224 
overstaggered, 286 
Tube mixing, 99 

Tube noise, suppression of, 604-614 
Tube-parameter tolerances, 352 
Tube replacement, 353 
Tubes, baseless, 2^ 
electrometer, 419 
Bubminiature, 156 
Tuning, parallel-resonant, 353 
resonant, 350 
synchronous, 166 
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Twin-T networks, 384, 387 
Two-pole networks, 278-282 
cascaded maximally flat, 281 
step-fimction response of, 281 

V 

Vacuum-tube characteristics, at low cur¬ 
rents, 414-418 

Vacuum-tube voltmeter, 314, 409 
high-impedance, 320 
low-impedance, 320 
Voltage amplification, 73 
Voltage circuit, high-output, 144 
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Voltage-current source transformation, 5 
Voltage feedback, 353 
Voltage gain, maximum, 417 
Voltage generator, 4 
Voltage-supply variation, 411 

W 

Wien bridge, 384 
Wien-bridge network, 386 

Z 

Zero adjustment, 411 





